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LETTER  OF  TRANSMITTAL. 


Office  of  the  Water  Supply  Commissiou, 

Harrisburg,  December  31st,  1914. 

To  His  Excellency,  the  Governor  of  the  Commonwealth  of  Pennsyl- 
vania: 

To  the  Members  of  the  Senate  and  the  House  of  Representatives  of 

the  Commonwealth  of  Pennsylvania: 

In  compliance  with  the  provisions  of  the  Act  of  the  General 
Assembly,  approved  May  4th,  1905,  the  Water  Supply  Commission 
of  l^eunsylvania  respectfully  submits  its  report  for  the  year  1914. 

JOHN  BIRKINBINE, 

Chairman. 

BENJAMIN  K.  FOCHT, 

Vice-Chairman. 

THOMAS  J.  LYNCH, 

Secretary. 

ROBERT  8.  CONKLIN, 

Commissioner  of  'Forestry. 

SAMUEL  G.  DIXON, 

Commissioner  of  Health. 
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REPORT 

OF  THB 


WATER  SUPPLY  COMMISSION  OF  PENNSYLVANIA 


1914. 


CHAPTER  I. 
INTRODUCTION    AND    RECOMMENDATIONS. 

The  activities  of  the  Water  Supply  Commission  during  the  year 
1914  may  be  briefly  classified  as: 

1.  INCORPORATION  OF  WATER  AND  WATER  POWER  COMPANIES. 

Four  water  companies  were  incorporated,  one  consolidation  was 
effected  among  such  companies,  and  no  water  power  charters  were 
granted  during  1914.  The  small  number  of  applications  for  water 
companies  is  probably  due  to  the  fact  that  communities  are  generally 
supplied  and  few  not  so  served  have  developed  the  requisite  popula- 
tion to  warrant  incorporation  and  installation  of  water  supply 
systems. 

2.  SUPERVISION    OP   THE    DESIGN    AND    CONSTRUCTION   OF    DAMS 

AND  INVESTIGATION  OF  THE  STABILITY  OF  EXISTING  DAMS. 

The  Commission  passed  upon  the  plans  and  specifications  and 
hsued  permits  for  the  construction  of  46  dams  and  for  the  repair 
or  modification  of  22  such  structures  during  1914.  Construction 
work  has  been  carefully  supervised,  in  order  to  secure  adherence  to 
the  approved  plans  and  to  insure  stability.  A  detailed  and  system- 
atic examination  is  being  made  of  existing  dams  and  repairs  or 
modifications  ordered  to  unsafe  structures.  There  are  approximately 
400  important  dams  in  this  State,  and  on  December  31st,  1914,  293 
had  been  examined,  of  which  57  were  found  deficient  in  some  detail. 

3.    PERMITS  TO  MAKE  ENCROACHMENTS  IN  STREAMS 

More  applications  for  encroachments  were  received  during  1914 
than  during  the  previous  six  and  one-half  years  after  the  passage  of 
the  Encroachment  Act  of  1907.  This  increase  resulted  from  the 
operation  of  tlie  Act  of  June  25th,  1913,  which  covers  aU  streams, 
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and  because  builders  of  proposed  bridges,  walls,  fills  and  other  forms 
of  water  obstructions  are  becoming  familiar  with  its  provisions. 
In  1914  five  hundred  and  sixty-one  permits  were  issued,  while 
previous  to  that  year  the  total  number  of  permits  issued  was  two 
hundred  and  sixty-four.  Approved  encroachments  under  construc- 
tion have  been  inspected  periodically  and  reconnoissance  trips  made 
to  enforce  the  provisions  of  the  law.  The  Commission  invites  in- 
formation concerning  proposed  encroachments  and  dams  and  will 
consider  and  investigate  all  protests  with  regard  to  their  safety 
or  possible  injurious  etfects  upon  stream  channels. 

4.  CONTINUATION  AND  EXTENSION'  OF  THE  STREAM  GAGING  AND 

FLOOD  WARNING  SERVICES. 

Twenty  stream  gaging  stations  and  three  stations  for  flood  warning 
purposes  were  established  during  1914,  making  107  gaging  stations 
from  which  the  Commission  receives  reports,  of  which  12  are  operated 
by  the  United  States  Geological  Survey  in  neighboring  states,  on 
streams  bordering  or  entering  Pennsylvania,  and  95  by  the  Commis- 
sion. On  account  of  the  reasons  set  forth  in  Chapter  7  of  this  report, 
it  was  found  advisable  to  change  the  "water  year"  in  the  compilation 
of  hydrographic  data,  and  end  it  on  September  30th,  so  that  this  in- 
formation published  in  this  report  extends  from  January  1st  to 
September  30th,  1914.  The  flood  warning  service  has  proven 
its  value  by  timely  and  accurate  warnings  and  will  be  continued 
and  extended.  Duri^  the  winter  and  spring  stream  flow  was  about 
20  per  cent,  above  normal,  while  during  the  summer  and  early  fall 
it  fell  to  50  per  cent,  of  normal  for  that  season.  Wilkes-Barre  ex- 
perienced damage  by  a"  flood  in  March  and  Scranton  by  a  cloudburst 
on  Roaring  Brook  in  July. 

5.  INVENTORY  OF  THE  PRESENT  CONDITION  AND  UTILIZATION  OF 

THE  WATER  RESOURCES  AND  PREPARATION  OF  A  SPECIAL 
REPORT. 

The  Inventory  Report,  made  in  accordance  with  the  provisions 
of  the  Act  of  July  25th,  1913,  sets  forth  the  present  condition  and 
utilization  of  Pennsylvania  streams  and  contains  gazetteers  of  all 
named  streams  and  of  lakes  and  ponds,  with  detailed  descriptions  of 
the  more  important  ones.  Descriptions  are  given  of  the  operating 
water  supply  systems  and  information  presented  concerning  the 
more  important  industrial  supplies,  together  with  the  status  of  all 
water  and  water  power  companies.  Records  of  rainfall  at  212  points 
and  its  distribution  over  the  State;  records  of  floods  at  15  points 
on  Pennsylvania  rivers  and  a  discussion  of  the  causes  of  floods  and 
flood  damage;  descriptions  of  all  operating  hydro-electric  plants 
and  of  the  water  power  situation;  the  effect  of  the  discharge  of 
anthracite  culm  into  streams  and  a  method  of  relief  from  such  prac- 
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tice;  a  study  of  flood  conditions  in  Turtle  Creek  and  a  method  of 
improving  them;  a  discussion  of  past  and  present  navigation,  con- 
struction of  canals  and  improvement  of  rivers  for  this  purpose. 

6.  PYMATUNING  RESERVOIR  PROJECT. 

The  hydrographic  studies  in  connection  with  t  the  Pymatuning 
Keservoir  Project  have  been  continued  and  extended,  dam  sites  ex- 
plored and  the  cost  of  a  dam  estimated  while  281  properties  necessary 
to  acquire  have  been  surveyed. 

7.  CONSTRUCTION    OF    TWO    DYKES,    WITH    REGULATING    GATES, 

ALONG  THE  DELAWARE  RIVER,  NEAR  BRISTOL,  BUCKS  COUNTY. 

The  Legislatures  of  191 1  and  1913  made  appropriation  for  the  con- 
struction of  protective  dykes  along  the  Delaware  River,  at  the  mouths 
of  two  small  streams,  in  Bucks  county  near  Bristol,  for  the  purpoi^e 
of  preventing  floods  and  high  tides  from  inundating  agricultural 
land.    This  work  has  been  completed. 

8.  INVESTIGATION  AND  REPORT  UPON  A  METHOD  OF  IMPROVING 

SANDY  CREEK,  IN  CRAWFORD  COUNTY. 

The  Legislature  of  1913  appropriated  |10,000.00  for  the  purpose 
of  making  an  investigation  of  the  present  utilization  and  best  develop- 
ment of  Sandy  Creek,  with  particular  reference  to  improvement  of 
flood  conditions  in  Sandy  Lake  borbugh  and  surrounding  territory. 
The  investigation  indicated  that  the  cost  of  the  proposed  work 
would  be  in  excess  of  the  appropriation. 

Descriptions  of  the  work  accomplished  under  the  above  headings 
are  given  in  succeeding  chapters  of  this  report,  with  the  exception  of 
the  results  of  the  Water  Resources  Inventory  and  the  Pymatuning 
Reservoir  Project,  which  are  treated  in  special  reports. 

RECOMMENDATIONS . 

In  order  to  facilitate  the  work  of  the  Commission  and  to  permit  of 
greater  benefit  to  the  streams,  it  is  recommended  that  the  Water 
Supply  Commission  be  directed  to  determine  and  lay  out,  on  plans 
and  on  the  ground,  lines  along  river  and  stream  banks,  through 
congested  districts,  beyond  which  no  encroachments  will  be  permitted. 
A  law  should  provide  power  to  cause  the  removal  of  such  obstructions 
as  may  extend  beyond  the  encroachment  lines  at  the  time  they  are 
established,  if  such  obstructions  are  a  menace  to  life  and  property  in 
times  of  floods. 
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CHAPTER  TT. 


WATER  SUPPLY  AND  WATER  POWER  COMPANIES. 

WATER  SUPPLY  COMPANIES: 

The  Commission  has  approved,  during  1914,  four  applications 
for  incorporation  of  water  supply  companies,  one  agreement  of  merger 
and  two  consolidations  by  purchase  of  property  and  franchises.  The 
agreement  of  merger  and  one  consolidation  by  purchase,  however, 
did  not  receive  approval  of  other  State  Departments  in  time  to 
become  effective  this  year.  Table  No.  1  presents  the  number  of  water 
supply  companies  incorporated  witli  the  approval  of  tlie  Commission 
each  year  since  its  creation  and  the  present  status  thereof- 

TABLE  NO.  1. 

Number  of  Water  Supply  Companies  Incorporated  Each  Year  From  May  i,  1905 » 

to  December  31,  1914,  and  Their  Present  Status. 


Year. 


1906 

1906 

1907 I 

1908 ' 

1909 

1911 

1912 ' 

19J3 , 

1914 I 

Total    and    eqniva    i 
lent  per  cent.,     , 


•8 

4-' 


8 

a 


it 

a 

0 


In  Operation. 


Xi 

I 


Absorbed  by 

Companies  in 

Operation. 


4J 

u 

a 

^ 

s 

B 

u 

p 

« 

'A 

a* 

Under 
ConBtrnction. 


u 

0) 

Xi 

a 


a 
o 


Not  Operating. 


4 

27| 
3li 
18  1 
30> 
25 
2.5  I 
15, 
16  ' 
4  , 


3  ' 
15 

10  I 
19  I 
19  ' 
17  I 
12' 
13  I 
1  ' 


75 
66 
35 
56 
63 
76 
68 
SO 
81 
25 


19n 


126 


65 


1 
4 
4 
1 
7 
3 
8 
1 
0 
1 


25 


x> 

a 


1 

23 

0 

0 

15 

0 

8 

18 

0 

10 

5 

0 

7 

23 

•> 

7 

2 

12 

1 

4 

2 

12 

1 

4 

4 

7 

0 

2 

1 

6 

2 

25 

1 

25 

1 

13 

6 

8 

a 

a 


£ 


29 
82 
89 
7 
8 
16 
U 
IS 
26 
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In  previous  reports  those  companies  which  have  been  sold  to  or 
merged  with  companies  in  operation  were  included  under  the  column 
"Not  Operating,"  but  in  this  table  they  have  been  separated  under 
the  column,  "Absorbed  by  Companies  in  Operation." 

Fewer  companies  were  formed  during  1914  than  in  any  year 
since  1880.  Tables  Nos.  2,  3  and  4  show  respectively  the  water 
companies  incorporated,  the  source  of  supply  and  character  of 
works  of  the  operating  companies,  and  the  consolidation  effected 
among  water  supply  companies  during  1014. 
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TABLB  NO.  2. 
Water  Supply  Companies  Incorporated  in  19U. 


£ 


Name. 


Bethlebem     City     Water 
Company   (new). 


Hanorer  Water  Co.  of  Le- 
high County. 

Jamestown  Water  Co.,   .. 


4  I  Lower   Sancon    Township 
Water  Co. 


Date  of 
Incorporation. 


June  18,  1914. 

Jane  U,  1914. 

Jan.  9,  1914. 

Not.  26,  1914, 


TerrltoxT  Corered  by 
Charter. 


Salisbury   township,    Le- 
bigh  county. 


Hanover    township,    Le- 
high county. 

Jamestown  borough,  Mer- 
cer county. 

Lower  Saucon  township, 
Lehigh  county. 


Status. 


Active.  Name  changed 
Oct.  26,  1914,  from 
Bethlehem  Water  Com- 
pany. 

Sold  to  Bethlehem  City 
Water  Co.    (new). 

Works  under  construc- 
tion. I 

Active. 


TABLE  NO.  3. 
Water  Supply  Companies  Incorporated  in   1914  Which  Are  in  Operation. 


Nama. 

• 

Bupplias. 

Source 

of 
Supply. 

System 
Supply. 

Bethlehem  City  Water 
Q>.    (New).' 

Bethlehem  Township,   Northampton  county, 
Salisbury,    Hanover    and    Lower    Saucon 
townships,    Lehigh  county. 

Lehigh  river,. 

'Absorbed  Hanover  Water  Company  of  Lehigh  County. 
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The  incorporation  of  the  Bethlehem  Water  Company  for  Salisbury 
Township,  Lehigh  county,  was  followed  by  the  purchase  by  that  com- 
pany of  two  other  companies,  and  a  change  of  name  to  the  Bethlehem 
City  Water  Company. 

WATER  POWER  COMPANIES: 

Since  the  organization  of  the  Commission  in  1905,  52  water  power 
companies  have  been  incorporated,  of  which  15  are  operating,  9  hav- 
ing been  merged  into  two  consolidations,  which  took  over  plants 
built  under  previous  charters,  and  two  charters  cover  a  single  develop- 
ment. Under  these  charters,  therefore,  there  are  six  developments, 
two  of  which  were  constructed  prior  to  the  formation  of  these  cor- 
porations. One  company  is  building  its  works  and  three  have  been 
dissolved.  The  remaining  33  are  not  in  operation;  of  these,  22  are 
merged  into  three  consolidations.  The  33  charters  represent  11  pro- 
posed developments,  upon  which  construction  work  has  not  yet 
begun. 


22 


CHAPTER  III. 


DAMS. 


The  Water  Supply  Commission  of  Pennsylvania,  under  the  duties 
imposed  upon  it  by  the  act  entitled: 

"An  act  providing  for  the  regulation  of  dams,  or  other 
structures  or  obstructions,  as  defined  herein,  in,  along,  across, 
or  projecting  into  all  streams  and  bodies  of  water  wholly  or 
partly  within,  or  forming  part  of  the  boundary  of,  tliis  Com- 
monwealth; vesting  certain  powers  and  duties  in  the  Water 
Supply  Commission  of  Pennsylvania,  for  this  purpose;  and 
providing  penalties  for  the  violation  of  the  provisions  hereof," 

approved  June  25,  1913,  has  made  physical  examination  of  dam 
sites,  analyzed  and  parsed  upon  plans  and  specifications  for  pro- 
posed dams,  and  supervised  their  construction,  in  order  to  insure 
their  construction  in  accordance  with  permits  issued  and  conditions 
imposed  by  the  Commission.  A  systematic  examination  of  all  exist- 
ing dams  has  been  commenced  and  will  cotitinue  until  every  dam  of 
importance  in  the  Commonwealth  has  been  examined. 

Permits  have  been  issued  for  the  construction  of  77  new  dams,  and 
for  the  modification,  repair  or  strengthening  of  28  others,  while 
284  examinations  were  made  in  supervising  construction  under  these 
permits. 

There  are  approximately  400  dams  in  Pennsylvania,  whose  location, 
height  or  storage  is  such  that  failure  might  result  in  loss  of  life 
or  damage  to  property.  Of  these,  293,  or  three-fourths,  have  been 
examined,  and  about  one  in  five  found  deficient  and  ordered  re- 
paired. There  are  many  dams  of  less  importance  whose  failure 
might  add  somewhat  to  the  height  of  flood  water,  although  it  is 
improbable  that  serious  damage  could  be  attributed  directly  to  them. 
Attention  has  been  confined  thus  far  to  the  more  important  structures, 
with  the  ultimate  expectation  of  examining  dams  of  every  description. 

MAINTENANCE. 

Existing  dams,  which  have  been  examined  and  found  safe,  or 
upon  which  repairs  have  been  ordered  to  remedy  defects,  and  new 
dams,  which  have  been  built  under  the  supervision  of  the  Commission, 
will  continue  in  a  condition  of  stability  only  if  properly  maintained, 
since  all  dams  are  subject  to  deterioration.  The  Commission  cannot 
too  strongly  emphasize  the  necessity  for  making  periodic  examina- 
tions of  dams,  in  order  that  proper  maintenance  may  be  assured. 


Mountain  Water  SuppI}-  Company.    I>ii 


Silver  Crnk   Wiitur  Companj.    I^wer  Tumbling  Ruu  Dam. 
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DAM  DESIGN. 

In  passing  upon  plans  and  specifications  for  dams,  the  Commission 
has  given  stability  first  consideration,  although  recognizing  that  econ- 
omy is  an  important  element  in  the  dejsign.  The  two  are  in  fact  inter- 
dependent, for  strength  to  a  degree  beyond  that  necessary  to  insure 
stability  is  not  good  engineering,  while  economy  without  safety  is 
criminal.  It  is  to  assist  the  average  practicing  engineer  that  the 
Commission  insists  upon  a  close  adherence  to  established  standards 
of  dam  design  in  applications  for  construction  which  come  before 
it,  since  the  consulting  experts  apply  to  their  work  the  mature  judg- 
ment which  experience  and  study  has  developed. 

Proper  factors  of  safety  should  be  applied  to  all  elements  entering 
into  the  construction  of  a  dam.  The  safety  factor  in  an  engineering 
design  is  an  acknowledgement  that  uncertainties  and  coiKtingencies 
are  involved,  which  lie  beyond  the  scope  of  human  intelligence  to 
estimate  accurately  and  which  must  be  provided  for  in  a  more  or  less 
arbitrary'  manner.  These  uncertainties  enter  into  the  design  of 
dams,  as  into  nearly  all  hydraulic  construction,  and  this  fact  has  not 
always  re<?eived  adequate  recognition.  Further,  the  elements  of 
commercialism  may  influence,  to  a  certain  extent,  the  values  of 
safety  factors. 

The  Water  Supi)ly  Commission,  by  insisting  upon  high  standards 
of  design,  will,  to  a  large  extent,  relieve  the  average  practicing  en- 
gineer from  the  harmful  influence  of  commercialism,  and  permit 
him  to  apply  his  best  judgment,  to  the  end  that  the  construction 
of  all  dams  in  the  State  will  be  of  a  higher  grade  than  has  heretofore 
in  all  cases  obtained. 

PROVINCE  OP  COMMISSION, 

The  plans  and  specifications  submitted  in  connection  with  an 
application  for  a  dam  must  be  sufficiently  complete  to  permit  of 
intelligent  consideration  and  meet  the  requirements  of  approved 
engineering  practice  in  regard  to  stability.  If  they  do  not  provide 
for  a  safe  structure,  the  applicant  is  requested  to  overcome  the 
deficiency.  The  Commission  cannot  undertake  to  do  engineering 
work  for  applicants,  and  matters  pertaining  to  adaptability  of  design 
or  economy  in  construction  do  not  lie  within  its  province.  The  plans 
and  specifications  are  scrutinized  and  the  site  examined  for  the  pur- 
pose of  determining  the  degree  of  safety  of  the  proposed  structure. 
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Table  No.  5  indicates  the  work  done  each  year  since  the  Gommis 
sion  has  exercised  jurisdiction  over  dams;  following  which  will  be 
found  tables  and  summaries  of  the  work  accomplished  during  1914. 


TABLE  NO.  5. 

Number  of  Permits  Issued  for  the  Construction  and  Repair  of  Dams.  Progress 
Examinations  During  Construction  and  Examinations  of  Existing  Dams. 


Permits  for  new  dams 

Permits  for  modiflcations  or  repairs  of  ejclstlng  dams, 

Progress  examinations  during  construction,   

Bxaminations  of  existing  dams,    


TMl 

vm 

1918 

1914 

4 

0 

0 

5 

1 
1 

8 

1 

26 
28 

19 
5 

70 
83 

48 

22 
186 
282 

1 

Total. 


77 

28 

284 


APPLICATIONS  FOR  NEW  DAMS. 

During  1914,  62  applications  were  considered  by  the  Commission 
for  the  construction  of  new  dams.  Data  concerning  these  structures 
and  the  action  taken  on  the  applications  are  shown  in  Table  No.  6. 
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To  summarize  Table  No.  6 — forty-six  aplications  were  approved  aiui 
permits  issued,  one  was  disapproved,  two  held  under  advisement,  six 
were  held  pending  the  receipt  of  plans,  two  delayed  at  the  request 
of  the  applicants,  and  five  were  received  too  late  for  action  this  year. 
The  plans  submitted  for  the  construction  of  these  dams  represented 
many  types.  Nearly  50  per  cent,  were  earthen  dams,  while  about  25 
per  cent,  were  masonry  spillways  witli  end  embankments.  Below  is 
shown  the  number  of  each  type: 

£}arth  embankment,    5 

Earth  embankment  with  concrete  core,   7 

Eiarth  embankment  with  reinforced  concrete  core,   3 

Earth  embankment  with  paddle  core,    2 

Earth  embankment  with  masonry  core, 5 

Combination  earth  embankment  and  masonry,   13 

Masonry    (Gravity),    2 

Concrete  (Gravity) , 9 

Reinforced   concrete, 2 

Reinforced  concrete  (hollow), 4 

Rock  filled  cribs  with  earth  embankment,   1 

Rock  filled  cribs, 2 

Arched  reinforced  concrete,  1 

Timber,    2 

Rock   fill,    3 

Three  of  the  hollow  reinforced  concrete  dams  and  one  of  the 
earthen  dams  will  exceed  50  feet  in  height. 

APPLICATIONS  FOR  REPAIRS  AND  MODIFICATIONS. 

In  addition  to  the  applications  for  permission  to  construct  new 
dams,  31  applications  were  received  for  repairs  or  modifications, 
about  one-half  being  ordered  by  the  Commission.  Of  these,  22  were 
approved,  one  was  held  under  advisement,  three  were  held  pending 
the  receipt  of  plans  and  five,  which  were  received  late  in  the  year, 
are  awaiting  action.  Descriptions  of  these  dams  will  be  found  in 
Table  No.  10,  while  Table  No.  7  indicates  the  nature  of  the  repairs 
for  which  application  was  made. 
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CONSTRUCTION  CONTINUED  UNDER  OLD  PERMITS. 

A  few  of  the  new  dams  for  which  permits  were  issued  prior  to 
1914  were  still  under  construction  this  j''ear  and  it  was  necessary 
to  keep  the  work  under  observation.  Descriptions  of  these  dams  are 
given  in  Table  No.  8. 

REPAIRS  AND  MODIFICATIONS  CONTINUED  DURING  1914. 

Construction  was  also  continued  during  1914  upon  the  repair  and 
modification  of  four  dams  for  which  permits  had  been  issued  prior 
to  1914.    These  dams  are  described  in  Table  No.  9. 
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PROGRESS  EXAMINATIONS. 

One  hundred  eighty-seven  progress  examinations  were  made,  notes 
and  photographs  taken,  to  secure  a  record  of  progress  and  methods 
pursued  in  the  construction  of  new  dams  and  repairs  to  old  ones. 

EXISTING  DAMS. 

In  accordance  with  the  provisions  of  the  Dam  and  Encroachment 
Act,  the  Commission  has,  upon  its  own  initiative,  been  engaged  in 
examining  existing  dams.  This  work  was  commenced  in  1912  by 
executive  order,  subsequent  to  the  failure  of  the  Austin  Dam,  and 
23  dams  were  examined  in  that  year.  In  1913,  33  examinations  were 
made,  mostly  upon  complaint,  and  the  owners  were  directed  to  make 
repairs  to  18  dams.  During  1914  the  work  was  prosecuted  with  an 
increase<l  force  and  232  dams  were  examined,  of  which  41  were 
ordered  repaired.  Table  No.  10  is  a  list  of  the  dams  examined  during 
1914,  which  shows  their  dimensions,  the  size  of  the  tributary  water- 
sheds and  the  areas  and  capacities  of  the  reservoirs. 
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Practically  every  known  type  of  dam  is  represented  in  this  list, 
as  shown  by  the  following  tabulation : 

Earth  embankment  (no   core) ,    r 06 

Earth  embankment  with  concrete   core,    33 

Earth  embankment  with    clay    puddle    core,     31 

Earth  embankment  with  masonry  core,    14 

Earth  embankment  with  timber  sheeting  cut-off,   1 

Masonry   (gravity) ,    21 

Concrete   (gravity) ,    8 

Reinforced    concrete ,    2 

Combination  earth  nil  and  masonry,   31 

Rock  filled  timber  cribs,   12 

Concrete    (arched) ,    1 

Masonry    (arched) ,    8 

Timber,    2 

A  majority  of  the  dams  are  earthen,  with  or  without  core  walls; 
moat  of  them  are  low  structures,  only  21  of  them  exceeding  50  feet 
in  height. 

Deficiencies  were  found  in  a  number  of  the  dams  and  repairs  or 
modifications  were  directed  to  be  made  to  41,  three-quarters  of  these 
being  deficient  in  spillway  capacity.  This  is  the  most  common  cause 
of  dam  failures  and  care  has  been  taken  to  eliminate  it.  Below 
is  shown  the  nature  and  number  of  the  repairs  and  modifications 
required: 

General  repairs  and  strengthening,    15 

Increased  spiUwav  capacity, 29 

Repairs  to  run-off  channel,  4 

Elimination  of  leakage,    3 

Removal  of  trees,  1 

Removal  of  dam   or  reconstruction,    3 


DAM  FAILURES. 

In  the  report  of  the  Water  Supply  Commission  for  1912  is  given  a 
tabulation  of  dam  failures  in  Pennsylvania,  with  descriptions  of 
the  dams  and  the  manner  in  which  the  failures  occurred.  Data  have 
been  gathered  on  three  additional  failures  and  information  concern- 
ing them  is  given  below : 

H.  C.  FRICK  COKE  COMPANY— COLONIAIi  NO.  4  DAM: 

In  1906  a  gravity  section  concrete  dam  was  built  for  the  Pitts- 
burgh Coal  Company  in  Colvin  Run,  near  Grindstone,  Fayette 
County,  about  100  feet  above  the  mouth  of  that  stream  in  Redstone 
Creek.  In  1910  the  dam  was  sold  to  the  H.  C.  Frick  Coke  Company. 
The  reservoir  has  a  capacity  of  10,200,000  gallons,  with  a  surface 
area  of  about  2.5  acres.  The  dam  failed  during  a  heavy  rainstorm 
on  July  21,  1912,  and  the  upper  18  feet  of  the  structure  was  carried 
away.  It  was  reconstructed  in  the  same  year  without  change  in  the 
design. 

The  dam  is  31.5  feet  high  and  21  feet  wide  at  its  maximum  section, 
with  a  crest  length  of  205,6  feet.    The  top  width  is  2.5  feet  and  the 


46 

upstream  face  is  vertical.  The  downstream  face  is  vertical  for  4.5 
feet  from  the  top,  then  slopes  2  on  1  for  23  feet  and  1  on  1  for  4 
feet,  at  which  point  it  is  stepped  out  1  foot  at  the  heel  and  2  feet 
at  the  toe,  and  carried  verticallv  to  the  foundation  a  distance  of  12 
feet  below  the  natural  ground  surface. 

The  dam  is  founded  on  limestone  rock  which  was  grouted  by  means 
of  3"  drill  holes  3  feet  deep. 

The  concrete  was  mixed  in  the  proportions  of  1:3:4,  with  gravel 
for  the  aggregate,  while  derrick  sized  stones  were  embedded  in  the 
mass.  Expanded  metal  of  No.  8  gauge,  3"  mesh,  in  6'  x  12'  sheets, 
was  placed  in  the  downstream  face  about  one  foot  from  the  surface 
almost  to  the  top  of  the  dam. 

The  original  spillway,  36  feet  long  and  2.5  feet  deep,  had  a  dis- 
charge capacitj^  of  approximately  500  cubic  feet  per  second,  or  at 
the  rate  of  185  cubic  feet  per  second  per  square  mlie  for  the  2.7 
square  miles  of  tributary  drainage  area. 

In  July,  1912,  the  region  about  Uniontown  was  visited  by  heavy 
rains.  The  precipitation  on  July  17th  was  0.51  inches,  July  18th  1.18 
inches,  July  19th  1.22  inches,  July  20th  0.00  inches,  July  21st,  1.39 
inches.  On  the  last  named  dav  conditions  were  favorable  for  a 
high  rate  of  runoff  and  water  passed  over  the  entire  crest  of  the 
dam  to  a  depth  of  one  foot,  which  would  indicate  a  discharge  at  the 
rate  of  480  cubic  feet  per  second  ])er  square  mile,  or  a  total  of 
1,300  cubic  feet  per  second.  During  the  height  of  the  flood  the  dam 
failed.  The  concrete  was  boken  off  in  layers  to  a  level  of  12  feet 
above  the  bed  of  the  stream,  at  which  elevation  a  flood  had  passed 
over  the  dam  during  construction.  The  failure  was  ascribed  by 
the  owners  to  neglect  in  cleaning  the  concrete  along  the  horizontal 
joints  left  at  the  end  of  each  days  work  and  particularly  at  the  joint 
over  which  the  flood  passed  during  construction. 

An  analysis  of  the  structure,  made  with  reference  to  the  horizontal 
joint  at  which  the  dam  failed,  where  the  base  width  was  9.75  feet,  and 
with  the  weight  of  the  concrete  taken  at  140  jjounds  per  cubic  foot, 
gives  the  following  results: 

With  the  reservoir  full,  and  without  upward  pressure,  the  resultant 
of  forces  fell  1.76  feet  outside  the  "middle  third,"  while  the  coefficient 
of  friction  was  0.80,  and  the  pressures  were  4,420  pounds  per  square 
foot  compression  at  the  toe,  and  1,550  pounds  tension  at  the  heel. 
The  manner  in  which  the  work  was  performed  renders  it  probable 
that  tension  could  not  have  been  carried  in  the  masonry,  and  that 
upward  pressure  would  exist.  With  the  reservoir  full,  and  upward 
[)ressure  assumed  at  §  the  hydrastatic  head  at  the  heel,  diminishing 
uniformly  to  zero  at  the  toe,  it  was  found  that  the  resultant  of  forces 
fell  0.46  feet  outside  of  the  base,  which  is  prabably  a  condition  similar 
to  that  which  resultwl  in  failure  of  the  dam. 
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CONNBLLSVILLE  WATER  COMPANY— BREAKNECK  DAM; 

The  Breakneck  Dam,  an  earthen  structure,  was  built  across  Break- 
neck Bun,  in  Bullskin  Township,  Fayette  County,  in  1886,  and  1887, 
by  the  Connellsville  Water  Company.  In  11)02  it  was  overtopped  and 
a  breach  was  washed  through  the  embankment.  Bepairs  were  made 
and  the  dam  i)ut  back  into  service  when,  in  1912,  it  was  again  over- 
topped and  damaged,  since  which  date  it  has  not  been  in  use.  The 
drainage  area  tributary  to  the  <lam  cousiste<l  of  5.2  square  miles 
of  precipitous  country ;  the  reservoir  had  a  length  of  725  feet  and  an 
average  widtli  of  310  feet,  with  a  surface  area  of  about  5.1  acres  and 
a  capacity  of  fifteen  million  gallons. 

The  dam  was  constructed  of  puddle<i  earth  containing  may  stones, 
across  a  valley  whose  light,  sandy  soil  extends  to  a  considerable  depth 
below  the  surface.  The  spillway  was  at  the  north  end  of  the  embank- 
ment while  a  storm  channel  was  piovided  around  the  south  end  by 
the  construction  of  a  dike,  pierced  at  the  head  of  the  pool  by  two 
pipes  to  admit  the  normal  flow  of  the  stream.  Two  cast  iron  pipes, 
one  for  blow-oflT  purposes  and  the  other  a  supply  main,  penetrated 
the  embankment,  connecting  with  a  concrete  intake  chamber  within 
the  pool. 

The  length  of  the  dam  was  207  feet,  the  crest  width  8  feet  and  the 
maximum  height  above  the  stream  channel  28  feet.  The  upstream 
face  was  paved  with  riprap  and  had  a  slope  of  1  on  1.9;  the  down- 
stream face,  which  was  protected  from  "surface  scour  by  sod,  had  a 
slope  of  1  on  1.7.  A  concrete  core-wall,  increasing  in  thickness  from 
21  inches  at  the  top  to  3  feet  at  the  base,  was  constructed  along 
the  entire  length  at  the  upstream  edge  of  the  top  of  the  embankment, 
extending  into  the  shale  hillsides  and  reaching  rock  foundation  from 
15  to  20  feet  below  the  original  surface. 

The  spillway  was  30  feet  in  length,  with  its  crest  one  foot  below 
the  top  of  the  embankment;  it  was  constructed  of  timber  in  the  form 
of  a  cJiannel,  wtih  a  wooden  flume  to  carry  away  waste  water. 

The  storm  channel  was  formed  by  constructing  an  embankment 
about  6  feet  high  along  the  south  side  and  across  the  upper  end  of 
the  pool,  the  natural  slope  of  the  hillside  and  the  sodded  bank  of 
the  dike,  protected  in  places  by  stone  walls,  confining  the  waste 
water.  At  the  dam  a  timber  spillway  discharged  the  flood  flow 
into  a  paved  channel  which  conducted  it  into  the  creek  some  distance 
below. 

On  May  19,  1902,  a  severe  rain  caused  a  flood  and  the  storm  channel 
became  obstructed  by  debris.  The  dike,  separating  the  upper  end  of 
the  reservoir  from  the  storm  channel,  was  overtopped  to  a  depth  of 
20  inches  and  a  section  near  the  north  end,  about  25  to  30  feet  in 
length,  was  washed  out.  Water  was  admitted  to  the  reservoir  in 
quantities  greater  than  could  be  discharged  by  the  spillway  and  the 
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dani  was  overtopped  to  a  depth  of  about  20  inches.  The  material  on 
the  downstream  side  of  the  core  wall  was  washed  away  for  a  length 
of  75  to  100  feet  and  to  a  depth  of  10  to  18  feet.  The  removal  of  this 
support  caused  the  core  wall  to  give  way  for  a  length  of  approximately 
75  feet  and  a  depth  of  about  12  feet  and  the  upstream  embankment 
was  breached  to  the  same  length  and  depth.  The  spillway  was  under- 
mined and  destroyed.  The  flood  discharge  has  been  estimated  at 
about  1,630  cubic  feet  per  second,  or  310  second  feet  per  square  mile 
of  tributary  drainage  area. 

Repairs  and  alterations  were  commenced  shortly  after  the  failure. 
A  concrete  core  wall,  extending  to  the  top  of  the  dam,  was  constructed 
upon  that  portion  of  the  old  one  remaining  in  place  and  the  embank- 
ments on  each  side  of  it  were  reconstructed  of  clay,  spread  in  thin 
layers,  wetted  and  tamped.  The  crest  width  of  the  entire  structure 
was  increased  from  8  to  25  feet  and  the  side  slopes  made  the  same 
as  before  the  break.  The  spillway  was  reconstructed  of  concrete 
and  the  form  changed  from  a  channel  to  a  flat  crested  weir.  Its 
length  was  increased  from  30  to  50  feet  and  the  depth  from  1  to  3 
feet.  A  timber  emergency  spillway,  50  feet  in  length  and  3  feet 
deep,  was  provided  in  the  dike  between  the  storm  channel  and  the 
upper  end  of  the  pool.  Dry  &tone  walls  were  built  at  various  points 
along  the  embankment  of  the  storm  channel,  the  spillway  of  which 
was  reconstructed  of  masonry  and  timber.  In  the  spring  of  1907 
a  16"  blow-off  pipe,  encased  in  concrete,  was  laid  through  the  embank- 
ment. 

A  heavy  rainfall  occurred  on  August  19,  1912,  while  the  storm 
channel  was  blocked  off  to  permit  of  repairs  being  made  to  its  spill- 
way and  the  dam  was  overtopped  to  an  average  depth  of  9 
inches.  The  wooden  flume  at  the  lower  end  of  the  storm 
channel  was  partly  destroyed  and  a  portion  of  the  embankment  and 
core  wall  adjoining  it  was  washed  out,  while  the  downstream  portion 
of  the  embankment  was  slightly  damaged  at  other  points  by  erosion. 
The  emergency  spillway  in  the  dike  between  the  reservoir  and  the 
storm  channel  was  practically  destroyed  by  undermining  of  the 
plank  floor.  The  flood  discharge  has  been  estimated  at  approximately 
1,300  cubic  feet  per  second  or  250  second  feet  per  square  mile  of 
drainage  basin. 

The  core  wall  and  embankment  were  repaired  and  a  channel,  6'-3" 
deep  and  10'-6"  wide,  was  cut  into  the  concrete  spillway.  The  dam 
has  not  been  in  service  since  its  last  failure  and  the  outlet  pipes 
are  kept  open  to  prevent  water  from  collecting  behind  it. 

THE  BUTLER  V^ATER  COMPANY— BO YDSTOWN  DAM. 

The  Boydstown  Dam,  an  earthen  structure,  was  built  across  Con- 
noquenessing  Creek,  in  Oakland  Township,  Butler  County,  in  1896, 
by  the  Butler  Water  Company.    The  tributary  drainage  area  consists 
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of  13.6  square  miles  of  hilly  country,  about  one-third  of  which  is 
wooded  and  the  balance  farm  land.  The  reservoir  has  a  surface 
area  of  about  30  acres  and  a  capacity  of  73,673,0*00  gallons,  which, 
with  the  use  of  24"  flashboards,  is  increased  to  94,350,000  gallons. 
In  1897  and  in  1903,  the  dam  was  overtopped  and  the  embankment 
breached  on  both  occasions.  It  was  repaired  after  each  failure  and  is 
now  in  use. 

The  dam  is  reported  to  have  been  constructed  of  clay,  deposited  in 
layers  and  compacted  by  teaming,  and  to  have  contained  along  its 
center  line  a  timber  core  wall  set  upon  the  rock  bottom  of  a  trench 
excavated  for  the  entire  length  of  the  structure.  The  embankment 
is  310  feet  long,  has  a  top  width  of  10  feet  and  attains  a  maximum 
height  above  the  stream  bed  of  28.4  feet.  The  1  on  3  upstream  slope 
is  protetced  by  riprap  w^hile  the  1  on  2  downstream  slope  is  sodded. 

The  spilway  was  approximately  30  feet  long  and  7  feet  deep, 
constructed  near  the  center  of  the  dam  of  planking  upon  rock  filled 
timber  cribs,  the  embankment  being  supported  and  protected  by 
timber  bulk-heads.  Overflow  was  discharged  into  the  creek  channel 
some  distance  below  the  dam  over  a  long  sloping  wooden  apron 
protected  from  back  wash  and  undercutting  by  timber  sheeting.        * 

A  circular  stone  gate  house  was  constructed  near  the  upstream  toe 
of  the  embankment  to  the  right  of  the  spillway,  containing  3  intake 
openings  at  different  elevations.  A  terra  cotta  pipe,  controlled  by 
a  gate  within  the  intake  chamber,  passed  through  the  embankment  to 
the  west  of  the  overfall  section  and  conveyed  the  water  to  the  pump 
house.  This  line  was  paralleled  by  a  rectangular  timber  flume  con- 
trolled by  a  gate  intended  to  act  as  a  drain  and  to  supplement  the 
spillway  in  time  of  flood. 

No*leakage  was  observed  through  the  embankment  subsequent  to 
its  completion  in  1896  although  seepage  occurred  through  the  shale 
at  the  west  end.  The  terra  cotta  supply  pipe,  however,  was  broken 
by  the  weight  of  the  material  above  it  and  replaced  by  a  cast  iron 
main  during  the  winter  of  1896-97. 

On  July  27,  1897,  after  a  heavy  rain,  about  100  feet  of  the  embank- 
ment, between  the  west  hillside  and  the  spillway,  was  washed  out. 
The  cause  of  the  failure  could  not  be  definitely  determined  although 
the  indications  are  that  it  resulted  either  from  overtopping  or  from 
percolation  along  the  recently  completed  cast  iron  pipe  line,  owing 
to  the  use  of  frozen  earth  in  refilling  the  trench,  insufficient  com- 
pacting or  leakage  between  sections  of  the  pipe. 

The  breach  was  refilled  with  clay  and  the  damaged  timber  cut-off 
replaced  with  a  24"  rubble  masonry  wall.  The  timber  crib  overfall 
near  the  center  of  the  dam  was  removed  and  a  wider  spillway,  of 
concrete  and  stone  masonry,  constructed  at  the  east  end  with  its 
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crest  at  the  same  elevation  as  the  original  wasteway.  This  was  built 
in  the  form  of  a  40  to  50  foot  channel  resting  upon  the  natural  sur- 
face of  the  ground,  paved  on  the  bottom  and  sides  with  cement  and 
stone.  Recesses  were  provided  at  the  spillway  crest  for  the  insertion 
of  supports  for  24  inch  flashboards.  The  wasteway  channel  carried 
the  water  on  a  gradual  slo])e  into  the  original  stream  channel,  about 
200  feet  below  the  toe  of  the  embankment.  A  16"  supply  main  and 
a  30"  blow-ofll'  were  laid  through  the  embankment  to  replace  the 
original   cast  iron  pipe. 

On  August  28,  1908,  a  precipitation  of  8  inches  in  4  hours  and  15 
minutes  occurred  on  the  watershed.  The  dam  was  overtopped  to  a 
depth  of  12  inches  and  breached  for  a  length  of  130  feet  between 
the  portion  formerly  carried  away  and  the  spillway.  The  estimated 
discharge  of  the  stream  at  the  time  of  failure  was  4,800  x?ubic  feet 
per  second  or  815  second  feet  per  square  mile  of  tributary  drainage 
area,  although  it  is  probable  that  this  was  exceeded  at  some  time 
during  the  storm.  It  is  reported  that  the  spillway  was  obstructed 
by  flashboards,  24  inches  high. 


CHAPTER  TV. 


ENCROACHMENTS. 

The  year  1914  has  marked  an  advance  in  the  regulation  and  control 
of  encroachments  in  streams,  561  permits  having  been  issued  for  the 
construction  of  bridges,  fills,  walls,  i>iers  and  other  encroachments, 
under  the  Act  of  June  25th,  1918,  and  they  have  been  supervised  so 
as  not  to  be  prejudicial  to  the  flow  of  the  stream  or  to  adjoining 
property.  Reasonable  and  fair  enforcement  of  the  Act  has  been  the 
criterion  for  the  purpose  of  maintaining  and  improving  the  regime 
of  the  streams  without  imi)osing  unnecessary  hardships  upon  appli- 
cants. 

The  report  for  1918  contains  a  discussion  of  the  Act  of  June  25th, 
1913,  which  delegates  to  the  Commission  the  duty  of  regulating  the 
design  and  construction  of  l)ridges,  fills,  dykes,  retaining  and  protec- 
tion walls,  wharves,  ci  ibbings,  piling,  ice-breakers,  coal  hoists,  piers, 
jetties  and  any  other  form  of  encroachment,  and  gives  the  require- 
ments concerning  applications  and  the  practice  in  their  consideration 
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and  disposition.  This  regulation  has  effected  an  improvement  in 
the  water  courses  and  indiscriminate  dumping  and  tlioughtless  ob- 
strnction  have  been  checked.  As  individuals,  municipalities  and 
corporations  appreciate  the  advantage  and  necessity  of  maintaining 
clean,  sightly  stream  channels,  capable  of  carrying  greater  floods 
without  injury,  stream  improvement  will  result  to  a  greater  degree. 
IiTepairable  damage  has  been  done  by  the  failure  of  the  State  to 
conserve  and  control  its  rivers  and  streams  years  ago. 

Table  No.  11,  indicates,  by  years,  the  number  of  applications  for 
encroachments  approved  by  the  Commission  since  1908: 


TABLE  NO.  11. 
Number  of  Encroachment  Applications  Approved,   1906  to  1914,   Indusiye. 


Tear. 

Bridges. 

Fill8. 

MlsccUaneouB. 

Total. 

19« 

6 
8 
2 

S 

5 

19 

19© 

10 

7 

25 

1910 

3 

3 

7 

Wll 

13 

11 

4 

2S 

1912.    

26 

7 

8 

41 

1913 

109 

7 

28 

144 

1S14 

446 

47 

68 
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Although  Table  No.  11  shows  a  decided  increase  in  the  number  of 
l>ermit8  issued  in  the  last  two  years,  this  is  not  due  so  much  to  in- 
creased construction  as  to  the  broader  scope  of  the  Act  of  1913, 
which  extended  the  Commission's  supervision  over  all  streams,  pro- 
vided a  penalty  and  granted  a  larger  appropriation  to  enforce  its 
provisions. 

INSPECTION  OF  BRIDGES. 

In  the  consideration  of  applications  for  bridges  attention  has  been 
confined  to  a  study  of  the  probable  effect  of  the  abutments,  piers 
and  superstructure  upon  tlie  current  and  carrying  capacity  of  the 
channel  and  the  stability  of  the  super  or  sub-structure  has  not  been 
investigated.  The  Public  Service  Law  of  1913  provides  jurisdiction 
over  the  strength  and  stability  of  bridges  which  carry  or  cross  public 
service  lines  of  any  character,  and  covers,  therefore,  many  bridges, 
including  those  of  railroad  and  trolley  companies,  but  not  all  bridges. 

* 

There  probably  are  bridges  in  the  (Commonwealth  which  are  not  safe 
or  which  may  become  unsafe,  and  some  are  doubtless  designed  with- 
ont  a  suflficient  factor  of  safety. 
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The  statutes  provide,  in  the  case  of  township,  borough,  city  and 
county  bridges,  that  the  municipal  authorities  shall  be  responsible 
for  the  safety  and  strength  thereof,  and  a  means  by  which  unsafe 
structures  may  be  brought  to  the  attention  of  such  authorities. 
There  is  no  such  provision  for  local  supervision  over  the  designs  and 
safety  of  dams,  such  authority  being  vested  only  in  the  Water  Supply 
Commission.  The  Commission  urges  upon  townships,  boroughs, 
cities,  counties  and  other  owners  the  necessity  for  maintaiuing  a 
strict  and  thorough  supervision  over  the  design  and  methods  of  con- 
struction used  and  also  the  necessity  for  systematic  and  thorough 
inspection  of  bridges  after  they  have  been  put  in  use. 

BARS  AND  ISLANDS. 

In  many  streams  bars  or  islands  are  constantly  changing  in  loca- 
tion or  size,  causing  reduction  of  the  channel  area  and  diversion  of 
the  water,  with  consequent  erosion  of  the  banks.  Such  bars  are 
sometimes  formed  by  ashes  and  refuse  dumped  into  the  streams  above, 
but  more  often  result  from  erosion  of  banks  and  channels  of  tributar- 
ies. Erosion  of  bars  and  islands  is  sometimes  caused  by  artificial 
encroachments,  which  reduce  the  area,  deflect  the  current  and  in- 
crease the  velocity.  A  smooth,  clean  channel  promotes  greater  dis- 
charge capacity  and  the  Commission  usually  attaches  a  condition  to 
permits,  requiring  a  clear,  unobstructed  channel  under,  below  and 
above  bridges,  at  the  completion  of  the  work,  and  maintaineuce  of 
tlie  channel  in  such   condition. 

Many  large  cities  and  towns  are  situated  in  river  valleys  at  the 
mouths  of  tributary  streams,  and  their  sewage,  industrial  wastes  and 
other  refuse  is  usually  heedlessly  dumped  into  the  channels.  Bars 
formed  at  the  mouths  of  such  tributaries  are  often  responsible  for 
increasing  flood  heights,  diverting  the  current  and  causing  bank 
erosion.  Municipalities  can  aid  the  Commission  in  its  work  of 
improving  channels  and  protect  themselves  from  flood  damage  by 
prohibiting  the  dumping  of  refuse  and  wastes  into  streams,  and  by 
removing  obstructing  bars  and  debris.  The  sand  -and  gravel  so 
excavated  can  often  be  disposed  of  by  filling  and  reclaiming  low 
ground,  or  it  may  be  used  for  ballast,  street  grading  or  concrete 
aggregate.  Although  the  State  cannot  aid  financially  in  removing 
existing  bars  that  may  form  damaging  or  unsightly  obstructions, 
it  can  assist  by  preventing  encroachments  and  erodable  fills  in  the 
stream  above. 

CONTROL  OF  STREAMS  THROUGH   MUNICIPALITIBS . 

The  condition  of  stream  channels  where  they  pass  through  towns 
and  cities  is  often  deplorable.  Filth,  ashes  and  debris  are  allowed 
to  accumulate  in  them,  while  poorly  constructed  walls  and  inadequate 
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conduits  have  been  built.  Since  1907,  when  the  Commission  was 
first  given  authority  over  such  matters,  conditions  have  been  im- 
proved, but  the  State  cannot  hope  to  attain  the  desired  degree  of 
improvement  without  the  active  cooperation  of  municipal  authorities 
and  the  general  public.  Municipal  ordinances  prohibiting  such  pol- 
lution are  seldom  enforced  and  the  unsightly,  unhealthful  and  dan- 
gerous condition  is  allowed  to  continue.  Why  this  is  so  is  diflScult 
^  to  conceive,  as  the  streets  which  are  only  another  type  of  public 
highway,  are  kept  clean  and  well  paved.  Streams,  where  they  pass 
through  cities,  are  usually  bordered  by  industrial  or  business  estab- 
lishments, but  with  proper  bank  protection,  regulation  and  parking 
they  might  be  made  attractive. 

As  cities  grow  their  future  extension  along  river  banks  should  be 
considered  with  the  sanitary  and  flood  possibilities  in  mind,  and 
City  Planning  Commissions  can  do  much  in  adding  to  the  desirability 
of  a  city  as  a  place  of  residence  by  providing  for  proper  treatment 
of  water  fronts. 

Material  is  allowed  to  be  deposited  in  streams  with  the  thought 
that  floods  will  wash  it  away,  but,  although  this  is  partly  true,  the 
channels  remain  throughout  most  of  the  year  in  an  unsightly  and 
dangerous  condition  and  the  material  thus  removed  is  deposited  at 
points  below,  to  the  detriment  of  the  channel  and  other  towns.  Where 
small  streams  are  enclosed,  the  conduits  are  usually  built  of  different 
sizes  and  shapes  by  various  property  owners,  with  the  result  that 
some  are  too  small  and  some  too  large,  and  opportunity  is  offered 
for  the  lodgement  of  debris.  The  Commission  knows  of  cases  where 
such  conduits,  poorly  constructed  and  of  insufficient  capacity,  have 
failed  during  flood,  causing  the  water  to  follow  the  surface  and  tear 
up  and  damage  property  below.  Such  streams  should  be  covered 
with  a  conduit  of  standard  size,  adopted  after  careful  study  of  pos- 
sible flood  flow,  and  protected  at  the  entrance  against  the  accumula- 
tion of  wash  and  debris.  The  Commission  has  recently  had  occasion 
to  suggest  to  one  of  the  larger  cities,  in  the  consideration  of  an  ap- 
plication for  covering  a  short  section  of  a  stream  running  through 
it,  that  plans  be  prepared  for  the  contemplated  final  control  and  con- 
finement of  the  channel.  When  such  a  complete  and  final  location 
and  section  is  adopted  and  approved,  future  encroachments  will  be 
regulated  by  the  permit  issued,  and  all  adjoining  property  owners 
and  the  city  will  have  gained  thereby. 

The  Commission  recommends  earnest  consideration  of  these  matters 
by  cities,  boroughs  and  villages  and  suggests  a  comprehensive  study 
of  the  streams  within  their  confines.  Encroachments  should  be  per- 
mitted only  with  the  thought  of  their  effect  upon  the  regimen  of  the 
stream  and  ordinances  should  be  passed  by  which  the  channels  may 
be  kept  clean  and  unobstructed  by  debris  and  dangerous  encroach- 


inents.  After  such  an  ordinance  is  passed,  it  should  be  rigidly  en- 
forced and  the  stream  policed;  an  earnest  and  fearless  enforcement 
of  the  law  will  soon  abate  the  practice  of  making  streams  dumping 
grounds  and  open  sewers. 

TRADES  WASTE. 

Trades  waste  from  steel  works,  glass  plants,  paper  mills,  coke 
ovens,  coal  mines  and  other  industries  finds  its  way,  either  directly  / 
or  indirectly,  into  the  streams.  By  direct  means  is  meant  the  dump- 
ing, sluicing  or  depositing  of  such  material  into  the  creek  or  river 
channels,  while  indirect  methods  include  the  deposition  of  waste  on 
lands  adjoining  the  stream,  whence  it  may  be  washed  into  the  water 
courses  by  heavy  rains  or  excessive  floods.  Such  methods  are  usually 
considered  the  most  economical  in  disposing  of  trades  waste,  but 
such  economy  results  in  damage  to  others  by  filling  the  stream 
channel  and  adjoining  flooded  lands  below. 

In  eastern  Pennsylvania,  culm  deposits  in  streams  are  particularly 
noticeable,  as  an  inspection  of  the  rivers  and  creeks  below  mines  has 
shown ;  the  present  beds  of  such  stieams  are  often  many  feet  above  the 
original  levels.  Study  of  this  condition,  under  the  Inventory  Act 
of  July  25th,  1918,  resulted  in  recommendations  to  the  Legislature, 
which,  if  adopted,  will  tend  to  bring  about  a  practical  cessation  of 
the  present  practice. 

In  western  Pennsylvania,  similar  conditions  exist,  although  the 
wastes  are  mainly  of  a  different  character,  consisting  of  slag,  sand 
and  other  material  from  the  coke,  steel,  glass  and  varied  industries 
and  waste  from  bituminous  mines.  In  the  Pittsburgh  district,  the 
beds  of  the  Ohio,  Allegheny  and  Monongahela  rivers  are  covered  with 
silt  and  refuse,  although  as  a  rule,  greater  damage  has  resulted  from 
narrowing  the  flood  channels  by  fills,  walls,  wharves  and  other  en- 
croachments. 

Thousands  of  dollars  are  expended  annually  in  dredging  channels 
of  waste  material,  which,  in  the  early  days,  was  foreign  to  the  streams 
and  which  may  be  disposed  of  elsewhere.  Culm  may,  for  instance, 
be  pumped  back  into  the  mines  or  collected  in  settling  basins,  fills 
of  light  material  may  be  protected  from  erosion  by  riprapping  or  pav- 
ing, sand  and  rouge  from  glass  works  may  be  settled  out  of  the  water 
and  part  of  it  reclaimed.  A  practical  method  can  be  found  in  almost 
every  instance  for  disposal  of  trades  waste  without  detriment  to 
stream  channels. 

PROTECTION  OF  STREAM  CHANNELS  FROM  EROSION. 

Reconnoisance  has  indicated  that  the  banks  of  rivers  and  streams 
are  in  many  places  being  badly  eroded,  and  this  is  especially  true 
where  they  have  been  formed  by  fills  of  earth,  slag  and  other  waste 
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materials.  In  the  majority  of  such  cases,  the  slope  is  too  steep  and 
the  material  deposited  without  compacting  and  unprotected  from 
erosion.  It  is  often  important  to  protect  stream  banks  with  rip- 
rapping,  retaining  walls  or  paving  and  the  improvement  of  many 
miles  of  stream  front  by  this  means  has  been  an  important  accom- 
plishment of  the  Commission. 

WHARVES. 

Ice-breakers,  wharves,  jetties  and  piling  have  been  placed  in  the 
larger  streams,  particularly  the  Ohio,  Allegheny  and  Monongahela 
rivers,  to  act  as  artificial  harbors,  where  boats  may  be  moored  and 
protected  from  floods  and  ice.  This  has  resulted  in  a  serious  form  of 
obstruction,  particularly  in  densely  built  up,  industrial  centers, 
where  the  river  banks  and  adjoining  flat  lands  have  been  confined  by 
fills,  walls  and  buildings.  Although  there  can  be  no  doubt  as  to  the 
usefulness  and  necessity  for  such  wharves,  it  is  believed  that  much 
less  obstruction  to  the  flow  and  deflection  of  the  current  would  result 
if  they  had  been  designed  along  difi'erent  lines.  In  many  instances  the 
obstruction  could  have  been  entirely  eliminated  and  greater  improve- 
ment and  security  obtained  had  the  harbors  been  formed  in  indentures 
in  the  banks,  or  by  excavation  behind  the  normal  line  of  bank.  Stor- 
age and  protection  from  damage  during  floods  would  thus  have  been 
afforded  river  craft  and  the  often  already  narrowed  channel  main- 
tained fiee  of  further  encroachment. 

ENCROACHMENT  LINES. 

The  increased  number  of  encroachment  applications  handled  during 
1913  and  1914  has  developed  the  necessity  for  and  advantages  to  be 
gained  by  the  establishment  of  lines  along  rivers  and  smaller  streams 
in  conjested  districts,  beyond  which  no  obstruction  may  be  placed. 
Permanent  encroachment  lines  thus  established  would  differ  from 
harbor  lines,  which  are  primarily  located  for  navigation,  in  that  they 
would  provide  channel  capacity  to  discharge  larger  floods  and  result 
in  uniform  banks,  unbroken  by  projections  which  tend  to  deflect  and 
retard  the  current. 

Harbor  lines,  as  laid  down  by  the  U.  S.  War  Department,  are  not 
encroachment  lines  and  it  is  necessary  to  obtain  the  approval  of  this 
department  before  changes  in  the  current,  course  or  cross-section  of 
a  stream  may  be  made. 

In  locating  harbor  lines,  the  main  consideration  has  been  navigation 
and  sometimes  navigability  and  flood  capacity  conflict,  for  it  often 
improves  a  stream  for  navigation  to  reduce  its  channel.  Both  of 
these  factors  should  be  considered  in  determining  upon  the  lines  be- 
yond which  encroachments  should  not  extend,  and  had  the  advisa- 
bility of  maintaining  adequate  stream  channels  been  appreciated 
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earlier  in  the  industrial  development  of  the  State,  the  question  of 
controlling  floods  would  not  now  be  so  vital. 

Establishing  encroachment  lines  is  difficult,  because  channels  have 
been  encroached  upon,  in  many  districts,  to  such  extent  that  sufficient 
capacity  to  carry  floods  without  damage  cannot  be  secured  without 
the  removal  and  relocation  of  bridges,  buildings,  walls,  fills  and  rail- 
roads. The  longer  this  matter  is  delayed,  the  worse  conditions  will 
become  and  the  harder  it  will  be  to  obtain  the  channel  widths  desired. 

The  establishment  of  encroachment  lines  would  facilitate  coopera- 
tion between  the  Water  Supply  Commission  and  municipalities, 
making  possible  a  more  rigid  enforcement  by  the  latter  of  regulations 
relative  to  the  use  of  streams  and  their  banks,  and  would  often  pro- 
vide areas  which  could  be  reclaimed  for  park  purposes,  building  or 
industrial  sites. 

It  is  recommended  that  the  Legislature  authorize  the  Water  Supply 
Commission  to  establish  encroachment  lines  along  the  rivers  and 
streams,  where  in  its  judgment  it  is  necessary. 

INSPECTION. 

The  inspection  work  instituted  by  the  Commission,  in  connection 
with  permits  for  bridges  and  other  forms  of  encroachments,  have 
been  systematically  carried  out  during  1914.  A  total  of  178  inspec- 
tions have  been  made  of  encroachments  for  which  permits  have  been 
issued,  of  which  92  were  final  inspections.  Inspectors  visited  differ- 
ent sections  of  the  State  to  familarize  Countv  Commissioners,  Town- 
ship  Supervisors,  corporations  and  the  public  generally  with  the 
requirements  of  the  Commission  in  connection  with  applications 
which  are  brought  before  it,  and  in  locating  proposed  encroachments 
and  infringements  of  the  Act.  The  public  appreciates  the  wisdom 
of  the  law  and  it  is  seldom  knowingly  violated;  as  its  results  are 
more  generally  understood,  greater  cooperation  and  benefit  will  result. 

DISCUSSION  OF  DATA   REQUIRED   IN  THE  CONSIDERATION  OF  AP- 
PLICATIONS FOR  BRIDGES  AND  CULVERTS. 

In  order  that  applicants  for  bridges  and  culverts  may  have  a 
better  Understanding  of  the  data  required  as  applied  to  the  considera- 
tion of  such  applications  by  the  Commission,  a  discussion  of  methods 
employed  in  determining  waterway  area  is  given.  It  is  not  intended 
to  make  this  a  treatise  on  the  subject  or  to  indicate  a  preference  for 

any  particular  method  or  formula,  although  the  necessity  for  proper 
selection  and  use  of  various  formulae  is  considered. 

The  capacity  of  a  bridge  opening  should  suffice  to  carry,  within 

economic    limits,    the    greatest    anticipated    flood    discharge,    and 

methods,  rules  and  formulae  for  determining  it  are  many  and  varied; 

none  of  them  are  perfect  and  the  question  resolves  itself  into  the 
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selection  of  the  best  and  most  practical  to  suit  all  conditions.  A 
common  practice  has  been  to  estimate  the  size  of  opening  without  the 
use  of  accurate  data,  computations  or  formulae  and,  although  this 
method  might  have  been  permissable  where  streams  were  spanned 
by  wooden  structures,  in  thinly  populated  districts,  for  permanent 
masonry  and  steel  bridges,  a  more  careful  study  of  local  conditions, 
past  and  expected  floods,  and  solution  of  each  problem  is  necessary. 

The  total  investment  in  bridges  and  culverts  is  large  and  much  of 
the  work  done  in  the  past  is  being  renewed.  The  adoption  of  an 
empirical  rule  may  produce  wastefuUy  large,  or  inadequate  structures, 
while  a  lack  of  knowledge  of  the  magnitude  of  floods  and  how  to  use 
ihis  information  may  prove  costly. 

The  determination  of  surface  discharge,  or  run-off,  of  any  watershed 
is  difficult,  unless  the  measured  flows,  statistics  of  rainfall,  tempera- 
ture, high  water  marks,  physical  characteristics  of  the  watershed  and 
other  data  are  available.  No  known  formula  includes  all  conditions, 
but  the  best  ones  take  account  of  the  amount  and  duration  of  rain- 
fall, area,  length  and  slope  of  watershed,  whether  the  territory  is 
sparsely  or  tliickly  settled,  flat,  forested,  or  the  soil  pervious  or  im- 
pervious. 

The  best  estimate  of  the  amount  of  riin-off  may  be*secured  from 
careful  observed  measurements  of  all  stages  of  the  stream  up  to 
extreme  flood  height  and  extending  over  a  long  series  of  years,  but 
even  such  records  may  be  exceeded.  The  value  of  recording  such 
observations  is  appreciated  by  the  Federal  and  ^State  Governments, 
which  have  undertaken  this  work. 

Another  method  of  estimating  maximum  discharge  is  to  compare 
the  watershed  under  consideration  with  others  of  similar  size,  physical 
character  and  rainfall,  on  which  the  run-off  has  been  accurately 
measured  over  a  series  of  years.  It  might  appear  from  records  of 
high  water  marks  that  flood  stages  are  becoming  higher,  and  bridge 
openings,  which  in  past  years  were  large  enough  to  discharge  max- 
imum floods,  are  now  too  small.  This  is  not  due  to  a  tendency  to- 
ward increased  flood  intensities,  but  to  the  fact  that  as  information 
accumulates,  greater  extremes  are  encountered. 

It  has  been  maintained  that  a  flood  may  accumulate  on  the  up- 
stream side  of  an  embankment  and  be  discharged  under  a  head 
through  a  cast  iron  pipe,  box  or  arch  culvert,  or  between  bridge  abut- 
ments  with  safety  to  the  structure  and  embankment.  This  method 
however,  does  not  always  provide  the  required  capacity  and  the  dam- 
age to  overflowed  lands  by  backwater  or  the  danger  of  washing  out 
the  embankment  often  does  not  receive  proper  attention.  Embank- 
ments have  been  washed  out  and  culverts  damaged  by  the  velocity 
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of  escaping  water,  when  this  method  has  been  pursued.  More  time 
and  money  spent  in  obtaining  the  required  area  would  have  prevented 
damage. 

Boards  of  viewers,  county,  township  and  other  authorities  should 
give  greater  consideration  to  the  choice  of  bridge  sites,  in  order  that 
advantage  may  be  taken  of  sites  favorable  to  greater  velocities, 
making  possible  less  area  of  opening  and  cost. 

METHODS  OF  CAIX3ULATING  BRIDGE  AND  CULVERT  AREAS. 

It  is  not  the  purpose  to  discuss  the  scope  and  efficiency  of  the 
many  formulae  for  the  determination  of  the  size  of  bridge  openings, 
but  it  may  be  stated  that  they  are  of  two  classes:  (1)  for  obtaining 
the  maximum  discharge,  and  (2)  for  obtaining  the  area  of  openings 
required  to  pass  maximum  flows.  All  of  these  formulae  include  the 
size  of  the  drainage  area,  while  some  include  the  slope  and  length 
of  the  watershed  and  the  precipitation.  Almost  all  require  the  use 
of  a  coefficient  depending  upon  the  geological  and  physical  features 
of  the  basin  and  the  roughness  of  the  bed  and  banks  of  the  channel. 
The  formulae  in  neither  of  these  classes  consider  the  slope  of  the 
flood  water  surface  at  the  bridge  site,  which  is  the  vital  factor  in 
determining  edacity,  nor  do  they  take  into  account  the  shape  of  the 
opening. 

The  values  of  the  coefficient  in  each  formula  are  given  for  specific 
conditions  and  when  29  different  formulae  are  applied  to  the  same 
set  of  conditions,  results  varying  from  120  to  4,000  square  feet  for 
the  area  of  bridge  opening  are  obtained,  thus  indicating  the  danger 
of  their  use  without  a  thorough  understanding  of  their  applicability. 

They  are  useful  as  a  guide  in  estimating  the  necessary  size  of 
opening,  in  a  preliminary  way,  where  only  general  information  is  at 
hand  and  the  value  of  the  terms  substituted  therein  are  known  to 
fit  local  conditions.  The  use  of  such  formulae  should  not  displace 
careful  observations  and  the  exercise  of  intelligent  judgment  in  the 
application  of  proper  data  and  formulae  for  fixing  the  final  area 
and  shape  of  opening. 

The  size  of  necessary  openings  depends  mainly  on  the  velocity  of 
the  stream,  which  is  dependent  on  (1)  water  surface  slope;  (2)  shape, 
width,  depth  and  alignment  of  channel;  (3)  roughness  of  bed  and 
banks;  (4)  position  of  mouth  of  tributary  streams;  (5)  obstructions 
in  channel.  The  mean  velocity  of  flow  is  expressed  in  the  Chezy 
Formula,  V=CVR8>  and  the  total  discharge  (Q)  of  a  stream  is 
found  by  multiplying  the  cross-sectional  area  by  the  mean  velocity, 
or  Q=ACVKS,  in  which 
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Q==discharge  in  cubic  feet  per  second. 
A==area  of  opening  in  square  feet. 
V=mean  velocity  in  feet  per  second. 
S=water  surface  slope. 

A 
K=hvdraulic  radius=  —  where  P  is  the  wetted  perimeter. 

P 

b      c     • 

aH h— 

0==a  con8tant=      -   

c        n 

l+(a+— )V— ' 

s        R  * 

where  a,  b  and  c  are  constants  and  n  the  coefficient  of  rough- 
ness of  the  bed  of  the  stream. 

Errors  in  the  application  of  this  formula  result  from  incorrect 
measurements  of  the  water  surface  slope,  which  is  not  the  same  at 
all  stages,  and  from  incorrect  assumption  of  coefficients.  The  area 
of  opening  derived  by  this  method  is  that  included  between  bridge 
abutments  below  flood  surface  and  sufficient  space  should  be  provided 
between  this  elevation  and  that  of  the  under-clearance  line  to  care  for 
floating  ice  and  debiis  and  to  provide  a  factor  of  safety  depending 
upon  the  reliability  of  the  data  used. 

The  determination  of  the  value  of  "C"  in  the  expression  V=CVRS, 
is  an  important  factor  in  the  use  of  the  formula.  The  value  of  "C" 
may  be  determined  from  Kutter's  Formula,  which  can  be  conveniently 
used  in  the  form  of  a  diagram. 

Kutter's  Formula  is  as  follows: 

1.811  0.00281 

f-41 .  65H 

n  s 


0.00281       n 

1+(41.65+ ,)y/— 

«  K 


The  value  of  "n"  depends  on  tlie  roughness  of  the  bed  and  banks 
of  the  channel  and  may  be  obtained  from  standard  treatises  on  hy- 
draulics. 

WTien  a  conduit  luns  just  full,  it  will  not  pass  its  maximum  dis- 
charge, because  the  hydraulic  radius  is  less  than  when  the  conduit 
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runs  nearly  full.  The  greatest  discharge  in  semi-circular  arch  bridges 
occurs  when  the  depth  of  water  is  between  0.9  and  0.95  of  the  distance 
from  the  bed  of  stream  to  the  crown  of  arch. 

REQUIREMENTS    OF   COMMISSION. 

Accompanying  all  applications  for  permits  to  construct  or  make 
changes  in  bridges  or  culverts,  the  Commission  requires  plans  and 
specifications  in  sufficient  detail  to  show  clearly  the  nature  of  the 
proposed  work.  This  requires  a  survey  of  the  immediate  locality, 
from  which  a  plan,  cross-section  and  profile  can  be  plotted.  Plate 
1  shows  this  information  in  a  comprehensive  manner  and  is  repro- 
duced, after  minor  changes,  from  a  blue-print  received  in  connection 
with  an  application.  The  data  as  contained  in  this  cut  is  essential 
for  a  proper  study  of  a  proposed  bridge.  Cross-section  drawings,  as 
indicated  in  "Longitudinal  Elevation"  on  Plate  1,  should  be  made 
on  the  same  scale  both  horizontally  and  vertically,  all  elevations 
should  be  clearly  shown  in  figures  and  in  the  case  of  flood  water 
height  the  date  should  also  be  given.  Banks  should  be  designated 
as  right  and  left,  looking  downstream. 

In  addition  to  plans,  the  submission  of  the  following  information 
concerning  the  stream  and  site  of  the  bridge  will  expedite  action 
upon  application :  length ;  elevation  at  source,  mouth  and  bridge  site ; 
slope;  drainage  area;  character  of  country  drained;  elevation  of 
normal  and  flood  water;  character  of  stream  bed  and  banks;  extent 
and  depth  of  overflow  during  floods.  Experience  with  past  floods 
at  or  near  the  point  in  question  should  be  obtained,  and  whether 
or  not  the  bridge  will  be  within  backwater  influence  of  tributary 
streams.  Photographs  of  the  old  bridge  and  the  proposed  site  of  the 
new,  if  submitted  with  applications,  facilitate  action. 

TABULATION  OF  APPROVED  APPLICATIONS. 

Table  No.  12  shows  the  encroachment  applications  approved  during 
1914,  arranged  alphabetically  and  classified  under  separate  headings 
for  bridges,  fills  and  miscellaneous  structures: 
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CUAPTEIl  5. 


CONTKACT  NO.  6. 


DIKE  CONSTRUCTION  IN  FALLS  TOWNSHIP,  BUCKS  COUNTY. 

An  Act,  approved  June  14,  1911,  for  "the  completion  of  a  dike  or 
dikes  for  the  protection  of  property'  adjacent  to  the  Delaware  Kiver, 
in  Falls  Township,  Bucks  County,"  appropriated  ?5,000  for  this 
work,  which  contemplated  completing  two  dikes  at  the  mouths  of 
small  creeks  at  the  Delaware  River,  left  incomplete  in  1908  on  ac- 
count of  the  exhaustion  of  a  former  appropriation.  Plans  and  esti- 
mates showed  that  this  sum  was  insufficient  to  finish  the  work  in  a 
permanent  manner,  and  in  1913  the  further  sum  of  |10,000  was  appro- 
priated by  ihe  Act  of  .July  25th. 

Plans  and  specifications  were  prepared  under  these  two  appro- 
priations, and  on  July  1,  1914,  a  contract  was  entered  into  for  the 
work,  which  was  started  immediately  and  finished  at  the  end  of  the 
year. 

Many  years  ago  dikes  were  built  along  this  section  of  the  Delaware 
Kiver  to  protect  fertile  farm  lands  from  tidal  overflow  and  from 
inundation  during  floods.  At  crossings  of  small  tributaries,  flumes 
with  tide  flap  gates  were  placed,  by  which  creek  water  could  pass  out 
at  low  tide,  while  river  water  was  not  admitted.  Some  of  these  flumes 
and  the  earth  embankments  over  and  adjacent  thereto  were  sub- 
sequently washed  out,  and  these  appi'opriations  were  made  to  re- 
place them.  The  two  breaches,  for  the  repair  of  which  these  appro- 
priations were  made,  were  each  approximately  fifty  feet  wide  and 
have  been  closed  by  two  parallel,  concrete,  gravity  section  retaining 
walls  approximately  thirty-two  feet  apart,  carried  one-half  foot  above 
mean  high  tide.  Between  the  walls  an  earth  embankment  was  placed, 
rising  above^flood  level  and  paved  with  hand  laid  rip-rap. 

Through  the  embankment  and  walls  at  the  lower  breach  two 
48  inch  cast  iron  pipes,  closed  at  the  river  end  with  timber  tide 
gates,  permit  creek  water  to  pass  out  at  low  tide  but  exclude  river 
water  from  the  tributary  stream.  At  the  upper  breach  one  48  inch 
cast  iron  pii)e  with  flaj)  gate  fulfills  similar  functions.  The  work 
was  all  done  between  substantial  cofferdams  and  progressed  slowly, 
but  was  carefully  and  thoroughly  executed  under  the  constant  daily 
inspection  of  a  representative  of  the  Commission. 

The  contract  was  let  on  a  unit  price  basis  to  the  lowest  of  four 
bidders.  Its  total  cost  was  Ifl  1,114.10,  exclusive  of  engineering,  in- 
spection, advertisement  of  proposals  and  office  expense,  which 
amounted  to  |1, 691.41. 


CoutmcL  No.  6. 
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Since  completion  the  dikes  and  gates  have  accomplished  the  pur- 
[)OKe  intended  and  benetit  results  to  the  owners  of  the  farms  on  the 
lowlands  adjacent   to   the  creeks. 

Attention  is  called  to  the  recommendation  in  the  1913  report  con- 
cerning the  manner  of  making  appropriations  for  work  of  this  kind. 
The  fact  that  three  different  appropriations  were  necessary  to  com- 
plete a  satisfactory  piece  of  work  at  this  point  is  illustrative  of  the 
matter  therein  referred  to,  namely,  that  such  appropriations  should 
not  be  made  until  surveys  and  estimates  of  cost  have  been  secured, 
to  show  in  a  trustworthy  manner  what  amount  should  be  made  avail- 
able, and  when  this  has  been  determined  the  Legislature  should  either 
appropriate  the  sum  recommended,  or^the  whole  should  be  refused. 
The  State  Departments  and  Commissions  should  not  be  expected  to 
undertake  diflBcult  construction  work  and  complete  it  satisfactorily 
with  insufficient  funds,  and,  doubtless,  this  often  leads  to  greater 
cost  than  if  the  requisite  amount  was  placed  at  their  disposal  origin- 
ally. 


CHAPTER  6. 


SANDY  CREEK  INVESTIGATION. 

This  investigation  was  piompted  through  a  desire  to  relieve  the 
Horough  of  Sandy  Lake,  Mercer  County,  from  periodic  inundation 
from  Sandy  Creek  and  from  the  outlet  of  Sandy  Lake,  which  streams 
unite  at  the  lower  end  of  the  town.  Although  attention  was  confined 
largely  to  this  point,  examinations  and  i^urveys  covered  the  entire 
streams. 

It  is  possible  to  protect  Randy  Lake  Borough  from  a  repetition  of 
flood  damage  either  by  the  erection  of  walls  and  dikes  around  portions 
of  the  borough  or  by  controlling  Sandy  Creek  by  the  construction  of 
a  large  reservoir  above  the  town  so  as  to  ameliorate  future  freshets. 

The  former  method  is  least  expensive  but  will  benefit  the  borough 
only,  while  the  latter  will  relieve  local  trouble,  improve  the  stream 
throughout  its  course,  increase  the  value  of  existing  or  unused  water 
power  sites,  and  assist  moderately  in  flood  regulation  in  the  Alle- 
gheny River. 

The  Commission's  engineers  estimate  that  the  protection  of  Sandy 
Lake  Borough  by  dikes  and  walls  would  cost  approximately  $24,000, 
exclusive  of  property  damage,  while  the  sum  appropriated  is  $10,000, 
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but  the  Act  provides:  "tliat  no  part  of  the  money  herehjL appropriated 
shall  become  available  until  satisfactory  evidence  be  furnished  the 
Auditor  General  ftat  the  county  or  counties,  municipality  or  munici- 
palities, immediately  affected  or  benefited  by  said  improvement  shall 
furnish  sufficient  money  to  complete  the  proj.ect."  After  conferring 
with  reference  to  raising  the  additional  1 14,000  necessary,  repre- 
sentatives of  the  borough  advise  the  Commission  that  |2,000  or 
$3,000  is  all  that  can  be  raised  locally  for  this  improvement. 

Any  method  for  the  improvement  of  flood  conditions  at  Sandy 
Lake  Borough  less  efficacious  than  those  suggested  would  be  of  a 
temporary  nature,  and  would  not  adequately  provide  the  protection 
required. 

Sandy  Lake  Borough,  a  small  agricultural  community  of  639 
population,  is  unfortunately  situated  at  the  confluence  of  two  streams 
where  inundation  often  occurs,  and  at  the  point  where  a  steep  section 
of  the  channel  meets  a  relatively  flat  one,  causing  slackening  of  the 
current  which  makes  the  stream  overflow  the  low  country.  The  busi- 
ness part  of  the  town  and  the  flats  adjoining  are  often  inundated, 
but  there  is  high  ground  within  the  borough  some  of  which  id  now 
occupied  by  dwellings,  upon  which  both  re^dential  and  business  por- 
tions of  the  town  should  have  been  built. 

The  regulation  of  Sandy  Creek  by  the  construction  of  a  large 
reservoir  a  short  distance  above  Sandy  Lake  Borough  would  accom- 
plish the  desired  result  at  the  borough  and  effect  control  of  the 
stream,  but  as  the  valley  is  little  inhabited,  the  saving  from  flood  dam- 
age would  be  small,  and  the  flow  of  the  creek  is  not  used  for  domestic 

or  industrial  supply  and  only  to  a  small  extent  for  power. 

■t 

RBC50MMENDATI0NS . 

The  State  is  not  responsible  for  the  flood  damage  in  Sandy  Lake 
Borough  and  should  aid,  if  at  all,  only  to  a  limited  extent  in  improv- 
ing the  conditions,  and  the  Commission  does  not  recommend  any 
further  appropriations  by  tlie  State,  unless  it  is  desired  to  take  up 
the  larger  project  of  reservoir  control.  Until  the  water  inventory 
has  demonstrated  the  value  of  the  water  power  which  would  result 
and  the  assistance  which  would  be  rendered  in  controlling  conditions 
on  the  Allegheny  Kiver,  further  assistance  from  the  State  is  not  war- 
ranted. 

DESCRIPTION  OF  SANDY  CREEK. 

Sandy  Creek,  which  drains  at  its  mouth  159  square  miles  of  Craw- 
ford, Mercer  and  Venango  counties,  rises  at  an  elevation  of  1,350  feet 
above  sea  level  in  southern  Crawford  County,  following  a  generally 
southeasterly   course   to   its   confluence   with    the   Allegheny   River 
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9  miles  below  Franklin.    It  has  an  extreme  length  of  36  miles  and 
its  basin  is  composed  of  rolling  hills  and  broad  valleys. 

Tbe  upper  portion,  which  lies  in  the  glacial  area,  abounds  in 
marshes  and  swamps  with  several  large  lakes  and  ponds.  Its  course 
is  sinuous,  particularly  where  it  traverses  swampy  or  marshy  areas, 
while  for  the  lower  13  miles  most  of  the  valley  is  narrow,  high,  steep 
hills  rising  400  to  500  feet  on  either  bank. 

The  slope  in  the  ejctreme  upper  portion  is  steep  but  from  Williams 
Corner  to  Reeds  Furnace,  17  miles,  it  is  flat,  averaging  only  about 
2^  feet  per  mile,  from  which  point  to  the  mouth  13^  miles,  the  slope 
steepens  to  17  feet  per  mile.  The  largest  tributary  is  South  Sandy 
Creek,  others  of  less  importance  being  Little  Sandy  Creek,  Nicholson 
Run,  Victor  Run  and  Sandy  Lake  Outlet. 

The  watershed  is  comparatively  sparsely  inhabited  and  is  devoted 
largely  to  agriculture,  although  coal,  oil  and  gas  are  found  thereon. 
The  largest  towns  are  Volk,  population  2,066;  Sandy  Lake,  639;  Ray- 
milton,  105;  and  Stoneboro,  1,074,  which  is  on  Sandy  Lake.  The 
creek  is  followed  from  its  mouth  to  Sandy  Lake,  18  miles,  by  the  Lake 
Shore  and  Michigan  Southern  Railroad. 

Immediately  above  Sandy  Ijake  Borough  is  a  water-power  operating 
a  grist  mill,  with  an  installed  capacity  of  75  H.  P.  under  a  head  of 
16  feet,  with  a  gas  engine  auxiliary  of  35  H.  P.  capacity.  The  only 
other  operating  water-power  on  the  stream  is  one  mile  above  Polk, 
where  a  grist  mill  operates  under  11^  feet  head  with  an  equipment 
of  65  H.  P.  capacity,  without  an  auxiliary. 

Formerly  thei*e  were  three  other  power  developments  all  on  the 
lower  13  miles,  but  they  have  been  abandoned.  These  were  at  Reeds 
Furnace,  Rayrailton  and  Mays  Mills. 

At  Reeds  Furnace,  power  has  been  utilized  for  many  years.  The 
most  recent  development  built  about  ten  years  ago  to  operate  under 
12.5  feet  head,  but  which  was  not  put  in  service,  was  for  the  genera- 
tion of  electric  current  to  run  oil  well  pumps. 

The  plant  at  Raymilton  was  a  grist  mill  operated  by  an  overshot 
wheel  under  8  feet  head,  while  that  at  Mays  Mills,  which  was  washed 
out  in  1906,  operated  under  6  to  8  feet  head  with  a  20  H.  P.  gas 
engine  auxiliary. 

Taken  as  a  whole,  flood  damage  in  the  valley  of  Sandy  Creek  is 
small,  practically  the  only  trouble  being  experienced  at  Sandy  Lake 
Borough.  The  borough  of  Polk  lies  on  higli  ground  and  is  not  dam- 
aged, and  the  Lake  Shore  k  Michigan  Southern  Railroad  tracks, 
except  at  few  points,  are  out  of  reach  of  floods.  The  extensive  flats 
below  Sandy  Lake  and  below  Polk  are  submerge<l  occasionally  when 
the  creek  overflows  but,  as  there  are  few  buildings  thereon  and  these 
areas  are  little  cultivated,  slight  damage  results. 
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We  are  advised  that  high  water  damages  Sandy  Lake  Borough 
almost  annually,  the  flood  of  March,  1913,  being  the  greatest  of  which 
record  was  obtained.  During  this  flood  the  business  district  com- 
prising two  blocks  along  Main  Street,  was  submerged  to  a  maximum 
depth  of  two  feet,  while  the  cellars  of  the  residences  on  the  side 
streets  in  this  section  were  filled  with  water  and  the  streets  them- 
selves inundated.  The  damage  at  Sandy  Lake  Borough  is  not  great 
in  proportion  to  population,  as  compared  with  that  done  by  floods  in 
some  other  communities. 

STORAGE  RESERVOIR. 

A  favorable  dam  site  to  create  a  storage  reservoir  is  1.3  miles 
above  Sandy  Lake  Borough,  beyond  which  point  the  drainage  area 
is  53  square  miles.  This  could  be  utilized  to  alleviate  flood  damage, 
to  improve  the  existing  powers,  to  ofl'er  opportunity  for  the  more 
complete  i>ower  development  of  this  stream,  and  to  supply  water  for 
such  other  industries  as  might  locate  in  this  valley.  A  dam  im- 
pounding water  to  a  maximum  depth  of  42  feet  could  be  built  with 
a  length  on  the  crest  ,of  555  feet. 

With  spill-way  crest  at  elevation  1210  above  sea  level,  the  reservoir, 
when  full,  would  submerge  5  square  miles,  the  pool  extending  12 
miles  up  the  stream  and  having  a  capacity  of  2,700,000,000  cubic 
feet,  or  20,250,000,000  gallons..  Such  a  reservoir  would  correspond, 
per  unit  of  tributary  drainage  area,  closely  to  the  proposed  Pymatun- 
ing  Swamp  Reservoir  in  capacity  and  regulating  effect,  and  would 
cost  probably  about  the  same  per  million  cubic  feet  of  stored  water, 
which  would  demand  an  outlay  for  this  reservoir  of  approximately 
1600,000. 

The  total  fall  from  the  top  of  this  dam  to  the  Allegheny  River 
at  the  creek  mouth  approximates  280  feet,  of  which  a  considerable 
portion  might  be  used  for  power.  The  heads  utilized  by  the  develop- 
ments on  the  stream  of  which  there  is  record  and  that  which  is  pos- 
sible at  the  suggested  dam,  amount  to  97  feet.  A  larger  total  fall 
could  be  developed,  by  improving  other  sites  or  by  increasing  the 
head  at  some  of  those  enumerated  so  that  at  least  150  feet  could  be 
developed.  With  the  reservoir  in  operation  a  minimum  flow  could  be 
assured  through  the  lower  section  of  the  creek  of  approximately 
100  second-feet,  which  if  applied  under  150  feet  of  head  would  per- 
mit of  the  development  of  approximately  1,300  twenty-four  hour 
power,  or  3,100  ten-hour  power,  and  in  addition,  considerable  second- 
ary power. 

There  are  several  more  or  less  extensive  areas  of  valley  low 
lands,  one  near  Polk  and  the  other  below  Sandy  Lake  Borough,  which, 
if  floods  were  controlleij,  may  offer  favorable  manufacturing  sites, 
whose  value  would  be  much  increased  by  the  high  minimum  flow 
which  the  reservoir  would  mn  in  tain  in  the  stream. 


1  from  Luhi>  St.  Bridge  ove: 
Sandy   I^ke  Boruuisli. 


Siimly  l.iikc  Uor<iii;:li 
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LOCAL  PROTECTION  FOR  SANDY  LAKE  BOROUGH  BY  WALLS  AND 
DIKES. 

It  was  formerly  believed  that  adequate  permanent  relief  might  be 
effected  in  Sandy  Lake  Borough  by  dredging  and  straightening  the 
channel  of  the  main  creek  and  Sandy  Lake  outlet,  but  surveys  show 
that  backwater  from  the  creek  would  pass  up  Sandy  Lake  outlet  in 
times  of  flood  and  submerge  the  town,  notv^athstanding  such  improve- 
ment, so  that  in  order  to  effect  real  protection  it  is  necessary  to  con- 
struct walls  and  dikes. 

Along  the  upper  end  of  the  borough  the  river  banks  are  high  until 
College  Street  is  reached,  from  which  point  dikes  should  be  built 
along  the  west  bank  of  the  creek  across  Lacpck  to  Main  Street.  Prom 
Lake  Street  to  the  knoll  immediately  south,  it  would  be  necessary 
to  construct  a  wall  because  of  high  velocities  in  the  stream  and  the 
sharp  bend  therein.  From  the  southwest  side  of  the  knoll  a  dike 
would  be  required  running  southwesterly  to  the  bridge  over  Sandy 
Lake  outlet  on  Main  Street,  Both  approaches  to  this  bridge  would 
have  to  be  raised  and  a  dike  constructed  from  that  point  northwest 
following  Sandy  Lake  outlet  across  a  marshy  area  to  a  point  on 
Lake  Street  opposite  the  public  school  house.  Where  this  dike  crosses 
Walnut  Street  the  bridge  and  approaches  would  have  to  be  raised. 

In  order  to  deflect  the  drainage  from  the  hillside  to  the  north 
above  the  town,  a  ditch  should  be  dug  fj;om  the  intersection  of  Broad 
and  Walnut  Streets  in  a  generally  southwesterly  direction  to  pass 
around  the  northwesterly  end  of  the  dike  at  the  school-house,  and 
drainage  ditches  should  also  be  dug  along  the  north  side  of  Lake 
Street  from  the  school-house  to  Walnut  Street  and  thence  down  the 
west  side  of  Walnut  Street,  discharging  into  the  creek  through  a 
pipe  with  a  flap  gate  on  the  outlet  end.  Drainage  ditches  would  also 
be  necessary'  along  the  inside  toe  of  the  dikes. 

The  elevation  of  high  water  in  the  flood  of  March,  1913,  was,  as  near 
as  can  be  determined,  1158.5  feet  above  sea  level  at  the  Lake  Street 
bridge,  atid  approximately  1158  feet  in  the  town.  Therefore  the 
dike  should  be  at  this  height  and  it  has  been  designed  to  extend  to 
elevation  1160.  The  top  width  would  be  6  feet,  with  side  slopes  of 
2  on  1,  the  outside  face  being  protected  by  stone  slope  paving  where 
exposed  to  high  velocities.  The  plan  contemplates  a  total  length  of 
2200  feet  of  dike  and  310  feet  of  concrete  retaining  walls. 

The  improvements  at  the  Main  Street  Bridge,  over  Sandy  Lake 
outlet,  would  be  costly  owing  to  the  fact  that  it  would  be  necessary 
to  remove  the  recently  laid  brick  pavement  for  80  feet  on  the  south 
side  and  125  feet  on  the  north  side.  As  the  top  of  the  proposed  dike 
would  be  2.2  feet  above  the  present  bridge  floor,  the  bridge  would 
he  raised  and  in  order  to  retain  the  sidewalks  at  their  present  eleva- 
tion concrete  retaining  walls  would  have  to  be  built  on  either  side 
of  the  highway. 
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Because  houses  would  interfere  with  the  construction  of  an  earth 
dike,  for  a  short  distance  to  the  west  of  Main  Street,  it  will  be  neces- 
sary to  construct  92  feet  of  concrete  wall  at  tliis  point  and  a  concrete 
connection  with  the  dike,  all  as  shown  on  the  plan. 

ESTIMATE. 

The  cost  of  this  work  has  been  estimated  from  designs  and  surveys, 
as  follows: 

Earth  dike,    |8,597.00 

Main  and  Walnut  Street  crossings  and  rais- 
ing abutments,    7,756.00 

Rip-rap  on  earth  dike, 628.00 

Excavation  of  drainage  ditches, 425.00 

Pipe  culverts, 200.00 

Repaving  Main  Street, 2,620.00  . 

A  total  of    120,226.00 

To  this  should  be  added  for  contingencies, 
engineering  and  inspection,  17^  per  cent., 
or, 3,540.00 

Total, 123,766.00 


CHAPTER  7. 


HYDROORAPHIC  DIVISION. 
INTRODUCTION. 

Stream  gaging  was  begun  by  this  Commission  in  1907  by  taking 
over  from  the  U.  S.  Geological  Survey,  which  discontinued  its  work 
in  Pennsylvania,  stations  on  the  Allegheny,  Kiskiminitas,  Youghio- 
gheny,  Casselman,  West  Branch  Susquehanna,  North  Branch  Susque- 
hanna, Susquehanna  and  Juniata  rivers,  together  with  Black  Lick 
and  Laurel  Hill  creeks.  Since  February,  1908,  this  work  has  devel- 
oped and  expanded  in  conformity  with  an  increasing  demand  for  its 
results  and  has  been  augmented  since  1913  when  the  Flood  Warning 
Act  was  passed,  requiring  the  establishment  of  additional  stations, 
together  with  other  legislation  necessitating  a  more  extensive  knowl- 
edge of  stream  iflow.  The  Commission's  gaging  stations  are  shown, 
by  drainage  basins,  in  Tables  Kos.  13  to  16  starting  at  the  headwaters 
and  proceeding  down  stream. 
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USE  OF  DATA. 

The  importance  of  stream  flow  data  is  illustrated  in  the  activity 
displayed  by  other  countries,  states  and  private  enterprises  in  es- 
tablishing iind  operating  comprehensive  systems  of  stream  gaging. 
Among  tlie  hydraulic  problems  in  Pennsylvania  requiring  stream 
flow  data  for  their  solution  are  the  regulation  of  the  sewage  and 
wastes  discharged  bv  communities  or  industries  into  rivers  and 
streams,  the  study  and  design  of  water  supply,  water  power  and 
flood  prevention  projects,  navigation,  flood  warning  and  bridge 
design.  The  information  available  consists  of  gage  heights  and 
measiired  discharges  of  streams,  drainage  areas  at  designated  points, 
descrii)tions  of  factors  influencing  flow  in  certain  localities,  cross 
sectional  areas  of  streams,  velocities  of  currents,  etc. 

CHANGE  OF  YEAR. 

Previous  to  1914,  it  was  the  custom  for  computations  of  stream 
flow  to  extend  from  Januaiy  to  December,  inclusive;  it  has  been 
decided,  however,  to  change  the  ending  of  the  stream  gaging  year 
from  December  31  to  September  30,  because: 

1.  in  Pennsylvania  the  draft  period  usually  ends  and  the  storage 
period  begins  about  the  end  of  September,  as  shown  in  a  representa- 
tive manner  by  the  flow  for  a  long  period  of  years  of  the  Susque- 
hanna lliver  at  Harrisburg,  where  the  drainage  area  is  24,100  square 
miles,  a  sc?ction  equal  to  53  per  cent,  of  the  total  area  of  the  State. 

2.  By  completing  the  computations  before  the  end  of  the  calendar 
year  the  annual  reports  can  be  published  and  distributed  earlier. 

3.  The  annual  computations  of  the  records  can  be  completed  in 
Decembei'  which  will  give  opportunity  for  securing  a  large  number  of 
measurements  of  stream  flow  under  ice  cover.  These  measurements 
will  furnish  exceptionally  valuable  information  since  the  flow  of 
the  streams  during  frozen  periods  is  an  uncertain  quantity,  requiring 
a[)p]-oxiinations  of  the  probable  discharge  from  climatological  records 
and  from  the  flow  of  streams  having  similar  physical  characteristics. 

4.  The  semi-annual  gage  inspection  trips  can  be  made  during 
periods  when  discharge  measuremen-ts  can  always  be  made  and  when 
levels  can  be  run  to  ascertain  the  slope  of  the  water  surface  at  each 
gaging  station  in  order  to  secure  furtlier  data  for  the  determination 
of  the  coefficient  of  roughness.  A  knowledge  of  this  coefficient  is 
essential  in  calculations  necessary  for  action  on  applications  for  th^ 
construction  of  bridges  and  other  encroachments  as  well  as  being 
of  importance  in  other  engineering  studies. 

5.  It  is  in  accord  with  the  practice  of  the  U.  S.  Geological  Survey 
and  it  is  desirable  that  there  should  be  conformity  in  the  metho<l.. 
pursued  by  the  two  organizations. 


85 

NE3W  STREAM  GAGING  STATIONS, 

Between  January  1st  and  September  ^Olh,  11)14,  23  new  gaging 
stations  were  established  as  shown  in  Table  No.  17. 


TABLE  NO.  17. 
Stream  Gaging  Stations  Established  Between  January  1  and  September  30,  1914. 


stream. 


Location. 


Nurtb  Branch  Susquehanna  River 

Towanda  Creek,   

Meboopany   Creek 

TuDkhauDock  Creek 

Bowman  Creek,    

riahlng   Cr«ek.    

Lacka waxen  Klrer,    

Lehigh   Uirer 

SchuylkiU  Kiver 

Little  SchuylkiU  River,    

Schuylkill    Klver 

Perklonicn  Creek 

Schnjlklll    Iflver 

Driftwood  Branch,  Sinnemahonlug  Creek,* 

Slnnomaboning    Creek,*    

Susquelianna    River,*    

SoMiuebanna  River, f  > 

Brush  Creek,    

Turtle  Creek,    

Little   Sbenanffo   River,    

Pymatuuing  Creek 

Neshannock   Creek 

Mahoning   River,    


TowaDda. 

Monrooton. 

Mi'lioopany. 

DiXOD. 

ICatouviUe. 

Bloorasburg. 

Rowlands. 

Tannery. 

Schuylkill  Haven. 

MoUno. 

Rt'ading. 

(JraterH  Ford. 

Conshohocken. 

Hrlftwood. 

Sinucmahonlng. 

Selinsgrove. 

Dam  at  Uarrlsbarg. 

Trafford  City. 

Traffonl  City. 

Groenville. 

Oranxeviilo. 

Ka»throok. 

Lawrence  Junction. 


*Th««e  stations  were  established  to  aid  in  predicting  lloods  and  only  gage  heights  are  observed 
at  these  points. 

tTbis  station  is  used  in  conjunction  with  the  Harrlsburg  gage  at  Walnut  street  to  give  the 
8l4^^  of  the  river  and  will  prove  of  special  value  in  detonniuing  the  roughness  coefflcient  in 
Kutter's  formula  for  all  stages  of  the  river. 

The  Commission  receives  reports  from  107  gaging  stations,  of 
which  12  are  operated  by  the  U.  S.  Geological  Survey  in  neighboring 
states  on  streams  -bordering  on  or  entering  I*eiinsylvania  and  95  are 
operated  by  the  Commission.  Of  these  stations,  21  are  in  the  Dela- 
ware, 43  in  the  {Susquehanna,  1  in  the  Potomac  and  42  ih  the  Ohio 
basins,  all  of  which  are  listed  in  tables  Nos.  18  to  21,  together  with 
references  to  all  hydrographic  data  available  in  the  Water  Supply 
(Commission  Keports. 
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TABLE 
HYDROGKAPHIC  DATA  AVAILABLE  IN  WATER 

Delaware 


stream. 


AnalomLnk  Creek, 


Big  BufihkiU  Greek, 


BrandywiDc  Creek, 


Location. 


EsUblished. 


DiscoDtiuued. 


Henry vlUe,   Pa Sept.    16,  1908, 


Brodheads   Creek, 


Darby  Creek, 


Delaware    River, 


Delaware  Rirer, 


Delaware  River. 


Shoemakers,  Pa..   


Cliadda  Ford,    Pa 


Analomlnk,    Pa., 


Sept.    19,  1906, 


AujT.      1,  1911, 


Sept.    17.  1908, 


Lansdowne,    Pa. ,    


Lambertville,  N.  J.,  .. 


Port  JervlB,  N.  Y 


East     Branch      Delaware 

River. 
East     Branch     Delaware 

River. 


Lackawaxen   River, 


Lackawaxen   River. 


Lehigh    River, 


Lehigh    River, 


July     81.  1911, 


July     22,  1897. 


Oct,      12,  1904. 


Rc-establiabed. 


Oct.     13,  1918, 


April     1.  1906, 


RlegelBvlIle,  N.  J July       8.  1906. 


Fish  Eddy,   N.  Y 

Hancock,   N.   Y.,    


Hawley,   Pa. 


Rowlands,   Pa.,    


Bethlehem,   Pa 


Tannery,    Pa 


Nov.  19,  1912. 

Oct.  14,  1902. 

July  12.  1906, 

June  4.  1914, 

Sept.  22.  1902. 


Little  Schuylkill  River,   ..    Molino.  Pa May      7,  1914, 


June     23,  1914, 


Dec.     81,  1912. 


Feb.     13,  1905.    April    26.  1909. 


McMlcbaels  Creek. 
McMichaels  Creek. 

Ncshaminy  Creek. 


Stroudsburg,    Pa 

Near  Stroudsburg,  Pa., 

Rushland,    Pa 


Sept.    16.  1906, 
Aug.      3.  1911. 


Perkiomen   Creek ;  Frederick      (Spring     Aug.    20,  1884, 

Mount),   Pa. 
Perkiomen   Creek Graters  Ford,  Pa 


Pocono   Creek, 


Near  Stroudsburg.   Pa., 


June     10.  1884. 

Aug.    20,  1884 

June     11.  1914 


Aug.      8,  1911, 


Rattlesnake  Brook Spring  Brook,   Pa..    ....    Sept.    22,  1911. 


Schuylkill  River. 

Schuylkill  River, 
Schuylkill  River. 


Conshohocken,  Pa.,  .... 

Philadelphia.    Pa 

Reading.  Pa 


June      8,  1914, 


Jan.       1.  1903. 
May      6,  1914. 


July     16.  1910. 


Dec.     81,  1912, 
Dec.     81,  1912. 


Dec.     31.  1912. 
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NO.  18. 

SUPPLY  COMJdISSION  OF  PENNSYLVANIA  REPORTS. 
Basin. 


I 


Data  in  1910-11  Report. 


Discharice  from  Sept. 
16,  1908,  to  Dec.  31. 
1911. 

Discharge  from  Sept. 
19.  1908,  to  Dec.  31, 
19U. 

Discharge  msmts.  1908- 
12;  gage  heights  Aug. 
l-Dec.  ai,   1911. 

Discbarge  msmts.  Sept., 
1908-19U;  gage  heights 
Dec.  10,  1908-Dec.  Zl. 
1911. 

Discharge  msmts.  1911- 
12;  gage  heights  July 
81-Dec.   31,    19U. 

Diachaige  msmts.  July, 
1897-Sept..  1906;  gage 
heights  July  23.  1S97- 
May  31.  190S;  month- 
ly discharge  July, 
1897- Dec,    1902. 

Discharge  msmts.  1903- 
11;  discharge  Oct.  13, 
1904- Dec.   31.    1911. 

Discharge  July  3,  1906- 
Dec.   31,    1911. 


Data  in  1912  Report.        Data  In  1918  Report. 


Discharge  ^an.  l-Dec. 
31.  1912. 

Discharge  msmts.  1912- 

13;  gage  heights  Jan. 

l-Dec.    31,    1912. 
Discharge    msmts    and 

gage  heights  Jan.  1- 

Dec.  31.  1912. 

Discharge  msmts.  1912- 
13;  gage  heights  Jan. 
l-Dec.  31.  1912. 


Discharge  msmts.  1912- 

13;  discharge  Jan.  1- 

Dec.  31.  1912. 
Discharge  msmts.  1918; 

discharge  Jan.  l-Dec 

81.    1912. 


Discharge  msmts.  1912- 
13;  discharge  Feb.  17- 
Dec.  31,  1913. 

Discharge  Jan.  l-Dec. 
31,  1913. 

Discbarge      measmts. ; 

gage  heights  Jan.  1- 

Uec.   31.    1918. 
Discharge   msmts.   and 

gage  heights  Jan.   1- 

Uct.   13.    1913. 

Discharge  msmts.  and 
gage  heights  Jan.  1- 
Dec.   31,    1913. 


Dischanre  msmts.  190^ 
1911;  dally  discharge 
1910-1911;  monthly  dis- 
cbarge Oct.,  19<»- 
Dec.    1911. 

Discharge  July  2,  1908- 
Dec.   31,    1911. 


Discharge  Sept.  22,  1902- 
Feb.  13.  190G;  April 
26.   1909-Dec.  81.  1911. 


Discharge  Sept.  16.  1908- 

July  16.  1910. 
Discharge    msmts.    and 

gage  heights  Aug.  10- 

Dec.  31,  1911. 
Discharge  June  10,  1884- 

Dec.  31.  1911. 
Discharge  Aug.  20,  1884- 

n«-c.   31,   1911. 


Dli(charge    msmts.    and 

gage  heights  Aug.  10- 

T)ec.   31,   1911. 
Discbarge    msmts.    and 

gage  heights  Sept.  22- 

Dec.  31.  lOU. 


Dinoharge  Jan.   1,    1908- 
Dec.   81.   1911. 


Discharge    Jan.    l-Dec. 
81,  1912. 


Discbarge  msmts.  1918; 
discharge  Jan.  l-Dec. 
81.  1912. 


Discharge  msmts.  and 
gage  heights  Jan.  1- 
Dec.   31.    1913. 

Discharge   msmts.   and 

fage  heights  Jan.   1- 
^ec.  81.    1913. 
Discharge  Nov.  19.  1912- 
Dec.  31.    1913. 


Discharge   Jan.    l-Dec. 
31.   1912. 


Discharge    msmts    and 

f:age  heights  Jan.  1- 
)ec.  31.  1912. 
Discharge    Jan.    l-Dec. 

31.    1912. 
Dincharge    Jan.    l-Dec. 
81,   1912. 


Discharge   msmts.    and 

frage  heights  Jan.   1- 
)ec.   31.    1912. 
Discharge  msmts.  1912- 
13:  gsge  heights  Jan. 
IDec.  31.  1912. 


Discharge    Jan.    l-Dec. 
81.    1912. 


Discharge    Jan.    l-Dec. 
31.  1913. 


Discbarge  msmts.  1913; 
discharge  Aug.  10, 
1911-Qec.  81.   1913. 


Discharge  msmts.  1913: 
discharge  Aug.  10, 
1911-l)ec.  31.   1913. 

Discharge   msmts.    and 
gsge   heights    Jan.    1- 
Dec.    31,    1918. 


I 


Data  in  1914  Report. 


Discbarge    Jan.    1-Sept. 
30,  1914. 

Discharge    Jan.    1-Sept. 
Sept.  80,   1914. 

Discharge    msmts.    and 

Sage   heights   Jan.    1- 
ept.  30.   1914. 


Discharge  msmts.  and 
gage  heights  Jan.  1- 
Sept.  30,  1914. 


Discharge   Jan.   1,    1918- 
Sept.    30.    1914. 

Discharge   msmts.   1914; 

discharge  Jan.  1,  1918- 

Sept.  80.  1914. 
Discbarge    Jan.    1-Sept. 

80,  1914. 


Discharge  Jan.     1-July 

31.    1913;  Oct.   1.    1913- 

Sept.  30.  1914. 

Discbarge  msmts.    and 

fage  heights  June  4- 

ept.  30,  1914. 

Discharge  Jan.    1-Sept. 
30,    1914. 

Discharge    msmts.    and 

fage  heights  June  24- 
ept.  30.  1914. 
Discharge    msmts.    and 

Sage    heights    May    7- 
ept.    80.    1914. 


Discharge    Jan.    1-Sept. 
80.  1914. 


Discharge  msmts.  and 
gage  heights  June  11- 
Sept.  30,  1914. 

Discharge  Jan.  1-Sept. 
30,  1914. 

Discharge    msmts.    and 

gage    heights   Jan.    1- 

Sept.  30,  1914. 
Discharge    msmts.    and 

gage    heights   June  8- 

Sept.  30.   1914. 


Discharge    May    6-Sept. 
80,    1914. 


ss 


TABLE  NO.    18. 


Stream. 


Schuylkill  River. 


Sbohola  Creek, 


Tohickon   Greek, 


Wallenpaapack  Greek 


Weat     Branch     Delaware 

RlTer. 
Went     Branch     Delaware 

Rirei. 


Wisfwhickon  Greek, 


Ixxration. 


Schuylkill  Haven,    Pa., 


Lords  Valley,   Pa., 


Point  Pleasant,  Pa.,   .. 


WildonTtlle,    Pa., 


Hale  Kddy,  N.  T 

Hancock.    N.   Y 

Philadelphia,    Pa 


Kstabliabed.    '    Discontinued. 


Bfay      7,  1»14, 


Re-established . 


Sept.    22,  1911, 


Sept.    18,  188S, 


July       8,  1908, 


Aug.      9,  1918, 


Dec.     81.  1912, 


Nov.     13.  1912, 

Oct.     15,  1902,     Dec.   81.  1912. 


May       5.  1S97, 


June  5,  1899, 

Mar.  9,  1901. 

Mny  22,  190Sr, 

O.  «^.  .*>,  1!*03. 

July  31,  1!H>6, 


July 
Aug. 
Nov. 
Jan. 


1,  1900. 

1,  1901, 

1.  1902. 

1,  1905. 
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— Contmued. 


Datm  in  1910-U  Beport. 


Discharipe  msmts  and 
l^affe  belshts  Sept.  22- 
Dec.   ».    19U. 

DifM:rharge  Sept.  13,  18S3- 
Oec.  31,  1911,  except 
dallj    for    1900. 

Discharge  msmts  190S- 
1912;  gBge  heights  for 
portions  of  1908-10-11. 


IMachari^e  msmts.  1902- 
11:  dally  discharge 
191(^11:  monthly  dls- 
charie   Oct..    1902-1911. 

Discharge  May  5.  1897- 
Jane  5,  1899.  July  1, 
ISOO-Mar.  9.  1901.  Aag. 
1.  1901-May  22.  190?, 
Not.  1.  1902-Oct.  6, 
1903.  Jan.  1.  1905-  July 
31.  1906. 


! 

DaU  In  1912  Rteport.    ;    Data  In  1913  Report. 


I 

Discharge   msmta.   and  i  Discbarge  msmts.    and 
gage  heights  Jan.  1-  i      gage  nelghts  Jan.  1- 


Dec.  31.  1912. 
Discharge    Jan.    1-Dec. 
31,  1912. 

Discharge  msmts.  and 
gage  heights  Jan.  1- 
Deo.   31.    1912- 


Aog.  9,  1918. 


Discharge    Jan.    1-Dec. 
31.  1912. 


Discharge  msmts.  1912- 
18;  gage  heights  Jan. 
1-June  30.  Oct.  1- 
Dcc.   31.   1918. 


Discharge  Noy.  15.  1912- 
Dec.   81.    1918. 


Data  in  1914  Report. 


Discharge    msmts.    and 

gage   heights    May   7- 
ept.  30.  1914. 


Discharge  msmts.  1914, 
discharge  tables  Jan. 
1,  1912-Sept.  80,  1914. 
monthly  discharge  for 

Serlods    Jan.    1,    1912- 
opt.  80.   1914. 
Discharge    Jan.    1-Scpt. 
30,  1914. 
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TABLE 

HYDROGRAPHIC  DATA  AVAILABLE  IN  WATER 

Susquehanna 


stream. 


Location. 


Establisbed. 


Bald  Eagle  Creek,  Beech  Greek,   Pa 


Bald  Eagle  Greek, 


June    28,  1910. 


Mllosburg,    Pa Feb.      6.  1911 


Bowman  Greek, 


Buffalo  Greek, 


Eatonyllle,    Pa., 


Jan.     28,  1914, 


Discontinued. 


Re-established. 


Lewlsburg.    Pa.,    Sept.     8.  1913, 


Cbemung  River Ghemnng,  N.  T.,   


Chest  Creek, 


St.    Lu,    Pa.,    Oct.       2,  1918, 


Sept.     7.  1908, 


Chenango  River, 
Chenango  River. 


Bingham  ton,  N.  Y., 


July     81,  1901, 


Chenango  Forks,  N.  T.,    Nov,     11,  1912. 


Dec.     81,  19U. 


Clearfield  Greek '  Dlmellng.    Pa Oct.       2,  1918. 


Gonodogninet  Greek Hogestown,  Pa., 


Deer  Greek, 


Driftwood   Branch   Sinne- 
niahoning  Creek. 


ChnrchvlUe,  Md 


Sept.    26,  1911. 


Dec.     14.  1904. 


Sterling  Run,  Pa.,    ;  Sept.    30,  1918. 


Fishing  Greek, 


Bloomsburg,  Pa., 


Frankstown     Branch    Ju-     Huntingdon,  Pa.', 
niata  River. 


Juniata  River, 


Kettle  Creek. 


Newport,  Pa., 


Leidy,  Pa. 


Kiahacoquillas  Greek \  Kulps,   Pa., 


Lackawanna   River Moosic,   Pa., 


Jan.  27,  1914, 

May  1,  1896, 

Mar.  21,  1899, 

Dec.  2.  1913, 

Aug.  21.  1911, 


Aug.   8.  1913, 


Lackawanna    River Scranton,   Pa July      1,  1908, 


Loj'alsock  Creek, 


Forksvllle,  Pa July     17,  190?. 


Lycoming  Creek ;  Trout   Run,    Pa 


Lycoming  Creek, 


Near  Williamsport,  Pa.,    July     14,  1908, 


Dec.       4.  1918, 


Mar.     81,  1909, 


July     14,  1906, 


Jan.       7,  1907, 


Sept.    16,  1911, 
July     80,  1918. 


Dec.       1,  1913, 


Nov.     19,  1918, 


Mehoopany  Creek,    Mchoopany,    Pa.,    I  Jan.     29.  1914, 

I  I 

Moshannon  Creek,    Wlnburne,   Pa ^    Oct.       4,  1913.  j 


Feb.       2,  1912, 
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NO.    19. 

SUPPLY  COMMISSION  QF  PENNSYLVANIA  REPORTS 
Basin. 


Data  !n  1910-11  Report.  \    Data  in  1912  Report. 


Discharge  mBmtt.  1910- 
1912;  ffage  heights 
Jane  24.  1910-Dec.  SI. 
1911. 

DiM^arge  msmts.  1910- 
1912;  discharge  Feb.  6, 
1911-Dec.   51,   1911. 


Discharge  Sept.  7,  tXA- 
Dec.  31,   1911. 


Discharge  Aug.  1,   1901- 
Dec.  SI,   1911. 


Discbarge   msmts.    1911- 

1912,    discbarge    Sept. 

2«-Dec.   81,    1911. 
Discharge   msmts.    1904- 

1906;     discharge    Jan. 

1.    190&-Mar.  31,   1909. 


Discharge  msmts.  1907- 
1912;  discharge  May 
1.  1896-Dec.  81.  1911. 

Discbarge  msmts.  1899- 
1912;  discharge  Mar. 
21.  1899- Jnly  14.  1906, 
Jan.  7,  1907-Dec.  81, 
19U. 


Discharge  msmts.  1911- 
1912;  discharge  Aug. 
21-Dec.   31.    1911. 


Discbarge  msmts.  1908- 
1912;  discharge  July 
1,    1908-Sept    16,    1911. 

Discliarge  msmts.  and 
gage  heights  July  17, 
1«K-Dec.   31.    1911. 


IHacharge  msmts.  1908- 
1912;  discharge  July 
14.   190«-Dec.  81,  1911. 


Discharge  msmts.  1913, 

Eige  heights  Jan.  1- 
ec.  81.   1912. 

Discharge  msmts.  1913, 
discharge  Jan.  1-Dec. 
81,  1912. 


Discharge    Jan.    1-Dec. 
81.  1912. 


Discharge  msmts.   1912, 


Data  in  1913  R%^port. 


Data  in  1914  Report. 


Discharge  msmts.  1913;  '  Discharge    Jan.    1-Sept. 
discbarge     Jnne     24,  '     80.  1914. 
1910-Dec.  31.  1918. 


Discharge   Jan.    1-Dec. 
31.  1913. 


Discharge  msmts.  and 
gage  heights  Sept.  8- 
Dec.   81,    1913. 

Discharge  Jan.  1-Dec. 
81,  1913. 

Discharge  msmts.  and 
gage  heights  Oct.  2- 
i)ec.  81,  1913. 


Discharge  msmts.  1912- 
1913;  discharge  Jan. 
1-Dec.   81,    1912. 


Discharge  msmts.  1913; 

gai^e  heights  Not.  11. 

1912-Dec.  81.  1913. 
Discbarge   msmts.   and 

{;age  heights  Oct.   2- 
>ec.  31,  1918. 
Discharge   Jan.    1-Dec. 
31,  1918. 


Discharge    Jan.    1-Sept. 
30,  1914. 

Discharge    msmts.    and 

gage  nelghts  Jan.  28- 

Sept.  SO,  1914. 
Discharge    msmts.    and 

gage   heights   Jan.    1- 

Sept.  30,  1914. 
Discharge    msmts.    and 

gage    heights   Jan.    1- 

Sept.  30.  1914. 
Discharge    msmts.    and 

gage   heights   Jan.   1- 

Sept.  80,  1914. 


Discharge  msmts.  and 
gage  heights  Sept. 
30-Dec.  81,   1918. 


Discharge    Jan.    1-Dec. 
33.    1912. 

Discharge    Jan.    1-Dec. 
31.    1912. 


Discharge   Jan.    1-Dec. 
81,    1912. 


Discharge  msmts.  1918 
and  1912  discharge 
table. 

Gage  heights  Jan.  1- 
Dec.  81,  1912. 


Discharge  msmts.  1918: 
discharge  Jan.  1-Dec. 
31.  1912. 


Discharge    Jan.    1-Dec. 
31.  1913. 

DlHcharge    Jan.    1-Dec. 
31,  1913. 


Discharge  msmts.  and 
gage  heights  from 
Dec.    2-81.    1913. 

Dlschari^e  Jan.  1-Dec. 
31,    1913. 


Discharge  msmts.  1914; 
discharge  Not.  U, 
1912-Sept.    30,    1914. 

Discharge    msmts.    and 

foge   neights   Jan.    1- 
ept.  30,   1914. 
Discharge    Jan.    1-Sept. 
30,  1914. 


Discharge    msmts.    and 

gage    heights    Jan.    1- 

Sept.  30.  1914. 
Discharge    msmts.    and 

gage  heights  Jan.   27- 

Sept.  30.  1914. 
Discharge    Jan.    1-Sept. 

30.  1914.. 

Discharge    Jan.    l-Sopt. 
30,  1914. 


Discharge  msmts.  and 
gage  heights  Jan.  1- 
Sept.  30,   1914. 

Discbarge  Jan.  1-Sept. 
30,  J914. 


Discharge   msmts.   and  '  Discharge    msmts.    and 


gage     heights     Aug. 
8-Dec.    31.    1913. 
Discharge    Jan.    1-July 
30,    1913. 

Discharre   msmts.    and 

frage  heiehts  Jan.   1- 
)ec.   1,   1913. 
Discharge   msmts.    and 
gage   heights  Dec.  4- 
Dec.   31,    1918. 
See   miscellaneous   dis- 
charge msmts. 


gage    heights   Jan.    1- 
Sept.  30.  1914. 


Discharge   msmts.    and 

Sage  heights  Oct.   4- 
>ec.   31.    1913. 


Discharge  msmts.  and 
fFa?e  heights  Jan.  1- 
Sept.  30.  1914. 


Discharge    msmts.    and 

crage   heights  Jan.  29> 

Sept.  80.   1914. 
Dlsoharire    msmts.    and 

gage    heights   Jan.    1- 

Sept.  30,   1914. 


1)2 


TABLE  NO 


stream. 


Location. 


KstabliHhed. 


North  Branch  Snsqaeban-     ninghamton,  N.  T '  Jaly     31,  1901, 

na   River. 


North  Branch  Buaqoehan- 
na  RiTer. 

North  Branch  Raaqnehan- 
na  Rlrer. 


North  Branch  Susquehan- 
na River. 

North  Branch  Sunqneban- 
ua  River. 


Conklln.    N.   Y..    .. 
Danville,    Pa.,    ..... 


Towanda,   Pa 

W!lke»  Barre.   Pa..   . 


Octoraro  Creek Rowlandsville.  Md., 


Pino  Creek,   I  WatorvIUe,   Pa., 


Rayntown  Branch  Juniata     Raxton.  Pa.. 
River. 


Rprlnff  Creek, 


Bellefonte,    Pa., 


Susquehanna   River, 


Susquehanna  River,  . 
Susquehanna  River,  . 
Swatara  (BIr)  Creek. 


Towanda  Creek, 


Harrlsburg,    Pa.,    .. 

McCall  Perry,  Pa.. 
Sellnsgrove,    Pa., 
Jonestown.   Pa.,    . 


Monroeton,    Pa., 


Tunkhannock  Creek, 


Dixon,    Pa. 


Tuscarora    Creek port  Royal.   Pa., 


I 


Went   Branch   Sunquehan-  |  Allen  wood.  Pa. 
na    River. 


West    Branch   8uM|uehan- 
na    River. 


West  Branch  Susquehan- 
na  River. 

West  Branch  Susquehan- 
na   River. 

West  Branch  Susquehan- 
na  River. 

West  Branch  Susquehan- 
na  River. 


WynluslnK   Creek , 

Yellow  Breeches  Creek,   ., 


Bower,   Pa., 


Clearfield,  Pa.,  .. 
Lew^lRburjf,  Pa.,  . 
Rcnovo,    Pa.,    .... 

Wiiliamsport,   Pa., 

Wyalusing,    Pa.,     . 


Olnistefls  Mill,  Pa.. 


Nov.     18,  1912. 
Mar.     25.  1899. 

Jan.     29,  1914, 


DiscoDtidued. 

Be-esUblished. 

Dec.     81,  1912, 

Mar.      9,  1904. 

Mar.    24,  1906, 

Mar.     30.  1899, 


Nov.     21.  1806.     Sei>t.    30,  1899. 
July     15,  1908. 


Anif.     81.  1911. 


Feb.       7,  1911. 


Jan.       1,  1891, 


May  17.  1902. 
Mar.  19.  1914, 
Nov.     19.  1910. 


Jan.     30,  1914, 


Dec.     81,  1909, 


Jan.     28.  1914, 


Auff.     21.  1911, 
Mar.     25.  1899. 
.  Oct.       2,  1913. 


I 


April     6,  1902. 


Oct.  2.  1918 

Sept.  21,  1913 

Jan.  1,  1908.; 

Mar.  1,  1895, 

Oct.  28,  190R, 


I        

■  I 

'  i 

1 
Mar.  22.  1909.1  Oct.   $1,  1909.  Jan.   26,  1910, 


19. — Continued. 
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Data  in  1910  11  Report. 

Data   in  1912  Rieport. 

• 

Data   in   1913  Itoiort. 

Data   In   1914    Itefiort. 

DiiM^hnrge  July  81,  1901* 

Discharge   Jan.    IDec. 
81,  1912. 

Dec.   31,    1911. 

Discharge  msmts.  1912- 
13;  discbarge  Not.  18. 
1912-Dec.  31.  1913. 

Discharge    Jan.    1-Dec. 
81,    1913. 

Discharge    Jan.    1-Sept. 
30.  1911. 

Discharge    Jan.    1-Sept. 
30.   1914. 

Discharge  msmts.  and 
gage  heights  Jan.  29- 
Sept.  ao,   1914. 

Discbarge  Jan.  1-Sept. 
30,   1914. 

Dladiaive    msmts.   1899- 
1912;     discbarge    Mar. 
a&.    lS99-Dec.    81.    1908. 
Mar.   23.    190C>-Dec.   31. 

mi. 

Discharge    Jan.    1-Dec. 
31.    1912. 

Discbarse    insmts.    1899- 
1912;     diBcbarge    Mar. 
30,    189»-l>ec.    31,    1911. 

Discharge  Not.  21.  1896- 

Discharge  msmts.  1913; 
discharge  Jan.  1-Dec. 
81.    1912. 

Di8<rhargo    Jan.    1-Dec. 
yi.  1913. 

Sept.  30.   1899. 
Dlecliarir^    msmts.   190S- 

1912;     discbarge    Jiily 

1ft,    1908-Doc.   81.    1911. 
Discharge    msmts.    1911- 

1912:       gage       heights 

Aug.    31 -Dec.    31,    1911. 
Dlschnrge    msmts.    1911- 

1912;     dlKohsr^e     Feb. 

7-Dec.   81.    1911. 
DUchargo   Jan.    1,    1891- 

Discharge  June  1,   1902- 

Discharge  msmts.  1913; 

discharge   Jan.   1-Dec 

81.  1912. 
Discbarge   msmts.    and 

gage  heights  Jan.   1- 

Dec.    81.    1912. 
Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31,    1912. 
Discharge   msmt.    1913; 

discharge  Jan.  1-Dec. 

81.    1912, 

Discharge    Jan.    1-Dec. 
31.  1913. 

Discharge   msmts.    and ' 
gage   heights  Jan.  1- 
Dec.    31.    1913. 

DiKcbargo    Jan.    1-Dec. 
31.    1913. 

Discharge    Jan.    1-Dec. 
31.  1913. 

Discharge    Jan.    1-Sept. 
30,  1914. 

> 

DlFchargc   msmts.    1914; 

discharge      Aug.      31. 

WllSei.t.  30.   1914. 
Discharge    Jan.    1-Sept. 

SO.  1914. 

Discharge    Jan.    1-Sept. 
30.  1914. 

Dec.   SI.    1909. 

Gage    heights    Mar.    19- 

Sept.  30.   1914. 
Discharge    Jan.    1-Sept. 

30.  1914. 

Discharge    msmts.    and 

gage  heights  Jan.   30- 

Scpt.  30.  1914. 
Discharge    msmts.    and 

gage  heights  Jan.   28- 

Sept.  30.  1914. 
Discharge    Jan.    1-Scpt. 

30.  1914. 

Discharge    msmts.   1908- 
1912:     discharge    Nov. 
21,    1910-Dec.   31.    1911. 

Discbarge  msmts.  1912- 
1918;    discharge    Jan. 
1-Dec.   81.    1912. 

Discharge    Jan.    1-Dec. 
31.    1913. 

Discharge    msmts.    1911- 

•n-nec.  31.  19U. 
Discharge  Mar.  23,  189»- 

Discharge    Jan.    1-Dec. 
31,  1912. 

Discharge    Jan.    1-Dec. 
31.  1913. 

Aprll  &,    1902. 

Discharge  msmts.    and 

gage   heights  Oct.   2- 

Dec.   31,    1913. 
Gage    heights    Oct.    2- 

Dec.   31,    1913. 
Gage  heights  Sept.  21- 

Dec.   31,    1913. 
Discharge    Jan.    1-Dec. 

31,  1913. 

Discharge    Jan.    1-Dec, 
31,  1913. 

Discharge    Jan.    1-Dec. 
31,  1913. 

Discbarge    Jan.    1-Dec. 
31,  1913. 

Discbarge   msmts.    1914; 

discharge  Oct.  2.  1913- 

Sept.  30,  1914. 
Gage    heights    Jan.     U 

Sept.  80.  1914. 
Gage     heights    Jan.     1- 

Sept.  30,  1914. 
Discharge    Jan.    1-Sept. 

30.  1914. 

Discharge    Jan.    1-Sept. 
30.   1914. 

Discharge    Jan.    1-Sept. 
80,  1914. 

Discharge    Jan.    1-Sept 
30,  1914. 

Dlsrhnrge    nijimts.    1908- 

1912;     discharge    Jan. 

1,    1908-Dec.    81,    1911. 
Discharge    mtmta.    1901 

1912:     diachariro    Mnr. 

1,    lR»--Doc.    31.    1911. 
Discharge    msmts.    190S- 

1912;     discbarge     Dec. 

1-31,      1908.      June     1, 

1909- Dec.    31.    1911. 
Discharge    msmts.    1908- 

1912;     discbarge    Mar. 

?»-Oct.    31.    1900.   Jan. 

22.    IdlO-Dec.   31,    1911. 

Discharge    Jan.    1-Dec. 
81.    1912. 

Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31.  1912. 
Discharge  msmts.  1913: 

discharge  Jan.  1-Dec. 

31,  1912. 

Discharge    Jan.    1-Dcc. 
31.  1912. 

»4 


■  L'  ■  .— r-= 


Stream. 


Antietam  Creek, 


TABLE 
HYDUOGRAPHIC  DATA  AVAlf.ABLK  IN  WATER 

Potomac 


Location. 


Monooacy  River,   >  Frederick,  M<1 


West  Br.  Little  Antietam 

Creek. 
Wills  Creek 


Establlahed. 


Sbarpsburs,  Md.,   '  June    24.  1897. 


Mont  Alto,   Pn.,    

Cumberland,    Md. ,    . . . . 


Aug.      4,  1896. 

May       1.  1909. 
May      5.  1905, 


Discontlnned.     Re-eatabUahed. 


Anir.    26.  1906. 


Dec.     20.  1912. 
:ruly    14,  IIW. 


TABLE 

HYDROGRAPHIC  DATA  AVAILABLE  IN  WATER 

Ohio 


stream. 


Location. 


Allegheny  Rlrer,  . 
Allegheny  River.  . 
Black  Lick  Creek. 

Brokenstraw  Creek 

Brush  Greek 

Casselman  River. 
Casaelman  River, 

Cheat  River 

Clarion  River.  ... 
Conewango  Creek, 

Crooked  Creek.  ... 

Cussewago  Creek. 
Dnnkard  Creek,    .. 


Klttanning.  Pa..  ... 
Red  House,  N.  T.. 
I  Black  Lick.  Pa..    .. 


YoungsviUe,  Pa 

Trafford  City.  Pa.,  .. 

Confluence.   Pa.,    

Markleton,    Pa 


EsUblished. 


Discontlnaed. 


Morgantown,  W.  Va.,..    July 


.  Aug.  18.  1904. 
.  Sept  4.  1903. 
.    Aug.    16.  1904. 


Oct.     22.  1909. 
July     14,  1914. 


Sept.    16,  1904.     Aug.    U.  1918, 


.'  Aug.    25.  1913, 


Re-establialied. 


8,  1899.;  Dec. 
;  Doc. 
,   Dci. 


80.  1S99, 
29,  3900. 
31,  1906. 


July  1.  UOO. 
Aug.  21.  1902. 
Nov.     18,  1906. 


Clarion.    Pa 


Nov.    22.  1909, 


Frewsburg,  N.  T Oct.     26,  1909, 


Hilemans  BYirm,  Pa Oct.     16,  1909. 


MeadvUle,  Pa..    May      2,  1910. 

"Bobtown,"  Greene  Co.    Oct.     14.  1909, 
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NO.  20. 

SUPPLY  COMMISSION  OF  PENNSYLVANIA  REPORTS 
Basin . 


Data  in  1910  11  Report. 


Discfaanre  July   1.   1S97- 

Jan.  2S.  1901,  July  12. 
]»M-Aug.    25,    1905. 

Discbarse  Aug.  4,   1S96- 

De€.   31,  1911. 

DiRcbarge  Mny  1,   1909- 

Dpc.   is,  1911. 

IHscharice  Maj'   5,   1906. 

July   U,  1906. 


Data  in  1912  Report.        Data  in  1913  Report. 


Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31.  1912. 
Discharge    Jan.    3-Dec. 

20,  1912. 


Data  in  1914  Report. 


Discbarge    Jan.    1-Dec. 
31.  1918. 


Discharge  msmta.  1913; 
discharge  Jan.  1,  1912- 
Scpt.  90,  1914. 


NO.  21. 

SUPPLY  COMMISSION  OF  PENNSYLVANIA  REPORTS 
Basin. 


Data  in  1910-11  Report. 


Discharge  Aag.  25,  1904- 

Dec.   31.    1911. 
DlKcbarge  Sept.  4,  1903- 

Dec.   31.    19U. 
DlHcbarge    msmta.   1904- 

1912:     diwharge    Ang. 

17,   1904-Dec.   31.  1911. 
BlKcharge    msmts.    190S- 

1912 ;     discharge    Nov. 

1.    1909- Dec.   31.    1911. 


Discharge  S^rt.  15,  1904- 
Dec.   a.    1911.  - 


IM.^-hargp  msmts.  1899- 
1911 ;  discharge  July 
8- Dec.  31,  1899.  July 
1-Dec.  31.  1900,  Aug. 
n.  1902-Dec.  31,  1905, 
Nov.  18,  1908-Dec.  31, 
1911. 

Discbarge  msmts.  1909- 
1912;  discharge  Nov. 
2.'.   1909- Dec.  ft,  1911. 

Discharge  msmts.  1010- 
1912;  gage  heights 
Nov.  1.  1909-Dec.  31, 
1911. 

Discharge  msmts.  1910- 
1912:  discharge  Oct. 
16,    1909-Dec.    31,    1911. 

Divcharsre  May  3,  1910- 
Doo.    31,    1911. 

Discharge  msmts.  1909- 
1911:  gajrn  heights 
Oct.  14,  1909-Dm.  n, 
1911. 


Data  in  1912  Rteport.    i    Data  in  1913  Report. 


Discharge    Jan.    1-Dec. 

81,  1912. 
Discharge    Jan.    1-Dec. 

31,  1912. 
Discharge  msmts.  1912- 

1913;    discharge    Jan. 

1-Dec.   31,    1912. 
Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31,  1912. 


Discharge   Jan.    1-Dec. 
31,  1912. 


Discharge  msmts  1911- 
1913;    discharge    Jan. 
■  1-Dec.   31,    1912. 


Discharge  Jan.  1-Dec. 
31.  1912. 

Discharge  msmts.  and 
gage  heights  Jan.  1- 
Dec.  31.  1912. 

Discharge  msmts.  1918; 

discharge  Jan.  1-Dec. 

81,    1912. 
Discbarge    Jan.    1-Dec. 

31,  1912. 
Discbarge  msmts.    and 

gage  heights  Jan.  1- 

Dec.   31.   1912. 


Discharge    Jan.    1-Dec. 

31,  1913. 
Discharge    Jan.    1-Dec. 

31,  1918. 
Discharge   Jan.    1-Dec. 

31,  1913. 

Disctiarge    Jan.    1-Dec. 
31.  1913. 


Discharge   Jan.    1-Aug. 

11.  1913. 
Discharge   msmta.    and 

gage     heights     Aug. 

25-Dec.  31.  1913. 
Discharge  Jan.   1-Sept. 

30,  1913. 


Discharge   Jan.    1-Dec. 
81,  1913. 

Gage    heights    Jan.    1- 
Dec.   31.    1918. 


Discharge   Jan.    1-Dec. 
81,  1913. 

Discharge    Jan.    1-Dec. 

31.  1913. 
Discharge  msmts. ; 

gage  heights  Jan.   1- 

Dec.   31,   1913. 


Data  in  1914  Report. 


Discharge    Jan.    1-Sept. 

30.    1914. 
Discbarge    Jan.    1-Sept. 

80,  1914. 
Discbarge    Jan.    1-Sept. 

30.  1914. 

Discharge    Jan.    1-Sept. 
30.  1914. 

Discharge  msmts.  and 
rage  heights  July  14- 
>ept.  30.   1914. 


Discharge  msmts.  and 
gage  heights  June  13- 
Sept.  30.   1914. 

Discbarge  Oct.  1.  1913- 
Sept.  30,   1914. 


Discharge  Jan.  1-Sept. 
30.  1914. 

Discharge  msmts.  and 
gage  neigh ts  Jan.  1- 
Sept.    30.    1914. 

Discharge    Jan.     1-JnIy 

11.    Aug.    U-Sept.    SO. 

1914. 
Discharge    Jan.    1-Sept. 

80.  1914. 
Discbarge    msmts.    and 

gage    heigbts   Jan.    1- 

Sept.  80,  1914. 
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TABLE  NO. 


Stream. 

T^M^ation. 

Prendi  Creek 

CarltoD,  Pa.,  

KinsuA  Creok 

Dewdrop,   Pa.,    

Klaklminitas  Riyer 

Avonmore.  Pa.,   

Laurel  Hill  Creek 

Conflnence,   Pa.,   

Lanrel  Hill  Creek,   

Ursina,  Pa 

TJttle  Sbenango  RiTer,    .. 

Greenville,    Pa 

Little  Sbenanffo  RiTer,    .. 

Salem,   Pa 

Loyalhanna  Creek 

Below     New     Alexan- 
dria,  Pa. 

Maboninc  Creek 

Furnace  Bridge,  Pa.,  .. 

MabonlDfr  River 

Lawrence  Junction.  Pa., 

Mabonioff  RlTer 

Tounsatown.  Ohio 

Mill  Creek 

Bens  Creek.  Pa 

Neshannock  Creek 

Bast  Brook,  Pa.,    

Nenbannork  Creek 

New  Caatle,   Pa.,   

Nortb       Branob       Frencb 
Creek. 

Kimmeytown,   Pa.,    .... 

Oil  Creek 

Rouneville.    Pa 

Pymatuninff   Creek 

Orangeville.   Pa 

Quemabonlnff  Greek 

Stan  tons  Mill,  Pa 

Red  Bank  Creek 

St.  Cbarles.  Pa 

Sandy  Creek 

Sandy   Lake,    Pa 

Sbenango  River,    

New  Castle,  Pa 

Shenaniro  River 

Sbaron.  Pa 

Sbenanffo  River.    ...; 

Tarnervllle.    Pa..    ...... 

Slippery  Rock  Creek 

Wnrtembnrg,    Pa 

Stony  Creek 

Jobnstown     Pa 

Snjrar  Greek 

Wyattville.  Pa 

Tionesta  Creek,   

Butler  Bridge.  Pa 

East  Plttsburab.  Pa... 

Turtle  Creek 

Turtle  Creek 

Trafford  City.  Pa..   ... 

Establiabed. 


April   29.  1908. 


Oct.  2S 

May  29 

Sept.  16 

Aug.  12, 

Jan.  1 

Dec.  19 

Oct.  7 

Oct.  18 

Aug.  12 

May  2S 

August. 

Jan.  19 

Aug.  9 

May  4 

Oct.  20 

Jan.  1 
October, 

Oct.  19 

May  11 

Aug.  25 

Aug.  1 

Feb.  1 

Jan.  1 

June  18 

May  6 

July  26 

Dec.  1 

July  28 


1909. 

1907. 

1904, 
191S. 


1914, 
1913. 


1910. 

1909. 

1914. 

1908. 
1901. 
1914. 


1909. 


1910. 


1909. 


1914, 
1901. 
1909, 

1914. 

1912. 

1909. 

1912. 

1912. 

191S. 

1910. 

1912. 

1907. 

1914. 


Discontinued. 


Re-eaiabJi&bed. 


Nov.     20.  1911. 


Aug.    11.  191S. 


Aug.     17.  1913, 


July     28.  1906, 
May~  1.  19U. 


June,  1910, 


Jnly     22,  1912. 


21 . — CJontinued . 


97 


Data  in  191 OU  Report. 


D2iM-liarKP  nisnitr.  19')8- 
1912;  discUurge  Ai»rll 
20,    IDOS-Dec.   3*.    .LI. 

DiM-luirKc  msmts.  19.9- 
1S*12:  dlscbr.rg»  No/. 
1.    1S09-NOV.    20,    1911. 

Diiicbaripe  June  ^\  1S07- 
II w.   31,    1911. 

Dlscbarge  Sept.  IS,  1901- 
Dec,    31.    1911. 


Data   in  1912  Report. 


Data  in  1913  Report. 


DlKoliarge  Jan.  1-Dec. 
31.  1912. 

Discharge  insnitB.  1913: 
discharge  July  22- 
Dec.   81,    1912. 

DiHcbarge  Jan.  1-Dec. 
31.  1912. 

Discharge  Jan.  l-Dof. 
31,  1912. 


Dischari^e  nifimta.  1910- 
1912;  discbarge  Oct.  7. 
1910-Dec.   31.   1911. 

Discbarge  msmts.  1910- 
12;  discharge  table. 


Discharge  May  24,  1903- 

July   23,   1906. 
Monthly  discharge  Aug., 

1901-Aprll,  1911. 


Discharge  msmts.  1909- 
12;  discharge  Aug.  9. 
1909-Dec.  31.  1911. 

Discharge  msmts.  1910- 
12:  discharge  May  16, 
1910-Dec.    31,    1911. 

Discharge  msmts.  1908- 
12;  discharge  Oct.  20. 
1900-Dec.  31.  1911. 


Monthly  discharge  Oct., 
1901 -June.  1910. 

Discharge  msmts.  1910- 
12:  discharge  Oct.  80, 
190&-Dec.   31.  T511. 


Discharge  msmts.  1908> 
12:  discharge  Aug.  1. 
1909- Dec.   31.    1911. 


Discharge  msmts.  1910- 
12;  discharge  May  7. 
Dec.  31.  1911. 


Discharge  msmts.  1907- 
12:  discbarge  Dec.  1, 
1907-Dec.   31,   ini. 


DiKcIinrgi*  msmts.  1912- 
13;  discharge  Jan.  1- 
Dec.   31.    1912. 

Discbarge  msmts.  1913; 
discharge  table. 


Discharge  msmts.  1913; 

gage  heights  Jan.  1- 

Dec.   31,    1912. 
Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31,  1912. 
Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31,  1912. 


Discharge  msmts.  1913; 
discharge  Jan.  1-Dec. 
31,  1912. 


Discbarge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31.  1912. 
Discharge  msmts.  1912- 

13;  discharge  Feb.  1- 

Dec.    31.    1912. 
Dls'chargo  msmts.  1911- 

12;   discbarge  Jan.  1- 

Dec.   31.   1912. 


Discharge  msmts.  1913; 

discharge  Jan.  1-Dec. 

31.  1912.  , 
Discharge  msmts.  1912- 

13;  gage  heights  Julr 

26-Dec.  31.   :ai2. 
Discharge  msmts.  1912- 

13;   discharge  Jan.  1- 

Dec.  31,  1912. 


Discharge    Jan-.    1-Dec. 
31.  1913. 

Discharge  Jan.  1-  Dec. 
31,  1913. 

Dlschnr«;e  msmts.  1913- 

11:  discharge  Jan.  1- 

Dec.   31,    1918. 
Dlsclmrgc   Jan.    l-Aiig. 

n,   1913. 
Dlsoharscp  msmts.    and 

gage  heights  Aug.  1.1 

Doc.  81,   1913. 


Discharge   Jan.    1-Aug. 
14,  1913. 


Discharge  msmts.  and 
gage  heights  Jan.  1- 
Dec.  31,  1913. 

Discharge  Jan.  1-Dec. 
81.   1913. 

Discharge  Jan.  1-Dec. 
31,  1913. 


Discharge    Jan.    1-Doc. 
81,  1918. 


Discharge    Jan.    1-Dec. 
31.  1913. 

Discharge    Jan.    1-Dec. 
31.  1913. 

Discharge    Jan.    1-Dec. 
81,    1913. 


Discharge    Jan.    1-Dec. 
31.  1913. 

Gage    heights    Jan.    1- 
Dec.   31,    1913. 

Discharge    Jan.    1-Dec. 
31.  1913. 


Data  in  1914  Report. 


Discharge  Jan.  1-Ang, 

7,  1914;  gage  beigbte 
Aug.    8-Sept.   80,   1914. 

Discharge  Jan.  1-Sept. 
30,  1914. 

Discbarge  Jan.  1-Sept. 
30.  1914. 


Discharge  msmts.  and 
gage  heights  Jan.  1- 
Sept.  30,   1914. 

Discharge  Jan.  1-Sept. 
.W.    11)14, 

Discharge    msmts.    and 

gage    neigbts   Jan.    1- 
ept.  80.   1914. 


!"l?'charge    Jan.    1-Sept. 
30.  1914. 

Mscharge  msmts.  Mar.- 
Sept.,  1914,  discharge 
Aug.  12-Sept.  30,  1914. 


Discharge    msmts.    and 

gage  heights  Jan.  19- 
ept.  30.   1914. 


Discharge    Jan.    1-Sept. 
30.  1914. 

Discharge    Jan.    1-Scpt. 
30.  1914. 

Discharge    Jan.    1-Sept. 
80,  1914. 


Discharge  Jan.  1-Sept. 
80.  1914. 

Discharge    msmts.    and 

gage  heights  May  11- 
ept.  80,  1914. 
Discharge   msmts.    1918- 
14;    discharge   Jan.    1. 
1910-Sppt.  30,  1914. 
Discharge  April  1,  1913- 
Sept.  30,  1914. 

Discharge  msmts.   1914; 

discharge  Oct.  1,  1913- 

Sept.  30,   1914. 
Discharge    Jan.    1-Sept. 

30.    1914. 

Dlsdiarge  msmts.  1913- 
14;  gage  heights  Jan. 
1-Sept.   30.    1914. 

Discharge  Jan.  1-Sept. 
30.   1914. 

Discharge  msmts.  and 
page  oeights  Jan.  1- 
Sept.   30,    1914. 

Discharife  Jan.  1-Sept. 
80,  1914. 

Discharge  msmts.  and 
gage  heights  July  28- 
Sept.  80.   1914. 
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TABLE  NO. 


Stream. 


Location. 


Established.    I    Dlscoo tinned. 


Tyirart  River 

Fetterman.    W.   Va..    . 

West  Fork  Rlrer.  

Enterprise.    W.  Va.,    . 

TooRhloKhcny  River 

Confluence,   Pa.,    

YouKbiogheny  River,    ..... 

ConnoUsvllle.    Pa.,    .. 

Youghiogbony  River,   

Fri ends vl lie,   Md 

Jane  3,  1907, 

Jnne  2,  1907, 

Sept.  15.  1904, 

July  22,  1908, 

Aug.  17,  1898, 


Dec.     31.  1904, 


Re-established. 


21 . — Continued . 
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Data  in  1910-11  Report. 


Dlscbaree   June  3.  1907- 

Dec.   SI.    1911. 
Discharse  June  2,   1907- 

Dec.   SI.    1911.  - 
Discharge  Sept.  18.  1904- 

Dec.   31.    1911. 
Discbarice    noamts.    190ft- 

12;   dlacharse  Jnly  28. 

19D8-Dec.  31,  1911. 
DLscbarKe  Ang.  17.  1898 

Dec.   81.    1904. 


Data  in  ] 

■ 

1 
1 

L912   RtBDort. 

• 

Data  In  1918  Report. 

Discharge 

81,  1912. 
Discharge 

31,  1912. 
Discharge 

31,  1912. 
Discharge 

81.  1912. 

Jan. 
Jan. 
Jan. 
Jan. 

1-Dec. 
1-Dec. 
1-Dec. 
1-Dec. 

Discharge  Jan.  1-Sopt. 

80.  1918. 
Discharge  Jan.  1-Sept. 

30,  1913. 
Discharge    Jan.    1-Dec. 

81,  1913. 
Discharge    Jan.    1-Dec. 

81,  1918. 

Data  In- 1914  Report. 


Discharge   Oct.   1.    1913- 

Sept.  30,   1914. 
Discharge   Oct.   1,    1918- 

Sept.  30.  1914. 
Discharge    Jan.    1-Sept. 

80.  1914. 
Discharge    Jan.    1-Sept. 

80,  1914. 
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STREAM  FLOW  CONDITIONS  DURING  THE  YEAR. 

The  stream  flow  reports  from  elanuary  to  September,  1014,  show 
that  the  early  part  of  the  period  was  characterized  by  excessive 
runoff,  while  later  a  heavy  deficiency  from  the  normal  flow  occurred. 
These  conclusions  are  based  on  the  flow  of  the  Susquehanna  River 
at  Harrisburg  for  24  years  and  a  ten  year  record  of  the  Allegheny 
River  at  Kittanning;  the  two  stations  together  controlling  55  per 
cent,  of  the  State. 

The  run-off  during  the  first  five  months  was  30  per  cent,  above  the 
normal  in  the  western  part  and  17  per  cent,  in  the  eastern.  The 
greatest  monthly  run-off  occurred  in  April  when  the  excess  over 
the  normal  in  the  west  was  72  per  cent,  and  75  per  cent,  in  the  e^isi. 

There  were  no  floods  of  imjfortance  except  on  the  Nortli  Branch 
of  the  Susquehanna  River  wheie  a  maximum  stage  of  28.4  feet  was 
reached  at  AVilkes-Harre  on  March  20,  1014.  The  highest  recorded 
stage  here  is  33.1  feet  which  occurrcnl  March  18,  1805.  The  maximum 
flow  at  Harrisburg  for  the  year  occurred  on  March  30th  and  was 
only  08  per  cent,  of  the  maximum  recorded  discharge  of  June  1st, 
1889.  During  July  several  sections  were  visited  by  cloud-bursts  of 
great  intensity,  the  most  noteworthy  being  on  Roaring  Brook  near 
Scran  ton  on  July  11th  when  |250,000  damage  was  done  to  bridges, 
railroads,  streets,  etc. 

During  the  four  months  of  June,  July,  August  and  September 
there  was  a  marked  deficiency  in  run-off,  most  apparent  in  western 
streams,  which  discharged  about  38  per  cent,  of  their  normal  flow, 
with  the  lowest  in  September  when  the  run-off  was  about  32  per 
cent,  of  the  normal.  The  Susquehanna  discharged  50  per  cent,  of 
normal  for  this  period:  lowest  in  September  when  it  fell  to  40  per 
cent.  During  the  period  of  low  flow  some  of  the  streams  attained 
lower  gage  heights  than  ever  previously  recorded,  more  particularly 
in  the  west  as  exemplified  by  Slippery  Rock,  Brokenstraw  and 
French  creeks  and  the  Shenango  River.  The  drought  was  felt  par- 
ticularly in  the  northwest  bv  industrial  concerns  and  in  the  anthra- 
cite  coal  regions  in  the  northeast  where  communities  and  industries 
suffered  from  water  vshortage. 

Ordinarily,  limestone  streams  draw  on  subterranean  sources  of 
su])ply  during  droughts  and  show  much  larger  rates  of  flow  than 
streams  draining  other  geological  formations.  In  this  drought,  while 
the  larger  limestone  streams  were  steadily  falling,  the  smaller  ones 
were  running  at  a  low  but  steady  flow  and  closely  ai)proached  their 
minimum  recorded  stages. 

SELECTION  OF  GAGING   STATIONS. 

The  selection  of  new  gaging  stations  is  governed  by  the  magnitude 
of  the  riv^r  or  stream,   the  possibility  of  increased  development 
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where  the  stream  is  used,  and  by  their  application  to  municipal  and 
commercial  water  supi)lie8,  and  storage  for  navigation  or  power. 
In  choosing  a  location  for  a  gage,  a  reconnaissance  is  made  of  the 
stream,  and  all  bridges  in  the  neighborhood  are  examined  to  obtain 
the  one  most  suitable.  Frequent  trouble  met  with  in  the  selection 
of  new  gaging  stations  is  the  absence  of  residents  in  the  vicinity 
of  otherwise  good  stations  to  read  and  report  the  gage  heights,  and 
this  sometimes  determines  the  final  selection,  while  other  requirements 
are  a  comparatively  smooth,  measurable  flow  and  accessibility  of  the 
site.  If  the  gage  is  erected  on  a  bridge,  the  approaches  should  be 
high  enough  to  prevent  overflow,  there  should  be  a  good  handrail  to 
which  the  gage  can  be  attached  and  the  bridge  should  cross  the  stream 
at  or  as  near  a  right  angle  with  the  flow  as  possible. 

The  gaging  station  on  Shohola  Creek  at  Lords  Valley  was  dis- 
continued on  account  of  the  difficulty  in  securing  observers  and  the 
inaccessibility  of  the  station  which  made  it  difficult  to  make  meter 
measurements  at  gage  heights  necessary  for  rating  the  station.  An 
effort  will  be  made  to  relocate  this  gage  farther  downstream  at  a 
more  favorable  point. 

AUTOMATIC    GAGE. 

A  gage  which  correctly  records  river  stages  automatically  is  much 
to  be  desired  and,  after  an  unsatisfactoiy  trial  with  a  float  type 
gage,  a  recording  pressure  gage  has  been  secured  which  will  be 
given  a  thorough  test  at  the  gaging*  station  on  the  Susquehanna 
River  at  Harrisburg.  This  gage  consists  of  a  diaphragm  exposed 
on  one  side  to  varying  pressures  corresponding  to  the  fluctuating 
stages  of  the  river,  and  on  the  other  side  to  an  air  column  in  a 
small  rubber  tube  actuating  a  jminter  in  the  recording  apparatus, 
at  the  end  of  which  a  pen  traces  on  a  graduated  chart  an  ink  hydro- 
graph  of  the  river  stages.  This  automatic  gage  has  been  in  operation 
since  October  and  it  will  be  necessary  to  try  it  through  varying  condi- 
tions of  climate  and  river  discharge  before  its  efficiency  can  be 
determined. 

INSPECTION  TRIPS. 

Each  gaging  station  has  been  visited  at  least  twice  during  the 
year  when  discharge  measurements  were  taken  and  the  gages,  which 
are  mostly  of  the  chain  type,  leveled  from  bench  marks.  During 
these  inspection  trips  imperfect  gages  are  repaired  or  replaced  and 
during  the  summer  of  1914,  nineteen  old  gages,  shown  in  Table  No. 
22,  were  renewed. 
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TABLE  NO.  22. 

Stations  Provided   With  New  Gages. 


Stream. 


Location. 


Lackawaxen    River Hawley. 

Analomlnk   Creek HenryviUe. 

BushklU    Greek Shoemakers. 

Lycoming   Creek,    Trout  Run. 

Raystown   Brancli.    Juniata    River,    Saxton. 

Yellow    Breeches    Creek Olmsteds   Mill. 

Conewango  Creek,    Frewsburg. 

Kinsua    Creek '. Dewdrop. 

Oil    Creek Rousevlllc. 

North    Branch,    French    Creek,    Klmmeytown. 

French    Creek,    Carlton. 

Allegheny    River ' Klttannlng. 

Crooked    Creek,    Hlleman's  Farm. 

Black    Lick    Creek Blackllck. 

Kiskimlnltas     River I  Avonmore. 

Loyalhanna    Creek,     New    Alexandria. 

Casselman    River Markleton. 

laurel    Hill    Creek '  Urslna. 

Yonghiogbeny  River,   I  Confluence. 


From  January  1st  to  September  80tb,  73  discharge  measurements 
were  made  in  the  Delaware  Basin,  164  in  the  Susquehanna  Basin,  and 
124:  in  the  Ohio  Basin,  a  total  of  361  measurements.  A  large  num- 
ber made  in  August  and  September,  when  the  streams  were  un- 
usually low,  have  added  valuable  data  to  the  low  flow  records,  while 
many  measurements  were  also  made  during  the  March  floods.  The 
discharge  measurements  are  taken  with  the  meter  placed  preferably 
at  two- tenths  and  eight- tenths  depths,  although  the  next  preference 
is  the  six-tenths  depth  measurement  while,  during  floods,  surface 
measurements  are  taken.  Observations  for  vertical  velocity  curves 
are  also  made  in  order  to  determine  the  value  of  the  mean  velocity 
coefficient. 

CHECKING    OBSERVERS. 

One  class  of  field  work  is  the  inspection  of  the  work  of  gage 
leaders  by  a  hydrographer  visiting  the  stations  and  taking  a  number 
of  gage  height  readings  together  with  current  meter  discharge  meas- 
urements. A  reford  in  the  office  shows  the  comparison  between  the 
inspector's  gage  heights  and  those  reported  by  the  observers  and, 
in  this  way,  unreliable  and  careless  observers  are  detected.  This 
has  increased  efficiency  and  raised  the  general  standard  of  the  ob- 
servers' reports. 

OFFICE  METHODS. 

Cards  containing  reports  of  daily  gage  heights  are  received  weekly 
from  each  observer  while  important  flood  warning  stations  report 


daily.  Each  observer  is  provided  with  a  notebook  in  which  he  enters 
the  gage  height  as  soon  as  observed,  and  this  book  is  returned  to  the 
office  every  four  months. 

A\lien  leturning  from  a  trip,  the  field  notes  of  engineers  and 
hydrographers  are  copied  in  books  which  remain  in  the  office  and 
the  field  books  are  filed ;  the  measurements  are  then  computed, , 
diecked  and  the  results  copied  on  sheets  and  plotted  on  discharge, 
a:ea  and  velocity  curves;  the  results  of  the  leveling  are  written  on  a 
j^Iieet  known  as  **notes  on  gage''  from  which  corrections  to  the  gage 
hei<»hts  are  tabulated  on  a  sheet  called  "corrections  to  gage."  Under 
each  station  aie  filed  a  description  of  the  gaging  station,  sheet 
showing  how  the  drainage  aiea  was  computed,  notes  on  gage,  cor- 
KM'tions  to  gage  heights,  discharge  measurement  sheet,  discharge 
table,  sheets  of  daily  discharge  and  sheets  of  monthly  discharge. 

CURVES. 

When  the  area,  velocity  and  discharge  curves  are  plotted,  it  is 
frequently  found  that  changes  have  occurred  in  the  cross-section 
of  the  channel,  and  the  points  do  not  plot  on  curves  which  were 
pieviously  accepted  so  that  it  becomes  necessarj'  to  procure  additional 
data  required  to  change  the  curve  so  that  it  will  fit  the  new  condi- 
tions; Thirteen  discharge  curves  have  been  thus  revised  this  year; 
6  stations,  whose  discharges  had  not  been  published  hitherto,  were 
lated  and  the  results  published  in  this  report  under  Schuylkill 
River  at  Reading,  Raystown  Bianch  Juniata  River  at  Saxton, 
Pvmatuning  Creek  at  C)rangeville,  Little  Shenango  River  at  Qreen- 
ulle,  Shenango  River  at  Kew  Castle  and  the  Mahoning  River  at 
Lawrence  Junction. 

Due  to  the  long  time  usually  required  to  obtain  low,  high  and 
medium  stage  measurements,  a  number  of  stations  have  not  been 
rate<l  so  that  their  discharges  cannot  be  published.  Low  and  medium 
measurements  can  be  obtained  more  readily  than  high  ones  since 
high  stages  occur  infrequently  and  fluctuate  rapidly,  often  prevent- 
ing hydrographers  from  securing  high  measurements.  For  these 
reasons  and  because  a  large  number  of  stations  have  been  established 
during  the  past  two  years,  7  stations  in  the  Delaware,  14  in  the 
Susquehanna  and  11  in  the  Ohio  basin  have  not  been  rated.  Provi- 
sional ratings  have  been  made  of  some  of  these  stations,  but  their 
accuracy  is  not  yet  sufficiently  assured  to  warrant  publishing  dis- 
charge. These  stations  are  of  comparatively  little  value  until  a 
sufficient  number  of  discharge  measurements  have  been  obtained  to 
determine  curves  of  discharge.  In  order  to  secure  a  record  showing 
the  dependable  yield  of  the  streams  and  on  account  of  the  value 
of  the  data,  the  stations  should  be  maintained  indefinitely  after 
they  are  rated. 
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There  are  still  some  large  streams  whose  flow  is  not  known,  as 
well  as  hundreds  of  smaller  ones,  which  are  becoming  more  valuable 
each  year  and  whose  flow  should  be  known.  It  is  necessary  and 
becomes  the  duty  of  the  State  as  the  conservator  of  its  natural 
resources  to  maintain  the  present  gaging  system  and  to  extend 
it  in  so  far  as  jwssible  over  large  and  small  streams.  Eight  men 
are  engaged  on  this  work  including  the  oflftce  and  field  force,  a 
number  inadequate  for  efficiently  prosecuting  it  on  a  larger  scale. 

EXPLANATION   OF   TERMS. 

The  volume  of  water  flowing  in  ^  stream  is  expressed  in  various 
terms  which  may  be  divided  into  two  groups: 

(1)  Those  which  represent  a  late  of  flow;  as,  second-feet,  gallons 
per  minute,  and  runoff  in  second-feet  per  square  mile,  and  (2) 
those  which  represent  the  actual  quantity  of  water;  as,  run-off  in 
depth  in  inches.  The  units  used  in  this  series  of  reports  are  second- 
feet,  second  feet  per  square  mile  and  run-off  in  inches. 

"Second-feet"  is  an  abbreviation  for  cubic  foot  per  second  and  is 
the  unit  for  the  rate  of  discharge  of  water  in  a  stream  1  foot  wide, 
1  foot  deep,  flowing  1  foot  per  second.  It  is  generally  used  as  a 
fundamental  unit  from  which  others  are  computed  by  the  use  of 
the  factors  given  in  the  table  of  equivalents  given  below. 

"Second-feet  per  square  mile"  is  the  average  number  of  cubic 
feet  of  water  flowing  from  each  square  mile  of  area  drained,  on  the 
assumption  that  the  run-off  is  distributed  uniformly  in  time  and  area. 

"Runoff  in  inches"  is  the  depth  to  which  the  drainage  area  would 
be  covered  if  all  the  water  flowing  from  it  in  a  given  period  were 
conserved  and  uniformly  distributed  on  the  surface.  It  is  used 
for  comparing  run-oft'  with  rainfall,  which  is  usually  expressed  in 
depth  in  inches. 

"Gage  height"  is  a  term  used  to  indicate  the  fluctuating  stages 
of  a  stream  at  a  particular  point,  with  reference  to  an  established 
datum  which  does  not  change,  (lage  height  has  no  reference  to  the 
depth  of  the  water  but  is  merely  the  elevation  of  the  water  surface 
above  a  fixed  point,  w^hile  the  zero  of  gage  heights  is  generally  below 
the  minimum  stage.  For  example,  at  WilkesBarre,  on  the  North 
Branch  of  the  Susquehanna  River,  when  the  gage  height  is  4.35  feet 
the  maximum  depth  in  the  river  at  that  point  is  18.5  feet. 

CONVENIENT   EQUIVALENTS . 

The  following  is  a  list  of  convenient  equivalents  for  use  in  hydraulic 
computations: 

1  second-foot  equals  7.48  IT.  S.  gallons  per  second;  equals  448.8 
gallons  per  minute;  equals  646.272  gallons  for  one  day. 

1  second-foot  equals  6.23  British  Imperial  Gallons  per  second. 
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1  second-foot  for  one  year  covers  1  square  mile  1.181  feet  or  13.57 
inches  deep. 

1  gecond-foot  for  one  year  equals  31,536,000  cubic  feet. 

1  second-foot  for  one  day  covers  1  square  mile  0.03719  inch  deep. 

1  second-foot  for  one  28-day  month  covers  1  square  mile  1.041  inches 
deep. 

1  second-foot  for  one  29-day  month  covers  1  square  mile  1.079  inches 
deep. 

1  second-foot  for  one  30-day  month  covers  1  square  mile  1.116  inches 
deep. 

1  second-foot  for  one  31-day  month  covers  1  square  mile  1.153  inches 
deep. 

1  foot  per  second  equals  0.68  miles  per  hour. 

100  United  States  gallons  per  minute  equals  0.223  second-feet. 

1,000,000  United  States  gallons  per  day  equals  1.55  second-feet. 

1  inch  deep  on  1  square  mile  equals  2,323,200  cubic  feet. 

1  mile-foot  is  12  inches  depth  on  one  square  mile  and  equals 
27,878,400  cubic  feet. 

1  cubic  foot  equals  7.48  gallons. 

1  cubic  foot  of  water  weighs  62.5  pounds. 

1  horse-power  equals  550  foot-pounds  per  second. 

1  horse-power  equals  746  watts;  1  kilowatt  equals  1.34056  H.  P. 

1  horse-power  equals  1  second-foot  falling  8.80  feet,  100  per  cent, 
efficiency. 

Sec.  ft.  X  fall  in  feet 

To  calculate  water  power  quickly =  net 

11 
horse  power  on  shaft  of  water  wheel  realizing  80  per  cent,  of  theoreti- 
cal power. 

FLOOD  WARNING  SERVICE. 

The  Flood  Warning  Service,  organized  by  virtue  of  the  Act  of 
May  23,  1913,  has  proven  itself  of  value  to  the  Commonwealth  and 
worthy  of  perpetuation.  The  Flood  Warning  Act  was  reprinted 
in  the  1913  Report,  page  83. 

The  service  has  been  extended  over  a  much  larger  portion  of  the 
State  and  additional  stream  gaging  and  precipitation  stations  have 
been  established.  The  following  statement  covers  the  period  January 
1st,  1914  to  September  30th,  1914,  in  order  to  conform  to  that  of 
the  Hydrographic  Division,  of  which  it  is  a  part. 

GAGES   AND   GAGING   STATIONS. 

The  watersheds  of  the  Allegheny  and  Monongahela  rivers  are 
more  completely  gaged  than  any  other  streams  in  Pennsylvania  and 
no   additional  gaging  stations  have  been  established   in  the  Ohio 
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Drainage  Basin  for  flood  warning  purposes.  With  long  time  records 
and  comprehensive  data,  one  of  the  best  forecasting  systems  of  the 
country  has  been  developed  for  the  western  part  of  Pennsylvania. 
There  are  56  gages  operated  in  the  Ohio  Drainage  Basin  within  the 
limits  of  this  State,  of  which  40  are  regular  gaging  stations  and  16 
are  gage  height  stations,  while  several  other  gages  furnish  partial 
records  and  could  be  readily  linked  with  the  system  if  desirable.  Two 
gage  height  stations  have  been  added  to  the  forecasting  system  of 
the  West  Branch  Watershed  of  the  Susquehanna  River,  since  the  last 
report,  at  Driftwood  and  Sinuemahoning,  Cameron  County. 

The  Driftwood  gage  is  on  the  Driftwood  Branch  of  Sinuemahoning 
Creek  near  its  mouth  and  the  Sinnemahoning  gage  is  on  Sinuemahon- 
ing Creek  just  above  the  mouth  of  the  First  Fork.  These  gages  are 
painted  on  bridge  piers  and  weT'C  intermittently  operated  for  several 
years  prior  to  1905.  The  recoids  of  these  stations  have  been  of  value 
in  determining  relations  with  other  gages  in  this  watershed,  but  their 
value  will  be  enhanced  by  additional  high  stage  readings.  The 
observers  read  the  gages  during  excessive  flow  in  the  streams  and 
submit  reports  by  telegraph,  no  attention  being  given  to  low  gage 
heights. 

There  are  20  gages  maintained  in  the  West  Branch  Watershed  of 
the  Susquehanna  River,  14  regular  gaging  stations  and  6  gage 
height  stations.  Fourteen  of  those  which  were  established  for  flood 
warning  purposes  are  located  as  shown  in  Tables  Nos.  23  and  24. 

TABLE  NO.  23. 
Flood  Warning  Stations  in  West  Branch  Susquehanna  River  Watershed. 


stream. 


BufTalo  Creek 

Chest  Creek 

Clearfield    Creek 

Driftwood    Branch,    Sinnemahon!ng    Creek,     — 

Kettle    Creek 

L.vcoininjf    Creek,     

Mosbannon    Creek 

Susquehanna  River 


Location. 


I.ewlsburp,    Union   County. 
St.   I.u,   Clearfield   County. 
IHineling,    Clearfield    County. 
Sterling  Run.    Cameron  County. 
7  eidy,  Clinton  County. 
Trout  Run,    Lycoming  County. 
Wlnburne.   Clearfield  County. 
Bower,    Clearfield    County. 


TABLE  NO.  24. 
Gage  Height  Stations  in  West  Branch  Susquehanna  River  Watershed. 


stream. 


Driftwiod    Braucli,    SiniuMunliouinK  Creek, 

Sinuemahoning    Cr«'t»k 

Susquehanna   River, 

Suiiquehanun    River,    , 

Susquehanna   River,    

Snaquehanna  River,    , 


Location. 


Driftwood.    Cameron    (bounty. 
Shmemahoning,  Cameron  County. 
Clearfield,    Clearfield   County. 
Jersey   Shore.    Clinton  Counb". 
I-^wisburg.    Union   County. 
Look  Haven,  Lycoming  County. 
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Gage  heights  were  observed  at  AUenwood,  Keating  and  Karthaus 
for  several  years  and  it  is  probable  that  relations  can  be  determined 
between  these  and  other  gages  in  this  watershed,  and  gage  readings 
resumed  at  these  locations  advantageously  to  the  system. 

As  a  result  of  the  reconnoissance  of  the  North  Branch  of  the 
Susquehanna  River  and  its  principal  tributaries  within  the  limits 
of  Pennsylvania,  the  following  stations  were  established: 

TABLE  NO.  25. 
New  Gaging  Stations  on  North  Branch  Susquehanna  River  Watershed. 


stream. 

■ 

■            "¥ — 

Location. 

Bowman    Creek.    

EatOQville,    Wyoming   County. 
Bloomsburg,    Columbia    County. 
Meboopany,   Wyoming  County. 
Towanda,     Bradford    County. 
Monroeton,   Bradford  County. 
Dixon,    Wyoming    County. 

FlBhlJDK    Creek 

Meboopany    Creek 

SnciQiiehanDa   River. ..» 

Towanda   Creek,     -rr..  .,- 

TuDkbannfMTk   Creek-.    

In  addition  to  these  stations,  gage  readers  at  Chemung  and  Corn- 
ing, on  the  Chemung  River  in  New  York,  submit  telegraphic  reports 
during  high  water.  Gage  heights  have  been  observed  at  Towanda 
since  October  1, 1892,  furnishing  valuable  information  for  forecasting 
calculations.  To  change  this  gage  height  station  into  a  regular 
gaging  station,  an  observer  was  employed  and  discharge  measure- 
ments made.  Gaging  stations  are  also  maintained  at  Danville, 
Moosic,  Wilkes-Barre  and  Wyalusing  from  which  regular  reports  are 
received  and  valuable  data  have  been  assembled  for  flood  warning 
predictions.  There  are  three  gage  height  stations  along  the  main 
stream  at  Catawissa,  Creasy  and  East  Bloomsburg,  at  which  high 
water  readings  have  been  occasionally  observed  and  if  a  relation 
with  other  stations  can  be  determined  upon,  these  gages  will  prob- 
ably be  included  in  the  system. 

No  additional  gages  have  been  installed  in  the  Juniata  River 
Watershed  for  flood  warning  use,  but  there  are  five  regular  gaging 
stations  maintained  in  this  drainage  area  from  which  regular  reports 
are  received. 

Gage  height  stations  were  operated  at  Lewistown  and  Mifflin  for 
several  years  and  they  will  probably  be  again  operated  for  flood 
predictions. 

The  Selinsgrove  gage  height  station  which  has  been  added  to  the 
system  was  established  on  October  1,  1892  and  has  since  been  con- 
tinuously operated.  It  is  on  the  Susquehanna  River  about  five  miles 
below  the  confluence  of  the  North  and  West  Branches  and  the  records 
of  high  flow  show  a  good  relation  with  the  Harrisburg  gage,  but  the 
time  interval  between  these  stations  is  short. 
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Harrisburg  is  a  regular  gaging  station  and  the  Harrisburg,  Selius- 
grove  and  Holtwood  gages  are  tlie  only  ones  operated  on  the  main 
stream.  There  are,  however,  regular  gaging  stations  on  Conodo- 
guinet,  Yellow  Breeches  and  Swatara  creeks,  which  are  large  tribu- 
taries. 

A  reconnaissance  of  the  Schuylkill  River  resulted  in  establishing 
the  following  gaging  stations,  which  are  maintained  for  flood  warning 
purposes. 

TABLE  NO.  26. 

New^  Gaging   Stations  on  the  Schuylkill  River. 


stream. 

Location. 

Schuylkill    River 

CoDshohockon,    Montsromery    County. 
Molhio.    Schuylkill   County. 

Little    Schuylkill    River 

Schuylkill    River 

Heading,    Berks  County. 

Schuylkill    Haven,    Schuylkill    County. 

Schuylkill    River 

At  Reading  a  gage  height  station  has  been  operated  by  the  U.  S. 
Weather  Bureau  since  August  1,  1904,  and  it  is  believed  that  the 
record  will  be  of  assistance  in  forcasting  work.  The  new  gage  is  at 
the  Perin  Street  Bridge  which  is  about  three-quarters  of  a  mile 
upstream  from  the  Weather  Bureau  station  and  was  established 
for  three  reasons:  Discharge  measurements  are  not  possible  at  the 
former  gage,  its  location  does  not  permit  of  convenient  telegraphic 
service  and  during  high  stages  the  gage  is  not  accessible. 

There  is  a  regular  gaging  station  at  Graters  Ford,  Montgomery 
County,  on  Perkiomen  Creek,  a  large  tributary  of  the  Schuylkill 
River,  and  several  gage  height  stations  along  the  main  stream,  which 
are  operated  by  the  Schuylkill  Navigation  Company,  should  be  con- 
nected with  the  system. 

There  are  at  present  aside  from  the  above  mentioned  stations, 
17  gages  maintained  in  the  Delaware  drainage  basin,  several  of  which 
are  in  New  York  and  New  Jersey,  and  no  additional  gages  have  been 
established  along  the  main  river  or  its  smaller  tributaries  for  flood 
warning  purposes. 

As  this  river  is  influenced  by  tributary  drainage  from  other 
states,  it  would  be  necessary  to  have  gages  outside  of  the  State  or 
co-operate  with  other  systems  before  flood  heights  can  be  accurately 
predicted  along  this  stream.  This  river  has  probably  been  visited 
by  floods  to  the  same  extent  as  other  streams,  yet  the  amount  of 
damage  encountered  therefrom  has  been  less  than  along  any  other 
river  in  this  State  owing  to  topographical  features  and  the  sparse 
population. 
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RESUME. 

There  are  44  stations  maintained  for  flood  warning  purposes  of 
which  20  were  established  pursuant  to  the  requirements  of  the 
Flood  Warning  Act  Of  these  26  stations,  19  are'  regular  gaging 
stations  and  7  are  gage  height  stations,  12  gages  having  been  in- 
stalled in  1913  and  14  in  1914. 

VB3LOCITY  MEASUREMENTS. 

At  the  stations  maintained  for  flood  warning  purposes  247  velocity 
measurements  have  been  made,  of  which  151  were  at  stations  es- 
pecially established  for  flood  warning  studies.  Of  the  247  measure- 
ments taken,  57  were  made  in  1913  and  190  in  1914.  Of  the  151 
measurements  taken  at  stations  especially  established  for  flood  warn- 
ing studies,  23  were  made  in  1913  and  128  in  1914. 

From  these  velocity  measurements  the  stream  discharges  have 
been  calculated  and  the  results  embodied  in  the  annual  reports. 
Unfortunately  no  high  discharges  have  occurred  on  streams  where 
gages  have  been  recently  installed  and  the  data  thus  far  collected 
is  of  little  assistance  in  flood  warning  studies  though  of  value  for 
other  hydrographic  considerations. 

GAGE  HEIGHTS. 

Gage  heights,  or  water  surface  elevations  above  a  known  datum, 
are  the  basis  of  all  hydrographic  studies  and  calculations,  what- 
ever the  ultimate  desired  results  may  be.  It  is  the  height  of  water 
and  not  the  quantity  or  discharge  which  is  significant  to  the  layman. 
The  gage  height  is  used  in  flood  predictions  and  determines 
navigability  and  is  the  figure  used  by  the  press,  lawyer,  judge  and 
jury. 

Gage  heights  have  been  systematically  observed  in  Pennsylvania 
for  over  60  years  though  until  recently  neither  Federal  nor  State 
authorities  have  given  particular  attention  to  observations  of  greatest 
importance  to  flood  warning  calculations,  namely,  the  crest  or  max- 
imum stage  of  a  freshet  or  flood  and  the  time  when  it  actually  oc- 
curred. In  flood  studies  and  calculations  it  has  been  necessary,  with 
but  few  exceptions,  to  plot  hydrographs  and  prolong  rising  and  fall- 
ing stages  to  an  intersection  in  order  to  closely  approximate  the 
crest  and  the  time  when  it  occurred.  Extra  gage  readings  were 
occasionally  taken  by  observers  during  high  stages,  although  the 
maximum  observed  readings  taken  by  them  were  not  necessarily  the 
maximum  stages  during  any  particular  flood  and  care  should  be 
exercised  in  their  use  as  they  are  often  misleading. 

Daily  reports  are  received  from  the  important  river  stations  and 
hydrographs  are  plotted  daily  showing  the  exact  conditions  of  the 
streams  at  all  times.    Whenever  the  flow  in  the  tributaries  approach 
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discharges  which  would  accumulatively  give  flood  stages  in  the  main 
streams,  or  the  river  gage  heights  in  the  upper  watersheds  approach 
stages  which  would  give  flood  heights  at  lower  stations,  telegraphic 
reports  are  received  morning,  noon  and  night,  from  observers. 

PRECIPITATION  AND  RAINFALL  STATIONS. 

Precipitation  in  the  form  of  rain,  snow  or  sleet,  is  the  prime 
factor  to  be  considered  in  all  flood  forecasting  calculations.  During 
the  summer  the  amount  and  intensity  of  the  precipitation  are  the 
important  factors  which  affect  stream  stages,  while  in  the  winter 
and  early  spring  temperature  is  an  important  consideration. 

Rainfall  is  extensively  measured  in  Pennsylvania.  In  addition 
to  about  100  rainfall  stations  maintained  by  the  United  States 
Weather  Bureau  and  many  others  operated  by  individuals,  corpora- 
tions and  private  enterprises,  the  Water  Supply  Commission  has 
established  18  stations,  which  are  shown  in  the  following  tables: 


TABLE  NO.  27. 

Rainfall   Stations  Established   During   1914. 


Place. 

County. 

ni&ridfire 

Westmoreland    County. 

If  ArrisDurff 

Dauphin  County. 

Mnrravsvill^ 

Westmoreland    County. 

Summit 

Crawford  County. 

Trft  ffoni        

Westmoreland    County. 

Tmnsf  er » •• •••• 

Mercer   County. 

TABLE  NO.  28. 
Rainfall  Stations  Established  by  Water  Supply  Commission. 


Place. 


Clarldge 

Cloe 

Creekside,    

Cresson 

Eaglesmere,  . . . 
Falls   Creek,    ... 

Glenhazel 

Hadley 

Harrlsburg 

Llnesville 

Murray  svllle. 
Pleasant  Mount, 

Summit 

Trafford,     

Transfer,    

Tumersvllle,  . . . 
Union  City,  ... 
Westford,     


(}ounty. 


Westmoreland    County. 
Jefferson  County. 
Indiana  County. 
Clearfield  County. 
Sullivan   County. 
Clearfield  County. 
Elk  County. 
Crawford  County. 
Dauphin   County. 
Crawford  County. 
Westmoreland    County. 
Wayne  County. 
Crawford  County. 
Westmoreland    County. 
Mercer   County. 
Crawford  County. 
Brie    County. 
Crawford  County. 
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Weekly  reports  are  received  from  rainfall  stations  stating  the 
amount  and  nature  of  the  precipitation  together  with  soil  conditions, 
temperature  and  amount  of  accumuhited  snow  upon  the  ground. 
Whenever  the  rainfall  amounts  to  one  inch  or  more  in  24  hours 
during  the  months  of  December,  January,  February,  March,  and 
two  inches  during  the  other  months,  telegraphic  reports  are  sub- 
mitted. 

In  January  the  average  precipitation  for  the  State  was  3.37  inches 
or  0.14:  inch  greater  than  the  average  for  the  last  25  years.  In  the 
western  part  of  the  State  and  the  mountain  districts  the  greater  por- 
tion of  this  fell  in  the  form  of  snow,  while  in  tlie  southeastern  portion 
it  was  mostly  rain.  The  average  snowfall  for  the  entire  State  was 
slightly  over  2.0  inches  while  tlie  greatest  was  at  Somerset,  being 
34.9  inches. 

In  February  the  precipitation  was  generally  deficient  except  in 
the  mountain  districts  wliere  theie  was  a  moderate  excess,  and  was 
largely  in  the  form  of  snow  which  averaged  23.5  inches  for  the  State, 
being  the  heaviest  February  snowfall  since  1908.  In  some  of  the 
mountain  districts  the  accumulated  snow  was  the  greatest  for  many 
vears.  Somerset  had  a  total  snowfall  for  the  month  of  53.0  inches, 
it  being  the  heaviest,  with  two  exceptions,  during  the  last  27  years. 

The  precipitation  for  March  was  little  more  than  two-thirds  of  the 
March  average  except  in  the  northeastern  part  of  the  State  where 
there  was  a  slight  excess.  It  occurred  largely  as  snow  which  was  un- 
usually heavy  in  tlie  southeast  and  over  the  watershed  of  the  North 
Branch  of  the  Susquehanna  River.  Moderate  rains  during  the  latter 
part  of  the  month  melted  the  snow  and  raised  many  of  the  streams 
to  high  stages. 

The  average  precipitation  for  the  State  during  April  was  4.66 
inches,  or  about  35  per  cent,  above  the  April  average  during  the  last 
27  years.  The  excess  was  quite  uniform  in  the  western,  northern  and 
mountain  districts,  while  in  the  southeast  there  was  a  slight  defi- 
ciency. 

In  May  more  than  three-fourths  of  the  total  rainfall  occurred  dur- 
ing the  first  half  of  the  month,  being  generally  excessive"  in  the  north 
and  especially  in  the  northeast,  while  there  was  considerably  less 
than  the  May  average  across  the  southern  half  of  the  State.  The 
average  excess  in  the  northern  half  was  about  20  per  cent.,  while  in 
the  southern  half  the  average  deficiencj'^  was  about  40  per  cent. 

The  discharge  at  the  Harrisburg  station,  which  controls  the  largest 
drainage  area  in  Pennsylvania,  was  17  per  cent,  in  excess  of  the 
normal  for  the  first  five  months  and  inasmuch  as  both  run-off  and 
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precipitation  were  excessive,  the  Commonwealth  probably  escaped 
some  destructive  floods  owing  to  moderate  temperature  and  precipi- 
tation. 

Pennsylvania  has  been  fortunate  in  not  having  a  large  storm, 
similar  to  the  one  experienced  in  the  Ohio  Valley  during  1913, 
centered  over  any  of  its  drainage  basins.  This  storm,  though  of 
greater  intensity  than  the  one  which  visited  Pennsylvania  in  1889, 
has  been  surpassed  by  storms  further  west.  It  is  conceivable  that  if 
a  storm  of  similar  magnitude  to  those  which  have  occurred  over  neigh- 
boring states  centers  itself  over  Pennsylvania  under  similar  condi- 
tions, the  resulting  floods  would  exceed  all  former  records.  Even  a 
storm  of  the  same  precipitation  as  that  of  1889,  under  similar  condi- 
tions, would  give  flood  heights  of  greater  amplitude  than  those 
previously  experienced  owing  to  stream  encroachments  which  were 
carried  qn  for  many  years  previous  to  the  enactment  of  laws  which 
gave  the  Water  Supply  Commission  authority  to  prohibit  their  con- 
struction. 

FLOOD  WARNINGS. 

Forecasting  maximum  stages  to  be  expected  along  Pennsylvania 
streams  is  quite  different  from  similar  work  on  large  rivers  where 
the  flood  crest  can  be  traced  from  a  station  near  its  source  to  its 
mouth.  On  the  North  Branch  of  the  Susquehanna  River  flood  crests 
frequently  occur  at  Binghamton  and  Wilkes-Barre  at  the  same  time, 
notwithstanding  that  Binghamton  is  about  130  miles  above  Wilkes- 
Barre.  The  West  Branch  of  the  Susquehanna  River  often  crests  at 
Clearfield,  Renovo  and  Williamsport  about  tlie  same  time,  although 
Clearfield  is  130  miles  and  Renovo  60  miles  above  Williamsport. 
On  swift  running  streams  it  is  frequently  impossible  to  make  a  fore- 
cast for  more  than  24  hours  in  advance,  wliile  on  the  large  and  slower 
moving  rivers  they  can  be  made  accurately  four  or  more  days  in 
advance. 

Studies  of  forecasting  methods  applied  to  Pennsylvania  streams 
divide  themselves  into  three  distinct  phases:  Relation  curves,  com- 
pilation of  discharges,  and  empirical  formulae. 

When  there  are  no  large  tributaries  entering  a  stream  between 
stations,  crest  relation  and  time  curves  may  be  plotted  and  used 
with  satisfactory  lesults.  On  other  streams,  where  large  tributaries 
enter  between  gaging  stations,  a  compilation  of  discharges  of  the 
several  tributaries  and  main  stream,  applied  to  a  station  below,  give 
reasonable  accuracy.  For  forecasting  probable  heights  to  be  expected 
at  stations  along  a  large  river  below  the  confluence  of  two  or  more 
important  branches  it  has  been  found  that  certain  empirical  formulae, 
applied  to  stations  on  the  streams  above  the  confluences,  give  the  best 
solution. 
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The  only  stream  to  overflow  its  banks  in  flood  stage  since  the 
passage  of  the  Flood  Warning  Act,  was  the  North  Branch  of  the 
Susquehanna  River  which  furnished  the  first  and  only  real  test  of 
the  State  Flood  Warning  Service.  On  Friday  morning,  March  27, 
1914,  gage  height  reports,  received  by  the  Water  Supply  Commis- 
sion, showed  that  fairly  high  stages  might  occur  along  the  streams 
of  the  Susquehanna  Valley  but  that  damaging  heights  would 
probably  occur  only  along  the  North  Branch.  It  was  predicted  that  at 
Wilkes-Barre  a  stage  of  23  feet  would  be  reached  on  the  morning 
of  the  28th  and  a  warning  to  that  effect  was  accordingly  telegraphed 
to  the  newspapers  of  that  city.  The  estimated  stage  of  23  feet,  which 
was  5  feet  above  danger  line,  reached  that  city  at  6.00  A.  M.  on 
Saturday  morning,  the  28th,  as  predicted.  Later  reports  received 
Friday  night  and  Saturday  morning  indicated  that  additional  rain 
liad  fallen  and  that  the  upper  tributaries  were  rising  rapidly,  showing 
that  higher  stages  would  be  reached  on  Sunday.  On  Saturday,  the 
28th,  morning  estimates  were  made  for  points  along  the  North 
Branch  and  sent  over  the  wires  to  the  cities  and  towns  involved. 
The  predicted  stages  and  the  maximum  stages  which  actually  oc- 
eun*ed  are  shown  in  the  following  table: 


TABLE  NO.   29. 
Predicted  and  Actual  Stages  on  North  Branch,  Snsquehanna  River,  March  28,  1914. 


Location. 


I 
H 


CorntDg 

Cbemnng,     . . . 
BiDghamton, 
Towanda. 
WUkes-Barre, 


16.5 
17.5 
18.8 
20.5 
28.5 


16.6 
17.6 
18.5 
20.2 
26.4 


At  Wilkes-Barre  and  vicinity,  where  the  river  rose  proportionately 
higher  than  at  other  points,  reaching  a  stage  10.5  feet  above  the  dan- 
ger stage  on  Sunday  morning,  the  maximum  height  came  within 
one-tenth  of  a  foot  of  the  stage  predicted  by  the  Commission  and 
arrived  within  one  hour  of  the  predicted  time. 

The  damage  done  at  Wilkes-Barre  and  in  the  valley  of  the  North 
Branch  of  the  Susquehanna  River  above  and  below  that  city  was 
considerable,  estimated  at  about  ?30,000,  yet  the  loss  was  greatly 
curtailed  by  the  early  accurate  warnings. 
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During  the  construction  of  the  Susquehanna  River  Dam  at  Harris- 
burg  and  the  river  front  wall,  close  communication  was  kept  with 
the  upstream  stations  and  many  times  warnings  were  issued  to  the 
contractors  from  24  to  36  hours  in  advance  of  approaching  freshets 
which  would  have  seriously  damaged  their  work  and  plants  had  they 
come  unexpectedly.  These  contractors  estimated  that  on  one  occasion 
they  were  saved  f3,500,  a  sum  equivalent  to  35  per  cent,  of  the  appro- 
priation for  the  Flood  Warning  Service. 

The  demands  of  the  public  for  information  concerning  the  rivers 
are  persistently  increasing  which  is  evidence  of  the  eflBciency  and 
popularity  of  the  Service.  Its  cost  is  insignificant  while  its  direct 
benefits  to  municipalities  and  commercial  interests  can  be  measured 
only  by  much  larger  amounts. 

During  the  last  century  there  have  been  several  great  floods  in 
iPennsylvania,  the  largest  of  which  have  been  caused  by  excessive 
precipitation  while  others  have  been  augmented  by  ice  gorges.  The 
life  losses  have  been  numerous  and  the  destruction  of  property  has 
been  enormous.  The  damage  from  floods  increases  with  the  increase 
of  population. 

Until  the  water  resources  of  the  State  are  developed  and  the 
stream  flow  regulated,  it  is  of  vital  importance  that  the  Flood 
Warning  Service,  which  is  now  in  its  infancy,  be  continued  and 
developed  to  its  utmost  efficiency  for  the  safety  and  protection  of 
our  citizens  and  their  property.  With  the  continuation  of  the  Flood 
Warning  Service  the  loss  of  life  should  be  decreased  materially  and 
monetary  losses  reduced  to  a  minimum. 

.  It  is  therefore  respectfully  recommended  that  the  Legislature  of 
1915  appropriate  the  sum  of  ten  tliousand  dollars  for  the  continuance 
of  the  Flood  Warning  Act  as  passed  by  the  Legislature  of  1913. 
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EAST  BRANCH  DELAWARE  RIVER. 


DESCRIPTION  OF  BASIN. 

This  stream  rises  at  Grand  Gorge  in  north  east  Delaware  County, 
New  York,  on  the  western  slope  of  the  Catskill  Mountains,  at  an 
elevation  of  1,560  feet  above  sea  level,  and  flows  southwest  through 
a  hilly,  plateau  region,  well  populated  in  the  main  valley  and  in 
those  of  some  of  the  largest  tributaries,  to  its  junction  with  the  West 
Branch  at  Uancock,  New  York.  The  headwaters  of  its  tributaries 
are  in  a  wild,  uninhabited  region,  well  timbered,  the  highest  hills 
reaching  to  4,000  feet  above  sea  level.  Its  largest  tributary  is  Beaver 
Kill,  coming  in  about  20  miles  above  Hancock  on  which  stream  are 
many  lakes  and  ponds.  The  drainage  area  is  broader  and  tributaries 
longer  than  those  of  the  West  Branch. 

The  total  drainage  area  of  the  East  Branch  is  840  square  miles, 
over  which  the  mean  annual  precipitation  is  approximately  40  inches. 

From  its  mouth  to  Margaretville,  a  distance  of  about  55  miles,  the 
slope  is  430  feet,  giving  an  average  slope  of  8  feet  per  mile. 

The  discharge  has  been  measured  at  Hancock,  New  York,  from 
October,  1902,  to  December,  1912,  and  at  Fish  Eddy,  New  York, 
from  November,  1912. 


DELAWARE  BASIN— STATION  NO.  1. 


EAST   BRANCH  DELAWARE  RIVER  AT  FISH  EDDY,  N.  Y. 


DESCRIPTION  OF  STATION. 

liOCATION — On  the  highway  bridge  near  the  N.  Y.,  Ontario,  and 
Western  Ry.  Station  at  Fish  Eddy,  5^  miles  above  the  confluence 
of  the  East  and  West  branches  of  the  Delaware  River  at  Han- 
cock, N.  Y. 

RECORDS  AVAILABLE— Discharge  complete  from  November  19, 
1912,  to  September  30,  1914. 

DRAINAGE  AREA— 790  square  miles. 

GAGE — A  vertical  staff  in  two  sections,  read  by  John  Fininegan. 

(6) 
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DISCHARGE   MEASURP:MENTS— At   low   stages   by   wading,    at 
high  stages  from  the  highway  bridge. 

CHANNEL — The  bed  is  composed  of  coarse  gravel,  apparently  per- 
manent.   Tlie  winter  flow  is  somewhat  affected  by  ice. 

KEMARKK — The  data  on  this  station  have  been  furnished  bv  the 
United   States  Geological   Survey. 


DISCHARGE  MEASUREMENTS  OF  EAST  BRANCH  DEIxAWARE  RIVER 

AT  FISH  EDDY,  NEW  YORK. 

(Drainage  area  790  square  miles). 


No. 


Hydrojrrapher. 
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Remarks. 


13 
14 
16 


19 
20 
21 
22 
23 


1914 
Jan.       5 


Jan. 
Jan. 

16  I  Jan. 

17  Feb. 

18  Feb. 
M&t. 
Apr. 
Apr. 
Apr. 
Sept. 


5 

20  1 

29 

2 ; 

19  < 

20 

2 

21  ' 

22  I 
21 


DeOolyer, 

DeGolyer, 

DeGolyer, 

DeGolyer, 

DeOolyer, 

Barnes. 

Barnes, 

Barnes, 

Covert,     . 

Covert,    . 

DeGolyer, 


FtMt. 

126 
1.0 

ir»s 

16J 
ISU 
178 
ISO 
37S 
3^3 
383 
10(i 


S(i. 

ft. 

243 

20S 

2S2 

359 

555 

402 

GOO 

%60 

2670 

2020 

184 


Ft. 
per 
sec. 

2.00 

1.42 

2.29 

4.34 

1.54 

1.52  > 

4.22, 

4.16 

3.64 

0.89 


Feet. 

8.01 
3.02 
S.S6 
4.26 
6.32 
6.61 
6.11 
9.40 


9. 

7, 
1, 


70 
91 
90 


Sec. 

ft. 

601 
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Msmt. 
0.2  & 
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0.2  & 
0.2  & 
O.'H  & 
Wading 
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under    ice 
0.8   msmt. 
under    ice 
under    Ice 
0.8   msmt. 
0.8   msmt. 
0.8   msmt. 
300     ft. 


cover, 
cover. 

cover, 
cover. 


below 


DISCHARGE  TABLE  FOR  EAST  BRANCH  DELAWARE  RIVER  AT  FISH 
EDDY,  N.  Y.,  FOR  GAGES  AT  RAILROAD  BRIDGE  FROM  NOV.,  1912. 
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DISCHARGE  TABLE  FOR  EAST  BRANCH  DELAWARE  RIVER  AT  FISH 
EDOY,    N.   Y.,  FOR  GAGE  AT  HIGHWAY  BRIDGE  FROM  NOV.,  1912. 
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ESTIMATED   MONTHLY    DISCHARGE   OF    EAST   BRANCH    DELAWARE 

RIVER  AT  FISH  EDDY,  N.  Y. 

(Drainage  area  790  square  mUea). 


January,     . 
rebmary, 
March,     . . . 

tSSt-  .:::: 

June.     

Joly 

Angnat. 
Sept^nber, 


MONTH. 


1914. 


DiBcharge  In  Second-feet. 


Maximum. 


Mlnimnm. 


Mean. 


8660 

222 

2890 

274 

27900 

870 

2000O 



666 
239 

88S 

610 

256 

2150 

161 

504 

134 

588 

937 

8210 

10600 

1880 

889 

852 

489 


Run-off. 


Second -feet 

per  square 

mile. 


.788 
1.190 
4.060 
13.300 
2.320 
0.492 
0.446 
0.619 
0.308 


Depth  in 
inches. 


0.85 
1.24 
4.68 
•14.84 
•2.68 
0.66 
0.51 
0.72 
0.34 


Ga^e  heigbts  affected  by  ice  Jan.  11  to  Mar.  26  inclnaive.     Daily  discharge  given  in  this  period 
fa    approximate   only.     Mean   discharge    for   periods   estimated   as    follows:     March    1    to   18.    463 
ft.;   April  26  to  May  9,  6010  sec.  ft. 
•Estimated. 


WEST  BRANCH  DELAWARE  RIVER. 


DESCRIPTION  OF  BASIN. 

This  stream  has  its  source  in  a  small  lake  almost  on  the  line  of 
Schoharie  and  Delaware  counties,  New  York,  at  an  elevation  of  ap- 
proximately 1,900  feet  above  sea  level,  on  the  western  slope  of  the 
Catskill  Mountains  and  drains  a  total  of  660  square  miles.  It  flows 
southwesterly  through  a  hilly,  plateau  region,  well  populated  in  the 
main  vaUey,  and  the  hills  well  timbered,  to  Deposit,  about  5  miles 
above  the  state  line,  where  it  turns  southeast  and  in  about  5  miles 
joins  the  East  Branch  at  Hancock,  New  York.  About  8  miles  above 
Deposit  at  Cannonsville  is  the  site  of  a  large  storage  reservoir  pro- 
posed by  the  State  Water  Supply  Commission  of  New  York  to  flood 
a  long,  broad  valley,  and  contain  approximately  7,000,000,000  cubic 
feet  available  storage. 

At  Hancock,  the  elevation  is  895  feet  above  sea  level,  and  the  rise 
from  there  to  Cannonsville,  16  miles  above,  is  at  the  rate  of  7  feet 
per  mile,  while  above  this  point  the  slope  is  steeper.  In  the  upper 
section  there  are  numerous  lakes,  ponds  and  swampy  areas,  the  basin 
being  relatively  long  and  narrow  with  numerous  short,  lateral  tribu- 
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taries.  The  largest  tributary  is  Oquaga  Creek,  which  comes  in  at  De- 
posit fiom  the  west.  The  mean  annual  precipitation  over  this  water- 
shed is  approximately  40  inches. 

The  discbarge  of  this  stream  has  been  measured  from  October, 
1902,  to  December,  1912,  at  Hancock,  N.  Y.,  near  its  mouth,  and 
from  November,  1912,  at  Hale  Eddy,  N.  Y. 


DELAWARE  BASIN— STATION  NO.  2. 


WEST  BRANCH  DELAWARE  RIVER  AT  HALE  EDDY,  N.  Y. 


DESCRIPTION   OP  STATION. 

LOCATION— On  highway  bridge  400  feet  west  of  the  Erie  Railroad 
station  in  the  village  of  Hale  Eddy,  8i  miles  above  junction 
with  East  Branch  at  Hancock,  8  miles  below  the  power  dam 
of  the  Deposit  Electric  Co. 

RECORDS  AVAILABLE— Discharge  complete  from  November  15, 
1912,  to  September  30,  1914. 

DRAINAGE  AREA— 594  square  miles. 

OAOTO — A  vertical  staff  gage  in  four  sections,  read  by  William  Seely. 

DIHCHARCJE  MEASUREMENTS— Made  by  wading  across  three 
diannels  above  the  bridge,  or  one  below,  in  low  water.  Higii 
water  measurements  made  from  highway  bridge. 

CHANNEL — The  bed  of  the  stream  consists  of  coarse  gravel  and 
boulders.  The  contiol  is  about  f  mile  below  the  gage  and  is 
apparantly  permanent.  Between  the  control  and  the  gage  there 
is  low  land  behind  the  left  bank  which  is  overflowed  by  extreme 
high  water.  The  gage  heights  during  the  winter  are  seriously 
affected  by  ice. 

REMARKS — The  data  on  this  station  have  been  furnished  by  the 
Ignited  States  Geological   Survey. 
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Dl SCHAUGE  MEASUKEMBNTS  OP  WEST  BRANCH  1)EI.A\VAUE  RIVER 

AT  HALE  EDDY,  N.   Y. 

(Drainage  area  SH  square  miles). 


No. 


Date. 


Hjdrograpber. 
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ja 
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J3 

< 

a 

O 

o 

RenuirkB. 


8 
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1914 
Jan. 

Jan. 

Jan. 


21 


DeGoljer. 
'  DeGolyer, 


80    DeGoIyer, 


Feb. 
Feb. 


2  ,  DeGoljer, 
19    Barnes,    . . 


13    Mar.     21 


14 
15 

le 

17 


Apr. 
Apr. 


1 

22 


Sept.    22 
Sept.    23 


Barnea, 


Barnes,  . . 
Corert,  . . 
DeGolyer. 


DeGoljer, 


Feet.  ! 

2ui 

270 

220 

215 
190 

20S 

220 

221 
196 

122 


Sq. 
ft. 
420  ! 

284 

676 

»31 
6&6 


1500 

1S60 

282 


Ft. 
per 
sec. 
0.9* 

1.06 

2.24 

2.47 
0.98 


466        0.67 


8.88 
8.60 
0.48 


Feet. 
4.86 
4.97 
6.89, 

I 

6.84 
4.94  1 

6.80 

8.26! 
7.91  . 
1.78 


220        0.45       1.7S 


Sec. 
ft. 
894 

248 

1610 

8300 
644 

804 

68» 

6460 

99 

100 


Msmt  under  complete  Ice 

cover. 
Msmt.  under  complete  ice 

cover. 
Msmt.  under  complete  ice 

cover. 
0.2  it  0.8   msmt. 
Msmt.  under  complete  Ice 

cover. 
Msmt.  under  complete  Ice 

cover. 
0.2  &  0.8  msmt. 
0.2  it  0.8  msmt. 
Wading     I     mile     below 

gage. 
Wading     800     ft.     below 

gare. 


DISCHARGE  TABLE  FOR  WEST  BRANCH  DELAWARE  RIVER  AT  HALE 

EDDY,  N.  Y.,  FROM  NOV.,  1912. 
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ESTIMATED    MONTHLY  DISCHARGE   OF   WEST   BRANCH   DELAWARE 

RIVER  AT  HALE  EDDY,  N.  Y. 

(Drainage  area  611  square  miles  J. 


MONTH. 


J&uaury, 

Kebmary. 

March. 

April 

May 

J  une.      

July 

Aagnst, 
September, 


1914. 


Discharge  In  Second-feet. . 


Maximum. 


Minimum. 


3120 

4650 

21000 

iidoo 

4290 

760 

1070 

19S0 

610 


115 


182 

2160 

280 

115 

165 

81 

88 


Mean. 


423 

849 

2660 

3960 

1530 

282 

446 

442 

218 


Kun-off. 


Second-feet 

per  square 

mile. 


0.682 
1.390 
4.340 
6.480 
2.490 
0.462 
0.728 
0.723 
0.357 


Depth  in 
Inches. 


0.800 
1.450 
6.000 
7.280 
2.870 
0.620 
0.840 
0.830 
0.400 


Note: — Gagre  heights  affected  by  ice  from  Jan.  2-March  25  Inclusive.     Daily  discharge  given  in  this 
period    is    approximate  only.     Mean  discliarge  Feb.    26-March   17   inclusive,    estimated   648   see.   ft. 


LACKA WAXEN  RIVER. 


DESCRIPTION  OF  BASIN. 

Lackawaxen  River,  the  third  largest  tributary  of  the  Delaware 
River  in  Pennsylvania,  drains  approximately  600  square  miles  in 
Pike  and  Wayne  counties.     Rising  in  a  lake  in  the  northwestern 
part  of  Wayne  County,  it  follows  a  southeasterly  course  through  a 
w^eW   populated  agricultural   region   to   Hawley,   approximately  13 
miles  above  its  mouth,  at  which  point  it  is  joined  by  its  largest  tribu- 
tary, Wallenpaupack  Creek;  thence  following  an  easterly  direction 
through  a  narrow,  precipitous  valley,  covered  with  second  growth 
timber  and  sparsely  inhabited,  to  its  mouth  at  Lackawaxen,  Pike 
County,  the  total  length  being  approximately  50  miles.     Its  source 
is  at  an  elevation  of  about  1,950  feet  above  sea  level,  and  its  mouth 
about  600  feet.    The  principal  tributaries  are  Dyberry,  Middle  and 
TVallenpaupack  creeks,  the  watershed  including  a  great  number  of 
lakes  and  ponds  and,  above  Hawley,  it  is  wide  and  spreads  out  along 
its  several  large  tributaries,  converging  at  this  point.    The  stream 
lies  entirely  within  the  glacial  area,  the  slope  being  steep  and  the 
flow  rapid  for  most  of  its  course.     The  valley  in  its  upper  section 
is  wide,  gradually  narrowing  as  the  stream  leaves  the  plateau,  and 
flowing  through  a  gorge  in  the  mountains  to  the  Delaware  River.    In 


it»  drainage  basin  lie  the  principal  boroughs  and  villages  of  the 
county,  several  of  which  obtain  water  supplies  from  the  tributaries 
and  lakes  in  its  watershed.  The  stream  is  used  to  a  small  extent 
for  power  purposes,  while  some  sites  are  as  yet  undeveloped. 

The  mean  annual  precipitation  over  this  watershed  is  from  40 
to  45  inches. 

The  discharge  has  been  measured  since  July  2,  1908,  at  Hawley. 
appioximately  13  miles  above  the  mouth,  and  since  June  4,  1914,  nt 
Rowlands,  approximately  5  miles  above  the  mouth. 


DELAWARE)  BASIN— STATION  NO.  3. 


LACKA WAXEN  RIVER  AT  HAWLEY,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — At  single  span,  steel,  through-truss,  highway  bridge, 
SI  bout  2,000  feet  above  mouth  of  Wallenpaupack  Greek,  at  Haw- 
I03',  Wayne  County. 

KECX)KDS  AVAILABLE— Discharge  complete  from  July  2,  1008, 
to  July  31,  19ia,  and  October  1,  1913,  to  September  30,  1914. 

DRAINAGE  AREA— 290  square  miles. 

OAfxr] — A  standard  chain  gage  is  attached  to  the  upstream  handrail. 
The  length  of  chain  from  the  bottom  of  the  weight  to  the  marker 
is  25.87  feet.  The  elevation  of  zero  is  arbitrary.  Bench  Mark 
No.  1  is  round  steel  rod  2  feet  in  from  face  of  right  abutment  in 
upstream  wingwall,  and  3  feet  up  from  ground,  elevation  7.03 
feet  above  gage  datum.  Bench  Mark  No.  2  is  top  of  wire  8)>ike 
driven  in  lower  side  of  twin  tree  1^  feet  above  ground,  and  6 
i'oet  upstieam  from  the  face  of  the  upstream  right  wingi^'all, 
elevation  9.45  feet  above  gage  datum.  The  gage  is  read  thrice 
daily  by  J.  S.  Pennell. 

DISCnAUUE  MEASrUEMENTS— Taken  from  the  upstream  side 
of  the  bridge,  and  by  wading  at  very  low  stages.  The  initial  point 
for  soundinjjjs  is  outer  edge  of  upstream  iron  handrail  post, 
right  bank. 
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CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  150  feet.  The  right  bank  overflows  in  extreme  high  floods. 
The  left  bank  is  high  and  not  subject  to  overflow.  The  bed  is 
composed  of  gravel  and  rock. 

DISGHABGE  MEASUREMENTS  OF  LACKAWAXBN  RIVER  AT  HAWLET, 

WAYNE  COUNTY,  PA. 

(Drainage  area  t90  square  miles). 


Mo. 


Dftte. 


Hydrographer. 
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CI 


i 
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» 

«* 

ja 

£f 

• 

V 

Sf 

Remarks. 

& 

i 

« 

^H 

, 

C5 

^ 

1       ISU 
12    Aug.      7 


Reckord, 


U    Sept.    2G  ,  Boebrlnger. 


I       1A14 

14  •  June      S 

15  I  June     M 

16  I  Sept.    20 


Hosmer  A  Wllaon, 

Hoemer 

Taylor  &  Gougb.    . 


Feet. 

100 
9J 


112 
80 


Sq. 
ft. 
102 
80 


265 

94 
70 


Ft. 
per 
sec. 
0.98 
0.66 


Feet. 

0.60 

0.48 


I 


2.04 
l.U 
0.91 


2.11 
0.79 
0.60 


Sec. 
ft. 
100 
63 


Surf.    &  0.6   method. 
Surf.   A  0.6  method. 


540    0.6    method. 

lOS    0.6    method. 

64    0.6    method. 


DISCHARGE  TABLE  FOR  LACKAWAXEN  RIVER    AT  HAWLEY,  WAYNE 

COUNTY,  FROM  JANUARY  1,  1912. 


4-t 

*5 

ja 

A 

A 

"    6 

• 

1 

• 

« 

9t 

9 

s 

1     « 

JO 

« 

-g 

» 

§ 

• 

6a 

OB 

A 

C9 

Q 

O 

o 

o 

ja 

n 


0) 


1 
Feet 

8pc.  ft. 

Feet      ! 

1 
Sec.  ft 

0.0» 

26 

.50 

222 

.10 

82 

.60 

214 

.20 

88 

.70 

266 

.» 

46 

.80 

290 

.¥> 

64 

.90 

314 

.M 

04 

2.00 

340 

.00 

74 

.10 

868 

.to 

86 

.20 

396 

.80 

100 

.00 

426 

.90 

114 

.40 

458 

1.00 

128 

.50 

490 

.10 

144 

.60 

,         m 

.a» 

162 

.70 

i             560 

M 

182 

.80 

'            696 

.40 

202 

.90 

688 

Feet 
3.00 
.10 
.20 
.30 
.40 
.60 
.60 
.70 
.80 
.90 
4.00 
.10 
.20 
.90 
.40 


Sec 


ft. 

Feet 

Sec.  ft. 

Feet 

678 

.50 

1410 

6.00 

720 

.60 

1464 

.10 

764 

.70 

1520 

.20 

806 

.80 

1576 

.80 

854 

.90 

1633 

.40 

902 

5.00 

1690 

.50 

960 

.10 

1748 

.60 

998 

.20 

1806 

.70 

1048 

.80 

1864 

.80 

1006 

.40 

1922 

.90 

1148 

.60 

19S2 

7.00 

1198 

.60 

2042 

1250 

.70 

21QC 

1802 

.80 

2164 

1356 

.90 

2226 

Sec.  ft. 
2288 
2262 
2416 
2482 
2548 
2616 
2684 
2754 
2824 
S8M 
2966 


Kote:— This  table  is  only  applicable  subsequent  to  Jan.   1.   1912.   and  is  based  on  two  dlschan^e 
measurements   made  during   1912,    together  with   former   curve. 
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ESTIMATED    MONTHLY    DISCHARGE    OF    LACKAWAXEN    RIVER    AT 

HAWLEY,  WAYNE  COUNTY,  PA. 

(Drainage  area  290  square  miles). 


DlBc^arse  In  Second -feet. 


Run-off. 


MONTH. 


January, 
February, 
March, 
April,     ... 

May 

June,     — 
July.     .... 
October, 
November, 
December, 


January, 
February, 
March,     . . . 

April 

May 

June,     

July 

AUKUBt,    . . . 
September, 


al918. 


bl914. 


Second-feet 

per  square 

mile. 


S.4S8 
2.084 
3.607 

2.5S1 
1.245 
0.417 
O.20O 
0.393 
1.169 
0.981 


0.879 
2.755 
3.046 
4.862 
2.255 
0.576 
0.900 
0.400 
0.217 


Depth  In 
Inches. 


4.016 
2.118 
4.15S 
2.824 
1.436 
0.465 
0.231 
0.463 
l.SM 
1.073 


1.014 
2.869 
3.510 
5.424 
2.600 
0.643 
1.03S 
0.4«1 
0.M2 


afEstlmated.  Although  for  31  days  In  Aug.  and  Sept.,  zero  gage  heights  were  reported  by 
the  observer,  the  water  wan  actually  below  xero  nnrt,  f<ir  this  reamn.  the  discharge  for  these 
two  months  has  not  been  published.  Ice  conditions  Jan.  14  to  Feb.  2Sth,  discharge  estimated 
from  Big  Bushkill  Creek  at  Shoemalcers  and  I^ohlgh  River  at  Botlilohem. 

btElstimated.  River  frozen  Jan.  1-31  a.  m.  Influsivi^;  Fob.  12-March  22  Inclueive.  and  discharge 
estimated  from  Big  Bushkill  Creek  at  Shoemakers  and  Wallenpaupack  Creek  at  WllsonTiUe. 


WALLENPAUPACK  CREEK. 


DESCRIPTION  OF  BASIN. 


Wallenpaupack  Creek,  the  largest  and  most  important  tributary  of 
the  Lackawaxen  River,  rises  in  the  Pocono  Plateau  in  the  northern 
part  of  Monroe  County,  and  flows  in  a  general  northeasterly  direction 
forming  the  boundary  between  Pike  and  Wayne  counties,  for  approxi- 
mately 30  miles,  to  its  mouth  at  Hawley,  the  total  drainage  area 
being  240  square  miles,  comprising  40  per  cent,  of  the  drainage  area 
of  the  Lackawaxen  River. 

Its  many  tributaries  generally  rise  in  glacial  lakes  or  swamps, 
and  falling  rapidly,  join  the  main  stream  whose  slope  is  very  flat 
for  many  miles  to  within  a  mile  of  its  mounth.  Its  source  is  at  an 
elevation  of  2,100  feet,  and  for  17  miles  the  slope  is  very  steep, 


Gagiug  SlNtioD  on  Wflllenpaupnck  Creak  nt  WitaoDville. 
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averaging  56  feet  per  mile  to  Ledgedale,  13  miles  above  the  mouth. 
From  Wilsonville,  one  mile  above  the  mouth,  it  descends  285  feet 
to  the  Lackawaxen  River  over  a  series  of  falls  and  rapids,  while 
above  that  point  the  fall  is  less  than  10  feet  in  12  miles,  thus  affording 
a  fortunate  combination  for  water  storage  and  the  generation  of 
water  power. 

The  valley  below  Ledgedale  is  wide  and  swampy,  while  the  rolling 
hillsides  are  quite  largely  under  cultivation.  Along  some  of  the 
tributaries,  and  in  the  main  valley,  is  a  certain  amount  of  timber. 
The  watershed  is  comparatively  narrow  for  some  15  miles  above  its 
mouth,  widening  out  above  to  follow  its  numerous  upper  tributaries 
in  Wayne,  Pike  and  Monroe  counties.  The  drainage  area  is  sparsely 
inhabited  and  contains  practically  no  settlements. 

The  creek  and  its  tributaries  are  not  used  for  water  supply  pur- 
poses, and  to  a  limited  extent  for  water  power  below  Wilsonville. 

The  mean  annual  precipitation  over  this  watershed  is  approxi- 
mately 43  inches. 

The  discharge  has  been  measured  since  July  3,  1908.  at  Wilsonville, 
one  mile  above  the  mouth. 


DEIx4lWARE  basin-station  no.  4. 


WALLENPAUPACK  CREEK  AT  WILSONVILLE,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — At  two  span,  steel,  through-truss  highway  bridge,  about 
H  miles  above  the  mouth,  at  Wilsonville,  Pike  County. 

KECORDS  AVA ILABLE— Discharge  from  January,  1912,  to  Sep- 
tember, 1914,  and  intermittent  gage  heights  since  1909. 

DRAINAGE  AREA— 240  square  miles. 

GAGE — A  12  foot  staff  gage  is  bolted  to  the  downstream  face  of 
the  pier.  The  elevation  of  zero  is  arbitrary.  Bench  Mark 
No.  1  is  a  small  projection  on  right  abutment,  downstream  corner, 
5.2  feet  down  from  bridge  seat,  elevation  3.923  feet  above  gage 
datum.  Bench  Mark  No.  2  is  highest  point  on  round  stone  3.3 
feet  from  telegraph  pole  and  9.0  feet  from  downstream  corner 
of  right  abutment,  elevation  6.16  feet  above  gage  datum.    There  is 
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also  a  Barrett  &  Lawrence  automatic  gage  installed  to  the  left 
of  the  pier,  which  supplements  the  readings  taken  from  the  staff 
gage. 

WEIR  AND  DAM — There  is  a  low  log  weir  located  a  short  distance 
downstream  from  the  gage.  Thirty-five  feet  above  the  gage  is  a 
3  foot  concrete  dam,  upon  which  flashl^oards  are  placed  during 
periods  of  low  flow  in  order  to  provide  storage  for  the  operation 
of  the  silk  mills  below. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  edge  of 
bridge  seat,  left  abutment,  downstream  side. 

CHANNEL— The  channel  is  straight  for  300  feet  above  and  200  feet 
below  the  station.  The  right  bank  overflows  during  extreme  high 
stages.  The  left  bank  is  not  subject  to  overflow.  The  bed  is 
composed  of  solid  rock. 

REMARKS — ^The  discharge  data  have  been  computed  from  informa- 
tion furnished  by  L.  B.  Stillwell,  Consulting  Engineer,  New  York 
City. 


DISCHARGE    MEASUREMENTS    OF    WALLENPAUPACK    CREEK    AT 

WILSONVILLE,  WAYNE  COUNTY,  PA. 

(Drainage  area  HO  square  miles). 


No. 


Hydroffrapher. 


1S14 

16 

May     22 

17 

June      6 

18 

Jane     24 

19 

Sept.    22 

Hosmer 

Hofimer  &  Wilson, 

HoBiner,    

Taylor  &  Gough,    . 


• 

a 

o 

5? 

^ 

vH 

o 

o 

n 

o 

«4 

a> 

O 

> 

'    xa 

WIdt 

1    Area 

a 

at 
Pt. 

Keel. 

Sq. 

per 

ft. 

sec. 

116 

298 

1.2i 

122 

276 

1.00 

107 

215 

0.49 

112 

189 

0.40 

09 


Feet. 

Sec. 

ft. 

1.80 

363 

1.68 

275 

1.22 

106 

1.06 

72' 

Remarks. 


0.6 
0.6 
0.6 
0.6 


msmt. 
msmt. 
msmt. 
msmt. 


DISCHARGE 

TABLE   FOR 

WALLENPAUPACK   CREEK 

AT  WILSON- 

VILLE,  PIKE  COUNTY 

,  FROM  JAN.  1 

,  1912,  TO  SEPT 

.  30,  1912, 

'*i 

*i 

*i 

• 

ja 

A 

.a 

A 

,q 

M 

V 

if 

o 

M 

i> 

b« 

a> 

tc 

• 

« 

^ 

4) 

« 

V 

^ 

V 

(a 

« 

t* 

ja 

la 

C3 

.a 

01 

.a 

n 

•8 

A 

1 

9 

A 

01 

A 

4> 

xi 

0) 

A 

• 

Sf 

• 

bo 

OS 

^ 

CO 

cs 

aa 

K 

o 

Q 

O 

Q 

CD 

5 

o 

Q 

O 

Q 

Feet. 

Sec.  ft. 

Feet.         Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

0.00 

14 

.90              149 

.80 

709 

.70 

1690 

.60 

3006 

.10 

17 

1.00 

180 

.90 

796 

.80 

1T08 

.70 

8216 

.» 

23 

.10 

215 

2.00 

886 

.90 

1836 

.80 

8429 

,n 

32 

.fl> 

264 

.10 

977 

8.00 

1975 

.90 

8643 

.40 

44 

.10 

82& 

.» 

1072 

.10 

2124 

4.00 

'      3866 

.60 

69 

.40 

898 

.80 

1170 

.20 

2284 

.10 

4068 

.60 

77 

.60 

467 

.40 

1270 

.80 

2464 

.70 

98 

.80 

643 

.60 

1374 

.40 

2681 

.80 

122 

.70 

624 

.60 

1480 

.60 

2809 
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DISCHARGE  TABLE  FOR  WALLENPAUPACK  CREEK  AT  WIIiSONVILLB, 
PIKE  COUNTY,  FROM  OCT.  1,  1912,  TO  SEPT.  30,  1913 


n 

m 


• 


X3 


JA 


.a 


.a 
x: 


o 


Fe«t. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

0.00 

12 

.90 

106 

.80 

675 

.70 

1786 

.00 

3140 

.10 

14 

1.00 

144 

.90 

768 

.80 

1876 

.70 

3316 

.» 

16 

.10 

184 

2.00 

868 

.90 

2020 

.80 

8500 

.30 

18 

.30 

280 

.10 

076 

S.OO 

2168 

.90 

3689 

.40 

2S 

.80 

284 

.30 

1092 

.10 

2321 

4.00 

3S78 

.50 

31 

.40 

346 

.80 

1212 

.20 

2480  ! 

.10 

4008 

.60 

48 

.50 

418 

.40 

1886 

.30 

2642  i 

.70 

GO 

.60 

500 

.60 

1465 

.40 

2806 

.SO 

81 

.70 

586 

.00 

1696 

.50 

2972 

• 

DISCHARGE    TABLE    FOR    WALLENPAUPACK    CREEK    AT    WILSON- 
VILLB,  PIKE  COUNTY,  FROM  OCT.  1,  1913,  TO  APRIL  30,  1914. 


*i 

*s 

*i 

*i 

*i 

n 

A 

ja 

JO 

ja 

• 

& 

h 

• 

• 

1 

9> 

1 

b 

u 
.a- 

1 

as 

n 

Sc 

OS 

1 

Sf 

6* 

OB 
1-* 

6* 

^ 

O 

1 

o 

o 

o 

Q 

o 

P 

o 

P 

Feet. 

Sec.  ft. 

Feet, 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

0.80. 

1 

.20 

85 

.60 

150 

2.00 

848 

.40 

676 

.90  1 

4 

.80 

65 

.70 

192 

.10 

413 

.60 

800 

1.00 

10 

.40 

81 

.80 

240 

.20 

487 

.60 

950 

.10 

20 

.60 

118 

.90 

291 

.80 

573 

DISCHARGE    TABLE    FOR    WALLENPAUPACK    CREEK    AT    WILSON- 

VILLE,  PIKE  COUNTY,  FROM  MAY  1,  1914. 


*i 

4J 

*i 

4i 

4J 

a 

JA 

A 

A 

.a 

6* 

& 

• 

& 

^ 

5 

^ 

• 

a 

A 

A 

A 

u 

A 

Ci 

» 

« 

X3 

9 

.a 

« 

{1 

« 

.a 

ta 

S 

Sf 

Si 

6* 

Si 

^ 

Si 

§ 

• 

m 

»^ 

•t 

e« 

•4 

d 

•t 

/     "* 

3 

P 

0 

p 

O 

P 

O 

p 

o 

P 

Feet. 

Sec.  ft. 

Feet,     ■ 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

0.00 

11 

.60 

26 

.» 

Itt 

.80 

362 

.40 

816 

.10 

1? 

.70 

32 

.80 

180 

.90 

423 

.60 

912 

.20 

18 

.80 

41 

.40 

162 

2.00 

491 

.80 

14 

.90 

52 

.50 

206 

.10 

664 

.40 

16 

l.OO 

60 

.60 

266 

.20 

689 

.50 

20 

.10 

88 

.70, 

807 

.80 

718 

22 

ESTIMATED    MONTHLY    DISCHARGE    OF    WALLENPAUPACK    CREEK 

AT  WILSON VILLE,   PIKE  COUNTY. 

(Drainage  area  2^0  square  miles). 


MONTH. 


•al912. 
January,     

Pebniary 

March,    , •« 

April 

May.    

Jnne •. 

October,    

November 

December,     

•bl918. 

January,     

February,     

March,     

April 

May 

June 

July 

August.     

September, 

October 

Noyember,     

December 

The  year , , 

•cm4. 

January,    

February,     

March,     

April,    

May 

June 

July 

August,     

September 


Discharge  in  Second -feet. 


Maximum.     Minimum. 


406 

55» 

2450 

1480 

1120 

aio 

2720 

922 

1S40 


22B0 

4«7 

8970 

i4eo 

1210 

382 


Mean. 


Run-oft. 


136 

77 
215 
684 
19& 

59 
144 
257 
284 


526 
184 
257 
418 
176 
70 


814 
'530  1 


53 
192 


573 

150 

t2000 

171 

ttr/70 

150 

t2830 

573 

tl790 

162 

82? 

^0 

tiiso 

93 

162 

34 

108 

11 

228 
191 
86S 
890 
570 
129 
685 
485 
714 


1180 

801 

1010 

808 

419 

180 

54 

42 

64 

141 

S67 

278 


389 


210 
528 
916 

583 

149 

277 

80 

49 


Second -feet 

per  square 

mile. 


0.929 
0.796 
8.586 
3. 70S 
2.S75 
0.638 
2.479 
2.021 
2.973 


4.017 
1.254 
4.208 
8.842 
1.746 
0.542 
0.225 
0.175 
0.267 
0.5SS 
1.529 
1.158 

1.661 


0.875 
2.200 
8.817 
6.625 
2.420 
0.621 
1.154 
0.833 
0.204 


Depth  in 
Inches. 


1.071 
0.864 
4.146 
4.137 
2.73  J 
0.5S0 
2.85S 
2.^ 
3.430 


6.669 
l.SOi 
4.8S2 
8.728 
2.013 
0.60' 
0.260 
O.203 
0.298 
0.67s 
1.701 
l.SK 


1.006 
2.291 
4.401 
6.276 
2.801 

l.SSO 
0.331 
0.227 


aFlashboards  placed  on  dam.    No  gage  readings  taken  June  30-Sept.  24  indnslTe. 

bFlashboards  placed  on  dam,  no  readings  taken  July  1  to  Sept.  30th;  Oct.  8  to  Oct.  20th;  Nov. 
10  to  Not.  19  inclusive.  DlKcharge  July  1  to  Sept.  80:  Oct.  8  to  Oct.  20  and  Not.  10  to  Not.  19 
inclusive,  estimated  by  L.  B.  StlUwell,  Oons.  Engr.,   New  York,   N.  T. 

cfEstimated.  Discharge  for  August  estimated  from  gage  heights  and  conditions  of  flashboards. 
Discharge  for  September  1,  2  and  4  from  gage  heights,  remainder  of  month  discharge  estimated 
from  gage  heights  and  conditions  of  flashboards. 

*The  discharge  as  given  above  must  be  considered  as  a  close  approximation  only,  since  Into- 
mitten t  storage  interfered  with  the  constant  flow  of  the  stream. 


DELAWARE  BASIN— STATION  NO.  5. 


LACKA WAXEN  RIVER  AT  ROWLANDS,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  through -truss,  steel,  highway  bridge, 

at  Rowlands,  Pike  County. 
RECORDS     AVAILABLE — ^Discharge     measurements     and     gage 

heights  from  June  4,  1914,  to  September  30,  1914. 
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DRAINAGE  AREA— 593  square  miles. 

GAGE — ^A  standard  chain  gage  is  attached  to  the  upstream  handrail. 
The  length  of  chain  from  bottom  of  weight  to  marker  is  28.09 
feet.  The  elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1 
is  a  point  on  face  of  upstream  right  wingwall,  two  feet  from 
comer  of  abutment  and  four  feet  above  ground,  elevation  9.695 
feet  above  gage  datum.  The  gage  is  read  twice  daily  by  A-  ^' 
Finch. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
bridge.  The  initial  point  for  soundings  is  left  end  of  top  angle 
iron  which  forms  a  part  of  lattice  fence. 

CHANNEI^— The  channel  above  the  station  is  straight  for  1,000  feet. 
Below  the  station  it  is  straight  for  about  200  feet  and  then  curves 
to  tlie  right.  Both  banks  are  high  and  not  subject  to  overflow. 
The  bed  consists  of  coarse  gravel  and  many  large  stones. 


DISCHARGE    MEASUREMENTS    OF    LACKAWAXEN     RIVER    AT    ROW 

LANDS,   PIKE  COUNTY,   PA. 

(Drainage  area  59S  square  miles). 


• 

a 

• 

* 

• 

• 

No.        Date. 

Hydrographer. 

o 

at 

^ 

Remarks. 

fl 

d 

0) 

1 

J 

tj 
? 

•9 

< 

t 
S 

S 

O 

Ft. 

Feet. 

Sq. 

per 

Feet. 

Sec. 

lftl4 

ft. 

Bee. 

ft. 

1 

Jane      4 

Hosmer  &  Wilson.    .. 

162 

S46 

1.24 

2.86 

428  1  0.6  mamt. 

9 

Sept.    28  1  Taylor  &  Goagb 

169 

171 

0.4f> 

1.78 

82  1  Surf.    &    0.6    mamt. 

1 
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DAILY    MEAN    GAGE   HEIGHTS    OF    LACKA WAXEN    RIVER  AT    ROW- 
LANDS, PIKE  COUNTY,  PA. 


1914. 


DAT. 


1. 
2. 
S. 
4, 
&. 

e. 

7. 

8. 

S>. 

10. 

u, 

li, 
u. 

14. 
15, 

16. 

18, 
19, 

ao, 

22. 
23. 
24. 

a&. 

26. 
27, 
28. 
29, 
80. 

81. 


JUNB. 


GH 


tinterpolated. 


2.89 
S.59 

8.28 
2.96 
3.68 
8.41 
8.09 

2.91 
2.78 
2.72 
2.61 
2.69 

2.52 
2.49 
2.46 
2.89 
2.42 

t2.44 
2.46 
2.52 
2.56 
2.84 

2.56 
2.45 
t2.52 
2.58 
2.65 


JULY. 


OH 


2.5ft 
2.66 
2.7S 
2.72 
ta.72 

2.73 
2.70 
2.78 
2.84 
2.67 

4.21 
t4.22 
4.22 
8.87 
8.60 

S.88 

8.06 
8.24 

t8.04 
2.85 

2.72 
2.57 
2.54 
2.55 
2.61 

t2.78 
2.76 
2.64 
8.90 
2.80 

2.71 


AUG. 


GH 


RATTLESNAKE  BROOK. 


2.60 
t2.60 
2.40 
2.82 
2.80 

2.82 
2.18 
2.07 
t2.2S 
2.89 

2.39 
2.93 
2.78 
2.49 
2.40 

12.39 
2.87 
2.41 
2.34 
2.50 

2.70 
2.80 
2.65 
2.49 
2.19 

2.14 
2.12 
2.16 
2.16 
t2.29 

2.44 


SEPT. 


G  H 


2.89 
a.  Si 
2.34 
2.38 
2.30 

t2.20 
2.11 
2.11 
1.94 
1,96 

1.99 
1.87 
tl.S7 
1.87 
1.94 

1.90 
1.69 
1.80 
1.71 

n.&9 


1. 
1. 
1, 
1. 


47 
7i 
74 

77 


2.01 

1,»1 
tl.75» 
1.6.: 
1.G6 
1.65 


DESCRIPTION  OF  BASIN. 

Rattlesnake  Brook  is  one  of  the  largest  tributaries  of  Shohola 
Creek,  joining  that  stream  about  two  miles  above  the  falls,  and 
about  8  miles  above  its  mouth,  coming  in  from  the  south  and  draining 
a  wild  and  uninhabited  area  of  about  13  square  miles.  The  valley 
of  this  stream  is  flat  and  swampy  for  three  or  four  miles  above  its 
mouth,  then  rises  abruptly  to  its  sources,  which  are  at  an  elevation 
of  about  1,600  feet  above  sea  level,  where  it  meets  the  headw^aters 
of  the  Bushkill  and  Raymondskill  creeks  and  flows  in  a  general 
northerly  direction  to  its  mouth.  The  stream  is  approximately  8  miles 
long. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  September  22,  1911,  at  the 
crossing  of  the  Spring  Brook  road  about  two  miles  above  the  mouth 
of  the  stream. 
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DELAWARE  BASIN— STATION  NO.  6. 


RATTLESNAKE  BROOK  AT  SPRING  BROOK,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  open  wooden  bridge,  2  miles  above  the 
mouth,  on  Spring  Brook  Eoad,  Pike  County. 

RECORDS  AVAILABLE — ^Discharge  measurements  and  gage  heights 
from  September  22,  1911,  to  September  30,  1914. 

DRAINAGE  AREA— 11  square  miles. 

GAGE — ^A  sectional  staff  gage,  5^  feet  long,  is  attached  to  the  log 
abutment.  The  elevation  of  zero  is  arbitrary.  Bench  Mark  No. 
1  is  on  nail  in  root  of  swamp  maple,  2  feet  in  diameter,  18  paces 
from  center  of  bridge  on  right  bank;  nail  in  root  facing  road 
and  nearest  bridge,  tree  burned  on  side  nearest  road,  also  rotted 
on  same  side,  elevation  4.05  feet  above  gage  datum. 

1>TSCHARGE  MEASUREMENTS— Taken  from  the  upstream  side 
of  the  bridge,  and  by  wading.  The  initial  point  for  soundings 
is  face  of  logs  forming  left  abutment. 

CHANNEIj — The  channel  above  and  below  the  station  is  straight 
for  approximately  80  feet  and  80  feet  respectively.  Both  banks 
are  high  and  not  subject  to  overflow.  The  bed  is  of  gravel  and 
mud. 


DISCHARGE  MEASUREMENTS  OF  RATTLESNAKE  BROOK  AT  SPRING 

BROOK,  PIKE  COUNTY,  PA. 

(Drainage  area  11  square  miles). 


No.       Date. 


1914. 

6  Jnne     3. 

7  Jane  3, 
g  June  25, 
9    Sept.  23, 


Hydrographer. 


Hosmer   & 
Hoamer    & 

Hosmer,    

Taylor  &  Qongh 


Wilson, . . 
Wilson, . . 


•a 


0 

• 

a 

fc 

• 

*^ 

>4 

■w 

1 

•a 

• 

9 

o 

4> 

a 

OS 

< 

a 

O 

Q 

Ft. 

Feet. 

Sq. 

per 

Feet. 

Sec. 

ti. 

sec. 

ft. 

16 

SI 

0.26 

1.82 

7.9 

16 

81 

0.82 

1.82 

10.0 

16 

38 

0.34 

1.52 

18.0 

17 

26 

0.006 

0.87 

1.3 

Remarks. 


From    bridge. 
Surf.   msmt. 
0.6   msmt. 
Surf.    msmt. 
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DAILY  MEAN  GAGE  HEIGHTS  OF  RATTLESNAKE  BROOK  AT  SPRING 

BROOK,  PIKE  COUNTY,  PA. 


1. 

2. 
3. 
4. 

B, 

6. 
<» 
8. 
9. 
10. 

11. 
12. 
13. 
14. 
15, 

16. 
IT, 
18. 
19. 
20. 

21. 
22, 
28. 
24, 
25. 

26, 

27. 
28. 

29, 

30. 
31. 


1914. 


Day. 


JAN.    1    FEB 


G  II 


1.68 
•1.68 
1.69 
1.69 
1.67 


MAR. 


2.42 
2.39 
2.88 
2.34 
2.38 

2.2S 
2.20 
2.07 
1.99 
1.88 

1.88 
1.80 
1.79 
1.76 
1.68 

1.63 
1.61 
1.62 


1.41 
1.39 
1.37 
1.86 
1.33 

1.36 
1.39 
1.42 
1.49 
1.55 

1.62 
1.65 
1.68 
1.71 
1.73 

1.79 
1.83 
2.58 
8.9S 

3.68 
3.57 


2.73 
2.45 
2.25 
a.29 
2.25 

2.31 
2.41 
2.32 
2.25 
2.31 

3.29 
2.35 
2.33 

2.25 
2.31 


2.71 


81 
65 
59 


2.43 


2.01 

2.90  i 
2.91, 
2.77  ! 
2.57  I 

2.40; 
D.0>7  I 

1.91  ' 
1.89  , 

1.88  I 

1.82 
1.74 
1.71 
1.68 
1.64 

1.62 
1.59 
1.67 
1.56 


1.31 

1.11 

1.14 

1.28 

1.16 

1.18 

1.24 

i.ao 

1.09 

1.20 

1.18 

1.05 

1.18 

1.36 

1.03 

1.16 

1.41 

1.01 

1.12 

1.S8 

1.02 

1.20 

1.30 

1.02 

1.20 

1.21 

1.00 

1.23 

1.15 

1.02 

52 
51 


1.19 
1.14 
1.13 
1.24 
1.36 

1.84 
1.32 
1.38 
1.52 

1.46 


1.18 
1.12 
l.U 
1.15 
1.11 

1.10 
1.09 
1.11 
1.22 

1.17 
1.15 


1.20 
1,15 
1.06 
1.08 
1.00 

0.96 
0.94 
0.98 
0.94 


06 
02 


0.89 
0.89 
0.89 
0.89 
0.89 

0.89 
0.89 
0.S9 

0.S9 
0.88 

0.87 
0.87 
0.87 
0.87 
0.89 

0.88 
0.87 
0.87 
0.87 

0.86 


•Creek  frozen  Jan.  2-27  Inclusive,    Feb.  7-Mftr.   27  inclusive. 


DELAWARE  RIVER. 


DESCRIPTION  OP  BASIN. 


The  Delaware  River  rises  at  elevation  of  about  1,900  feet  above 
sea  level,  in  two  branches,  in  the  Catskill  Mountains  of  eastern  New 
York,  which  flow  southwesterly  and  unite  at  Hancock  on  the  New 
York-Pennsylvania  boundary,  at  an  elevation  of  895  feet.  From  this 
point  a  general  southerly  course  is  followed  to  the  mouth  in  Dela- 
ware Bay,  the  river  forming  the  eastern  boundary  of  Pennsylvania, 
and  dividing  it  from  New  York  for  60  miles  and  from  New  Jersey  for 
170  mile-3. 

The  total  length  of  the  visev  is  approximately  410  miles,  and  its 
drainage  area  above  the  Pennsylvania-Delaware  line  is  10,900  square 
miles.     The  major  tributaries  are  the    Lackawaxen,    Lehigh    and 
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Schuylkill  rivers,  and  numerous  large  creeks  from  Pennsylvania; 
Neversink  River  from  New  York,  and  Flat  Brook,  Paulins  Ball,  re- 
quest, Lepatcong,  Pohatcong  and  Muscenetong  rivers  from  New  Jer- 
sey. 

Its  upper  section  is  in  a  mountainous,  sparsely  inhabited  and  well 
timbered  region,  continuing  through  northern  Pennsylvania  and  New 
Jersey.  After  cutting  through  the  Kittatinny  Ridge  at  Delaware 
Water  Gap  it  emerges  into  the  broader  valley  below,  where  the  popu- 
lation becomes  more  dense,  and  the  land  more  largely  cultivated. 

Above  Trenton,  the  head  of  tidewater,  30  miles  above  Philadelphia, 
the  stream  is  generally  swift  and  shallow,  flowing  on  a  rocky  bed 
with  numerous  riflies  and  several  considerable  rapids.  The  slope 
from  the  northern  boundary  of  New  Jersey  to  Trenton  is  3.5  feet 
per  mile,  and  above  this  point  to  the  Pennsylvania-New  York  line 
it  averages  6  feet  per  mile.  The  upper  section  is  in  the  once  glaciated 
r^ion  and  the  tributaries  drain  numerous  lakes,  ponds  and  swampy 
areas  throughout  New  York,  upper  Pennsylvania  and  New  Jersey. 

The  stream  is  used  considerably  in  its  lower  section  for  domestic 
and  industrial  supply  in  New  Jersey  and  Pennsylvania,  but  the 
water  power  opportunities  of  the  upper  Delaware,  although  consid- 
erable, are  undeveloped. 

In  Pennsylvania  the  cities  of  Philadelphia,  Easton,  and  Chester 
lie  on  the  river  banks,  while  on  tributaries  are  South  Bethlehem, 
Allentown,  Norristown,  Pottstown,  Reading,  Pottsville  and  many 
smaller  communities. 

A  portion  of  the  anthracite  coal  region  lies  at  the  headwaters  of 
the  Schuylkill  and  Lehigh  rivers,  and  a  large  limestone  area  is 
drained  by  the  lower  tributaries  of  these  streams. 

The  Delaware  basin  in  Pennsylvania  is  subject  to  an  average  an- 
nual precipitatioi^  of  46.1  inches,  the  upper  part  receiving  35  to  40 
inches,  and  the  major  portion  lying  within  the  45  to  50  inch  zone. 
The  area  of  highest  precipitation  in  the  State,  50  to  55  Inches,  lies 
at  the  headwaters  of  the  Schuylkill  River. 

The  discharge  has  been  measured  at  Riegelsville,  N.  J.,  and  Port 
Jervis,  N.  Y.,  the  former  since  July  3,  1906,  and  the  latter  since 
October  12, 1904.  A  station  was  operated  at  Lambertville,  N.  J.,  from 
July  22,  1897,  to  April  1,  1908. 


2.^ 


DELAWARE  BASIN— STATION  NO.  7 


DELAWARE  RIVER  AT  PORT  JERVIS,  N.  Y. 


DESCRIPTION   OF   STATION. 

IX)CATION — On  two  span,  steel,  through-truss,  highway  bridge,  be- 
tween Port  Jervis,  N.  Y.,  and  Matamoras,  Pa. 

RECORDS  AVAILABLE— Discharge  complete  from  October  12, 
1904,  to  September  30,  1914, 

DRAINAGE  AREA— 3,250  square  miles. 

GAGE — ^A  sloping  and  vertical  staff  gage  on  left  bank  and  abut- 
ment was  installed  July  1,  1914.  A  standard  chain  gage  is 
bolted  to  the  downstream  handrail,  left  span,  near  left  abut- 
ment, and  is  only  read  under  ice  conditions.  The  elevation  of 
zero  is  414.89  feet  above  mean  sea  level.  The  length  of  chain 
from  bottom  of  weight  to  marker  is  36.33  feet.  Bench  Mark  No. 
1  is  cross  on  door  sill  of  school  house  on  Thompson  street,  near 
Water  street,  Port  Jervis,  N.  Y.,  elevation  27.75  feet  above  gage 
datum.  Bench  Mark  No.  2  is  top  of  downstream  left  corner 
of  pier  of  toll  bridge,  elevation  29.92  feet  above  gage  datum. 
Bench  Mark  No.  3  is  top  of  right  abutment  of  toll  bridge  at  apex 
of  angle  caused  by  junction  of  downstream  wingwall,  elevation 
29.02  feet  above  gage  datum.  The  gage  is  read  once  daily  by 
Jacob  Miller. 

DISCHARGE  MEASUREMENTS— Taken  from  either  the  upstream 
or  downstream  side  of  the  bridge.  Initial  point  for  soundings 
is  top  edge  of  bridge  seat.  Port  Jervis  abutment. 

CHANNEL — The  channel  above  and  below  the  station  is  straight. 
Both  banks  are  high  and  not  subject  to  overflow.  The  bed  is 
composed  of  gravel. 

REMARKS — The  following  data  have  been  furnished  by  the  United 
States  Geological  Survey. 
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DISCHARGE      MEASUREMENTS     OF     DELAWARE     RIVER     AT     PORT 

JERVIS,  N.  Y. 

(Drainage  area  S,tSO  square  miles). 


So. 


Date. 


Hjrdrograpber. 


42 
43 


1914. 
June      4. 
Sept.  19, 


• 

Q 

5 

K 

■M 

^ 

• 

^ 

if 

d 

o 

> 

^ 

1 

1 

a 
g 

g 

Remarks. 


II<i«iner  &  Wilmn. 
l>4Kjolyer 


Feet. 

542 
834 


Ft. 

Sq. 

per 

Feet. 

Sec. 

ft. 

sec. 

ft. 

1770 

0.94 

2.29 

1672 

652 

1.00 

1.40 

660 

O.S  m>mt. 
0.2  and  0.8 


mamt. 


DISCHARGE  TABLE  FOR  DELAWARE  RIVER    AT  PORT  JERVIS,  N.  Y., 

FROM  JAN.  1,  1912,  TO  MARCH  31,  4913. 


^ 

44 

4i 

• 

■ 

^t. 

1 

1 

1 

1 

! 

i 

3 

• 

1 

• 

§ 

1 

1 

1 

9 

J9 

§   ' 

1 

O 

^ 

O 

^ 

o 

O 

O 

1 

O 

Q 

Feet. 

0.60 
.70 
.80 
.90 

1.00 
.10 
.20 
.30 
.40 
.60 
.60 
.70 
.80 
.90 

2.00 
.10 
.20 
.SO 
.40 
.50 
.60 
.70 
.80 
.90 

3.00  1 
.10 
.20 
.30 
.40 


Sec. -ft. 

Feet. 

Sec. -ft. 

Feet. 

Sec. -ft. 

Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

180 

.60 

4880 

.40 

16810 

.30 

87310 

.20 

6074O 

22S 

.60 

4670 

.60 

17890 

.40 

88090 

.30 

61660 

275 

.70 

4870 

.60 

17960 

.60 

88870 

.40 

62380 

330 

.80 

S280 

.70 

18600 

.60 

89660 

.60 

68200 

890 

.90 

6600 

.80 

19820 

.70 

40480 

.60 

64020 

460 

4.00 

6980 

.90 

19650 

.80 

41220 

.70 

64840 

620 

.10 

6270 

7.00 

206OO 

.90 

42010 

.80 

65660 

600 

.20 

6620 

.10 

81160 

10.00 

42800 

.90 

66480 

666 

.80 

6980 

.20 

21880 

.10 

4860O 

13.00 

67800 

740 

.40 

7850 

.80 

22510 

.20 

44400 

.10 

68ia> 

825 

.60 

Tin 

.40 

28200 

.80 

45200 

.20 

68940 

920 

.60 

8120 

.60 

2B800 

.40 

46000 

.30 

69760 

1000 

.TO 

8620 

.60 

84610 

.60 

46810 

.40 

70680 

U50 

.80 

8680 

.70 

25820 

.60 

47620 

.60 

7140O 

1280 

.90 

9860 

.80 

26010 

.70 

48440 

.60 

72220 

1420 

5.00 

9780 

.90 

26770 

.80 

49260 

.70 

78010 

1570 

.10 

16820 

8.00 

27500 

.90 

60060 

.80 

78860 

1730 

.20 

10670 

.10 

2S240 

U.00 

60900 

.90 

74680 

1900 

.80 

11130 

.20 

28960 

.10 

61720 

14.00 

75600 

3080 

.40 

11660 

.80 

29720 

.20 

62640 

15.00 

84000 

2300 

.60 

12060 

.40 

80170 

.30 

68860 

16.00 

92700 

ztso 

.60 

12540 

.50 

81220 

.40 

64180 

17.00 

101500 

3660 

.70 

18060 

.60 

31970 

.60 

65000 

17.50 

107660 

2880 

.80 

13540 

.70 

82720 

.60 

56820 

18.00 

U0800 

308O 

.00 

14060 

.80 

33480 

.70 

66640 

8830 

6.00 

14690 

.90 

34240 

.80 

67460 

3570 

.10 

16180 

».00 

85000 

.90 

58280 

8880 

.20 

16680 

.10 

86770 

12.00 

59100 

4100 

.80 

16240 

.80 

36540 

.10 

59920 

v^«-A  _Tfiia    table    la  onlj  applicable  aubseqaent  to  Jan.  1,   1912,  and  la  baaed  on  8  discharge 
oMwreicnU  made  during  1911-1512.  together  with  former  curve. 
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DISCHARGE  TABLE  FOK  DELAWARE  RIVER  AT  PORT  JERVIS,  N.  Y 

FROM  APRIL  1,  1913. 


1 

«J 

1 

«J 

jd 

A 

1 

• 

1 

1 

1 

§ 

0) 

9 

1 

O 

a 

o 

O 

if 


i 


• 

a 

4i 

1 

§ 

■ 

I 

■ 

Q 

C5 

c 

Feet. 

Sec-ft 

Feet. 

Sec. -ft. 

Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

1.00 

880 

.90 

2860 

.80 

8080 

.70 

18600 

19220 

.60 

11970 

.10 

880 

8.00 

806O 

.90 

9860 

.80 

.70 

887» 

.20 

466 

.10 

SS20 

6.0O 

8T80 

.90 

19860 

.80 

88480 

.80 

S26 

.20 

8STO 

.10 

10220 

7.00 

20600 

.90 

84240 

.40 

600 

.80 

8880 

.20 

10670 

.10 

21160 

9.00 

86O0O 

.60 

886 

.40 

4100 

.80 

luao 

.20 

21880 

.10 

SGI770 

.00 

780 

.GO- 

4880 

.40 

11590 

.80 

22610 

.20 

98640 

.TO 

880 

.80 

40TO 

.50 

12060 

.40 

2S20O 

.80 

I7S10 

.80 

900 

.TO 

48TO 

.80 

12540 

.60 

28O0O 

.40 

8n80 

.80 

UIO 

.80 

6280 

.70 

18090 

.60 

2M10 

.60 

88STO 

2.00 

1»0 

.90 

6600 

.80 

18540 

.70 

25820 

.00 

89660 

.10 

1880 

4.00 

6080 

.90 

14060 

.80 

26040 

.70 

40180 

.20 

1680 

.10 

6870 

6.00 

14590 

.90 

267TO 

.80 

41889 

.80 

1890 

.20 

6620 

.10 

16180 

6.00 

27600 

.90 

42no 

.40 

1860 

.30 

6980 

.20 

16680 

.10 

28240 

10.00 

42B0O 

.60 

2010 

.40 

7850 

.80 

162«0 

.20 

28980 

.60 

22» 

.60 

7780 

.40 

16810 

.80 

29720 

.TO 

2480 

.60 

8120 

.60 

17890 

.40 

80470 

.80 

»40 

.TO 

8620 

.60 

17990 

.60 

81220 
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ESTIMATED  MONTHLY  DISCHARGE  OF  DELAWARE  RIVER  AT  PORT 

JERVIS,  N.  Y. 

(Drainage  area  S,t50  square  mile$). 


MONTH. 


Jtnnary,    . 
Febraaiy, 
March.    ... 
April 

W 

Jime 

JtOj 

August,    . . 
September, 
October,    . . 
November. 
December. 


al918. 


The  jeu. 


Jintury.    . 
FebrnaT7. 
March.    ... 

tC:  ■::: 

jQoe,    

Joly 

Aagii«t,    . . 
September, 


bl914. 


DlacbaiYe  In  Second-feet. 


Haxlmnm 


Hlnimnm 


Mean. 


&0300 

G620 

MCOO 

1800O 

laeoo 

7850 

889 

880 

MSO 

6680 

40400 

seoo 

84000 


5d90 


17400 
9270O 
60000 

17400 
8S20 
4880 
6270 
1690 


2450 

8060 

1860 

780 

S 

880 
60O 

1880 
8480 


880 


11060 
1860 

900 
1840 

•48 


14800 

800O 

15600 

8940 
4800 

2640 

698 

486 

648 

1970 

6760 


6260 


8880 

6860 

moo 

2D900 

8280 

1740 
IMO 
1680 


Bmi-off. 


Second-feet 

per  Muare 

mile. 


4.68 

1.11 
4.80 
2.76 
1.82 
.812 
.188 
.140 
.109 
.606 
1.77 
1.14 


i.a 


0.868 

1.80 

4.0C 

0.48 

2.6S 

0.5» 

0.607 

0.471 

0.264 


Depth  In 
inches. 


6.28 
1.16 
6.68 

8.07 

1.68 
.91 
.21 
.17 
.22 
.70 
1.98 
1.81 

88.06 


1.00 
1.87 
4.66 
7.17 
8.98 
0.60 
0.60 
0.64 
0.88 


aGage  heights  and  dlacbarfea,  April  to  September  inclusive ,  copied  from  1918  report  of  New  Tork 
Consenration  CommlsBion.  Discharge  estimated  from  Feb.  16  to  Feb.  19  inclusive,  dne  to  ice  con- 
ditions. 

bGage  heights  suspended  on  account  of  ice  Jan.  14  to  81,  and  Feb.  15  to  March  28  inclusive. 
Mean  discfaaxire  estimated  as  follows:  Jan.  14  to  81.  8250  sec.  ft. ;  Feb.  15  to  28,  4000  sec.  ft. ; 
Marcb  1   to  &,    50OO  sec.   ft. 


BIG  BUSHKILL  CREEK. 


DESCRIPTION  OF  BASIN. 

Big  Bushkill  Creek,  a  large  tributary  of  the  Delaware  River  in 
Monroe  and  Pike  counties,  drains  an  area  of  approximately  150 
square  miles.  Rising  in  many  lakes  am}  ponds  on  the  Pocono 
Plateau  in  the  south  central  part  of  Pike  County,  it  flows  southerly 
through  an  uninhabited  region  covered  with  Jieavy  second  growth  and 
some  virgin  timber,  to  within  a  few  miles  of  its  mouth  at  Bushkill,  the 
length  being  approximately  25  miles.  The  principal  tributaries  are 
Wells,  Middle  Bushkill  and  Little  Bushkill  creeks,  the  watershed 
including  many  lakes,  ponds  and  swamps,  and  lying  entirely  within 
the  glacial  area.  On  Bushkill  Creek  and  its  tributaries  are  numerous 
falls  and  rapids,  most  noted  of  which  are  Bushkill  Falls  on  Little 
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Bushkill  Creek,  and  Winona  Falls  on  the  main  stream,  all  the  streams 
being\  rapid  below  the  falls,  flowing  over  rocky  beds  within  steep, 
precipitous  banks,  while  above  the  slopes  flatten  and  swampy  areas 
abound.  Bushkill  Village,  at  its  mouth,  is  the  only  town  within  this 
basin.  This  creek  arid  its  tributaries  are  used  to  some  extent  on 
the  lower  reaches  for  power  purposes  by  grist  mills,  while  sites  for 
considerable  powers  are  as  yet  undeveloped. 

The  mean  annual  precipitation  over  this  watershed  is  from  45 
to  50  inches. 

The  discharge  has  been  measured  since  September  19th,  1908,  at 
Shoemakers,  3  miles  above  the  mouth. 


DELAWARE  BASIN— STATION  NO.  8. 


BIG  BUSHKILL  CREEK  AT  SHOEMAKERS,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge,  2 
miles  upstream  from  feushkill,  Pike  County,  and  2^  miles  above 
the  mouth. 

KIilCOKDS  AVAILARLF.— Discharge  complete  from  September  19, 
1008,  to  September  30,  1914. 

DRAINAGE  AUEA— 115  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  handrail  on  the 
upstream  side  of  the  bridge.  The  length  of  chain  from  bottom 
of  weight  to  marker  is  17.30  feet.  The  elevation  of  zero  is  arbi- 
trary. Bench  Mark  No.  1  is  point  on  upstream  comer  of  left 
abutment,  top  of  fifth  course  from  bottom,  eighth  course  down 
from  top  of  bridge  seat,  elevation  5.625  feet  above  gage  datum. 
The  gage  is  read  once  daily  by  George  Beaver. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading  at  section  about  2,000  feet  below 
bridge.  The  initial  point  for  soundings  is  end  of  handrail  at 
left  bank. 

CHANNELr— The  channel  is  straight  for  300  feet  above  and  800  feet 
below  the  station.  Both  banks  are  high  and  not  subject  to  over- 
flow.   The  bed  is  composed  of  rocks  and  gravel. 

REMARKS — Saw  Creek  enters  from  the  left  a  few  hundred  feet 
above  the  station. 
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DISCHARGE  MEASUREMENTS    OF    BIG    BUSHKILL  CREEK  AT  SHOE 

MAKERS,  MONROE  COUNTY,  PA. 

(Drainage  area  116  square  miles). 
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DISCHARGE  TABLE   FOR  BIG   BUSHKILL   CREEK   AT   SHOEMAKERS, 

MONROE  COUNTY,  FROM  SEPT.  19,  1908. 
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ESTIMATED    MONTHLY    DISCHARGE    OF    BIG    BUSHKILL   CREEK    AT 

SHOEMAKERS,   MONROE   COUNTY. 

(Drainage  area  116  square  miles). 


MONTH. 


Discharge  in  Second-feet. 


Maximum.    Minimum. 


Run-off. 


Mean. 


Jannarsr, 
February. 
Marcli,     . . . 

April 

Mky 

June 

July 

Augast, 
September. 


1914. 


&69 

188 

824 

734 

»6 

429 

1760 

102 

408 

1840 

3d9 

687 

589 

167 

338 

210 

47 

95 

160 

44 

93 

102 

27 

51 

39 

12 

19 

Second-feet 

per  square 

mile. 


2.817 
8.730 
8.630 
5.104 
2.989 
0.826 
0.S09 
0.443 
0.165 


Depth  In 
inches. 


8.248 
8.884 
4.070 
6.6»1 
3.388 
0.922 
0.983 
O.-'-ill 
0.184 


Creek  frozen  Jan.  18-31  inclusive,   and  discbarge  estimated  from  cllmatologlcal  records. 


ANALOMINK  CREEK. 


DESCRIPTION  OF  BASIN. 

Analomink,  sometimes  called  Holler  Creek,  and  also  known  as 
West  Branch  of  Brodheads  Creek,  is  a  tributary  of  Brodheads  Creek 
in  the  central  part  of  Monroe  County,  lying  almost  entirely  within 
Paradise  Township,  and  draining  an  area  of  approximately  45  square 
miles.  This  stream  rises  in  three  branches,  Paradise,  Holler  and 
Swiftwater  creeks,  in  the  Pocono  Mountains,  following  from  their 
junction  a  general  southeasterly  direction  for  approximately  10 
miles  to  its  mouth  in  Brodheads  Creek,  one  mile  above  Analomink. 
The  watershed  is  sparsely  inhabited,  being  covered  with  second  growth 
timber  except  for  small  agricultural  areas.  The  slope  is  generally 
steep,  except  at  the  junction  of  the  three  branches  where  the  valley 
widens  for  a  short  distance,  from  which  point  it  continues  with  a 
steep  slope  to  its  mouth.  It  lies  entirely  within  the  glacial  area. 
One  or  two  small  water  power  plants  are  operated  during  the  summer, 
and  two  water  works  systems  obtain  supplies  from  springs  at  the 
headwaters.  The  average  yearly  rainfall  over  this  watershed  is  from 
45  to  50  inches. 

The  discharge  has  be^n  measured  since  F^eptember  IGth,  1908,  at 
Henryville,  2|  miles  above  the  mouth. 
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DELAWARE  BASIN— STATION  NO.  9. 


ANALOHINK  CREEK  AT  HENRYVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — At  single  span,  highway  bridge,  one  mile  above  rail- 
road station  at  Analomink,  Monroe  County. 

RECORDS  AVAILABLE— Discharge  complete  from  September  16, 
1908,  to  December  31,  1911,  and  February  17,  1913,  to  September 
30,  1914. 

DRAINAGE  AREA— 35  square  miles. 

GAGE — A  10  foot  staff  gage  is  spiked  to  a  tree  on  right  bank,  500 
feet  above  bridge.  The  elevation  of  zero  is  aribtrary.  Bench 
Mark  No.  1  is  spike  in  root  of  a  large  walnut  tree  just  down- 
stream from  gage  on  right  bank,  43  paces  upstream  from  up- 
stream end  of  laundry  building,  elevation  7.045  feet  above  gage 
datum.    The  gage  is  read  twice  daily  by  George  Henry. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  bridge  at  high  stages.  By  wading  above  bridge  at  normal 
and  low  stages.  The  initial  point  for  soundings  is  right  end 
of  top  channel  of  downstream  handrail. 

CHANNEL— The  channel  is  straight  for  200  feet  above  and  200  feet 
below  the  station.  Both  banks  are  high  and  not  subject  to  over- 
flow.   The  bed  is  composed  of  gravel. 

DISCHARGE    MEASUREMENTS    OF    ANALOMINK    CREEK   AT   HBNRY- 

VILLE,  MONROE  COUNTY,  PA. 

(Drainage  area  S5  square  miles). 


No. 


Date. 


12 

13 


1914. 
Jan.     7, 
June     2. 


14    Auff.    20, 


Hydroffrapber. 


Reckord  A.  Brown,   .. 
Hosmer  St  WUjon,  ... 

Bowen  St  Brady 
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DISCHARGE    TABLE    FOR    ANALOMINK    CREEK    AT    HENRYVILI.E, 

MONROE  COUNTY,  FROM  SEPT.  16,  1908. 
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ESTIMATED     MONTHLY     DISCHARGE     OF     ANALOMINK     CREEK     AT 

HENRYVILLE,   MONROE   COUNTY. 

(Drainage  area  S5  square  miles  J. 


MONTH. 


January, 
Februaiy, 
March,     . . . 

££?!•  ::::: 

June 

JulJ 

Ansuat . 
September. 


1914. 


Dlscbaxve  in  Second-feet. 

Maximum. 

Bfinlmum. 

Mean. 

6il 
172 

92 
90 

496 
295 

126 
177 

97 

260 

97 

184 

73 

12 

SO 

48 

12 

28 

» 

12 

16 

16 

12 

12 

Run-off. 


Second-feet 

J 

per  square 

Depth  In 

mile. 

Inches. 

2.629 

8.081 

2.671 

2.677 

3.600 

4.150 

6.0&7 

6.642 

8.829 

4.415 

0.857 

0.956 

0.657 

0.757 

0.458 

0.528 

0.843 

0.882 

Note.— <;reek  assumed  frosen  from  Jan.  18-29  Inclttsive,  Feb.  12-March  16  IncIuaiTe,  and  discharge 
estimated   from  Pocono  Greek  near  Stroudsburs. 


POCONO  CREEK. 


DESCRIPTION  OF  BASIN. 

Pocono  Creek,  the  largest  tributory  of  McMichaels  Creek,  lies  in 
the  south  central  part  of  Monroe  County,  draining  an  area  of  approxi- 
mately 42  square  miles.  It  rises  in  the  Pocono  Mountains  in  the 
central  part  of  the  county,  flowing  in  a  general  southerly  direction 
through  an  uninhabited  area,  covered  with  second  growth  timber, 
to  a  i)oint  about  6  miles  west  of  Stroudsburg,  where  it  turns  in  an 
easterly  direction  through  a  farming  section,  to  its  mouth  in  the 
center  of  the  town,  a  total  distance  of  approximately  12  miles.  In 
its  upper  sections  the  slope  of  the  stream  is  steep,  while  in  the  lower 
section  it  is  much  flatter,  and  it  lies  entirely  within  the  glacial 
area.  A  few  grist  mills  operated  by  water  power  exist  on  the  lower 
sections  of  this  creek. 

The  mean  annual  precipitation  over  this  watershed  is  from  45  to  50 
inches. 

The  discharge  has  been  measured  since  August  3, 1911,  at  the  Spoke 
Factory  Bridge,  near  Stroudsburg,  2  miles  above  the  mouth. 
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DELAWARE  BASIN— STATION  NO.  10. 


POCONO  CREEK  NEAR  STROUDSBURG,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  covered  wooden  bridge  about  2  miles  above  Strouds- 
biirg,  near  spoke  factory. 

RECORDS  AVAILABLE— Discharge  complete  from  August  3,  1911, 
to  September  30,  1914. 

DRAINAGE  AREA— 38  square  miles. 

GAGE — A  sectional  chain  gage  is  fastened  to  the  upstream  guardrail 
near  the  left  bank.  The  elevation  of  zero  is  arbitrary.  The 
length  of  chain  from  the  bottom  of  the  weight  to  the  marker  is 
13.99  feet.  Bench  Mark  No.  1  is  a  large  staple  on  the  inside  of 
the  right  upstream  one  of  a  pair  of  angling  wooden  braces, 
elevation  15.73  feet  above  gage  datum.  Bench  Mark  No.  2  is  top 
of  flat  stone  on  top  of  face  of  left  abutment,  near  upstream  cor- 
ner, below  angle  between  upstream  side  of  wooden  bridge  and 
end  of  wingwall  guard  wall,  about  10  inches  from  side  of  bridge, 
elevation  10.67  feet  above  gage  dfttum.  The  gage  is  read  twice 
daily  by  G.  K.  Brands. 

IjISCHARGE  MEAST^REMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading.  The  initial  point  for  soundings  is 
face  of  downstream  abutment,  right  end  looking  downstream. 

CHANNEL — ^The  channel  above  the  station  curves  to  the  right  for 
about  600  feet.  The  channel  below  the  station  is  straight  for 
450  feet.  Both  banks  are  high  and  do  not  overflow.  The  bed  is 
composed  of  small  stones  and  gravel. 

REMARKS — During  extreme  stages  some  water  passes  around  the 
bridge,  which  happens  about  once  of  twice  a  year. 
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DISCHARGE    MEASUREMENTS   OF    POCONO   CREEK    NEAR    STROUDS 

BURG,  MONROE  COUNTY,  PA. 

(Drainage  area  S8  square  miles}. 
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69 

27 
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Wading    mamt.     100    feet 

below    bridge. 
Wading  msmt. 
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DISCHARGE    TABLE    FOR     POCONO     CREEK     NEAR     STROUDSBURG, 

MONROE  COUNTY,  FROM  AUGUST  10,  1911. 
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57 
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.70 
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.80 

278 
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DELAWARE  BASIN— STATION  NO.  11. 


McMICHAELS  CREEK  NEAR  STROUDSBURG,  PA. 


DESCRIPTION  OP  STATION. 

IX)CATION— On  railroad  bridge  of  W.  B.  and  Eastern  R.  R.  near 
ear  shops  above  Stroudsburg,  Monroe  County. 

RECORDS  AVAILABLE— Discharge  complete  from  August  10, 1911, 
to  September  30,  1914. 

DRAINAGE  AREA— 60  square  miles. 

GAGE — A  sectional  chain  gage  is  attached  to  the  guardrail  on  second 
panel  from  left  downstream  side.  The  length  of  chain  from  the 
bottom  of  the  weight  to  the  marker  is  23.00  feet.  The  elevation 
of  zero  is  arbitrary.  Bench  Mark  No.  1  is  cut  on  top  of  extreme 
upstream  stone  in  the  upstream  wingwall  of  the  right  abutment, 
on  top  of  the  fourth  stone  down  from  the  bridge  seat,  and  is  on 
the  extreme  upper  outer  corner,  elevation  13.56  feet  above  gage 
datum.    The  gage  is  read  twice  daily  by  A.  W.  Marvin. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  or  by  wading  below  the  bridge.  The  initial  point 
for  soundings  is  the  face  of  the  left  abutment. 

CHANNEL — The  channel  is  straight  for  100  yards  above  and  50 
yards  below  the  station,  and  passes  under  the  bridge  at  a  slight 
angle  to  the  right.  Both  banks  are  high  and  do  not  overflow, 
fhe  bed  is  composed  of  stones  and  mud. 


DISCHARGE     MEASUREMENTS     OF     McMICHAELS     CREEK     AT 
SHOPS  ABOVE  STROUDSBURG,  MONROE  COUNTY,  PA. 

(Drainage  area  60  square  miles). 
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68 
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From  bridge. 

9 

June     1, 
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66 
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0.63 
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75 
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Wading    600    feet    below 
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DISCHARGE  TABLE  FOR  McMICHAEr.S  CREEK  AT  CAR  SHOPS  ABOVE 
STROUDSBURG,  MONROE  COUNTY,  FROM  AUG.  10,  1911. 
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.90 

28 

.60 

120 

.10 

292 

.70 

640 

.80 

028 

3.00 

40 

.60 

142 

.20 

326 

.80 

692 

.40 

1010 

.10 

•      69 

.70 

166 

.80 

864 

.90 

64K 

.50 

1100 

.20 

60 

.SO 

194 

.40 

404 

5.00 

710 

.30 

82 

.90 

23A 

\ 

.SO 

446 

.10 

778 

1 

/ 


11 


50 

augmenting  the  dry  weather  flow.  From  the  west,  where  the  Lehigh 
passes  the  anthracite  coal  tields,  the  tributaries  bring  in  quantities  of 
culm  and  mine  water. 

The  chief  Mribiitaries  are  Tobyhannat,  Bear,  Black,  Mahoning,  Big, 
Lizard,  Aquashicola,  Jordan,  Little  Lehigh,  Monocacy  and  Saucon 
creeks. 

The  banks,  especially  in  the  upper  portion,  are  high  and  rocky, 
and  below  Mauch  Chunk  and  White  Haven  the  valley  assumes  the 
nature  of  a  gorge.  The  bed  is  rock  throughout  most  of  its  length,  in 
places  overlain  by  a  thin  layer  of  drift,  and  in  its  lower  section, 
behind  the  navigation  dams,  extensive  silting  has  taken  place. 

The  Lehigh  Coal  and  Navigation  Company  operates  a  canal  and 
slack-water  system  of  navigation  on  the  lower  45  miles,  consisting 
oTf  10  dams  and  locks,  and  several  short  sections  of  canal  connecting 
the  pools.    Considerable  water  power  is  developed  along  this  canal. 

Numerous  towns  and  industries  in  the  lower  section,  in  which 
portion  of  the  valley  population  and  industries  are  quite  congested, 
use  the  river  water  for  <lomestic  and  industrial  purposes,  but  its 
impure  condition  and  high  sediment  content,  make  purification  a 
requisite. 

The  basin,  which  is  long  and  narrow,  is  subject  to  an  annual 
precipitation  of  45  to  50  inches. 

The  discharge  has  been  measured  from  September  22,  1902,  to 
February  13,  1905,  and  from  April  26,  1909,  to  date,  at  South  Bethle- 
hem, 12  miles  above  the' mouth,  and  since  June  24,  1914,  at  Tannery, 
Carbon  County. 


DELAWARE  BASIN— STATION  NO.  12. 


LEHIGH  RIVER  AT  TANNERY,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through^truss,  highway  bridge, 
at  Tannery,  (l)arbon  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  June  24,  1914  to  September  30,  1914. 

DRAINAGE  AREA— 335  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail.   The  elevation  of  zero  is  arbitrary.    The  length  of  chain  from 


Gaging  Station  on  Lehigh  River  nt  Tnnnery, 
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the  bottom  of  weight  to  marker  is  40.73  feet  Bench  Mark  No.  1 
is  on  downstream  corner  of  left  abutment,  top  of  first  course 
above  ground  or  9th  course  below  bridge  seat,  elevation  17.11  feet 
above  gage  datum.  Bench  Mark  No.  2  is  on  the  downstream 
outer  comer  of  stone  at  elevation  of  bridge  seat  vertically  above 
B.  M.  No.  1,  elevation  31.63  feet  above  gage  datum.  The  gage 
is  read  twice  daily  by  Howard  Flick. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  face  of 
(old)  right  abutment. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  500  feet  and  200  feet  respectively.  Both  banks  are  high  and 
not  subject  to  overflow.  The  bed  is  composed  of  large  stones 
and  gravel. 

DISCHARGE    MEASUREMENTS     OF     LEHIGH    RIVER    AT    TANNERY, 

CARBON  COUNTY,   PA. 

(Drainage  area  SS5  square  miles). 
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9.6  msmt. 
476  '  0.2    &    0.8    msmt. 
213  '  0.6    msmt. 
169  ,  0.6  msmt. 


DAILY  MEAN  GAGE  HEIGHTS  OF  LEHIGH  RIVER  AT  TANNERY,  CAR- 
BON COUNTY,  PA. 


1914. 


DAY. 


1, 
2. 
3. 

i, 

5. 

6. 
7, 
8. 
9. 
10. 

U. 
12. 
U, 
14. 
15. 
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H 

G  H 

G  H 

G  H 

1 

3.13 
3.52 
3.47 
3.36 
t3.28 

3.2l" 

S.81 

8.99 

3.65 

4.08 

6.M 

t4.92 

4.20 

4.07 

4.17 

8.59 
t3.53 
8.47 
8.87 
3.82 
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3.34 
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3.37 

3.59 
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8.45 
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3.25 
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3.11 

ts.oo 
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2.90 

2.87 

t2.86 
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DAILY    MEAN    GAGE    HEIGHTS    OF    LEHIGH    RIVER    AT    TANNERY, 

CARBON   COUNTY,    PA.— Continued. 
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2.86 
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DELAWARE  BASIN— STATION  NO.  13. 


LEHIGH  RIVER  AT  BETHLEHEM,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION— At  New  Street  Bridge,  Bethlehem— 9  span,  steel, 
through-truss,  highway  bridge  with  3  spans  over  normal  channel. 

RECORDS  AVAILABLE— Discharge  complete  from  September  22, 
1002,  to  February  13,  1905,  and  April  26,  1909,  to  September, 30, 
1914. 

I»RAINAGE  AREA— 1,235  square  miles. 

GACjE — A  standard  chain  gage  is  fastened  to  the  downstream  hand 
rail  in  first  span  from  left  bank  of  normal  channel.  The  len<^t!i 
of  chain  from  the  bottom  of  the  weight  to  the  marker  is  ili.s" 
feet.  The  elevation  of  zero  is  210.64  feet  above  sea  level,  flench 
Mark  No.  1  is  shelf  in  fourth  course  from  bottom  on  right  hand 
downstream  corner,  third  pier  from  left  bank,  elevation  22:*.C>r, 
feet  above  sea  level,  or  12.91  feet  above  gage  datum.  Bench  Mark 
No.  2  is  B.  M.  No.  72  of  L.  V.  R.  R.  and  is  an  iron  pin  sec  in 
south  pier  of  New  Street  bridge,  elevation  232.87  feet  above 
sea  level,  or  22.23  feet  above  gage  datum.  Bench  Mark  No.  3 
is  cross  cut  on  shelf  in  stone  on  fourth  pier  from  north  side, 
fifteenth  course  down  from  top  of  pier,  downstream  face,  2  feet 
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in  from  left  or  north  downstream  corner,  elevation  228.06  feet 
above  sea  level,  or  17.42  feet  above  gage  datum.  The  gage  is 
read  twice  daily  by  John  E.  Santee. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  point  on  handrail 
over  center  of  pier  between  third  and  fourth  trusses  from  left 
'  bank. 

(CHANNEL — The  channel  is  straight  for  ^  mile  below  and  for  several 
hundred  feet  above  the  station.  The  right  bank  is*  high  and  does 
not  overflow.  The  left  bank  is  low  and  overflows  at  high  stages. 
The  bed  is  composed  of  sand  and  gravel.  There  is  good  velocity 
at  all  stages. 

REMARKS — The  Lehigh  Canal  follows  the  left  bank  and  passes  over 
Monocacy  Creek  and  under  the  left  span  of  the  bridge.  Monocacy 
Creek  passes  under  canal  on  left  bank  and  under  bridge,  entering 
river  a  short  distance  below.  The  discharge  of  the  canal  is  meas- 
ured at  the  Main  St.  Bridge,  i  mile  above. 


DISCHARGE  MEASUREMENTS  OF  LEHIGH  RIVER  AT  BETHLEHEM, 

NORTHAMPTON  COUNTY,  PA. 

(Drainage  area  1,2SS  square  miles). 


No. 


Date. 
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DISCHARGE  TABLE   FOR   LEHIGH   RIVER   AT   BETHLEHEM,   NORTH 

AMPTON  COUNTY,  FROM  JAN.  1,  1912. 
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Note — Ihis  table  is  only  nijplicRble  H;ibserruent  to  Jan.  1,  1913,  and  Is  based  on  5  discharge  meaa- 
urementa  made  during  1911  and  1913,   together  with  the  1902  to  1906  cnrre. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  LEHIGH  RIVER  AT  BETHLE- 
HEM, NORTHAMPTON  COUNTY. 

(Drainage  area  1,2S5  square  miles  J. 


MONTH. 


1914. 

January 

February,    

Marcb.     

April,    

May 

June,     

July 

August,    

September,     


DlBcharge  In  Seoond-feet. 

• 

Maximum. 

Minimum. 

Mean. 

10500 

lOOO 

1880 

8900 

1160 

2seo 

10800 

laoo 

3220 

7080 

2930 

4130 

4280 

1220 

2540 

1870 

610 

896 

^10 

886 

1520 

1800 

646 

981 

796 

28^ 

482 

Run-off. 


Second-feet 

per  square 

mile. 


1.622 
1.911 
2.607 
3.344 
2.067 
0.725 
1.281 
0.794 
0.396 


Depth  in 
inches. 


1.7&4 
1.990 
S.006 
8.7S1 
2.871 
0.808 
1.419 
0.915 
0.444 


DELAWARE  BASIN— STATION  NO.  14. 


DELAWARE  RIVER  AT  RIEGELSVILLE,  N.  J. 


DESCRIPTION  OF  STATION. 

LOCATION — On  three  span,  steel,  suspension  highway  bridge,  be- 
tween Riegelsville,  Pa.,  and  Riegelsville,  N.  J. 

RECORDS  AVA IL A BLI^]— Discharge  complete  from  July  3,  1906,  to 
September  30,  1914. 

DRAINAGE  AREA— 6,430  square  miles. 

GAGE — On  September  10,  1914  an  inclined  staff  gage  was  installed. 
The  lower  section  is  inclined,  located  on  left  bank  under  upstream 
edge  of  bridge,  graduated  by  half  tenths  from  1.35  to  7.75  feet. 
The  second  section  is  attached  to  face  of  left  abutment  under 
bridge  and  reads  from  7.5  to  19.4  feet.  It  is  not  vertical  but  is 
graduated  to  read  vertical  feet  by  tenths.  The  third  section  is 
nailed  to  a  tree  near  upstream  side  of  abutment  and  is  graduated 
by  tenths  from  19.2  to  30.6  feet.  This  gage  is  set  to  chain  gage 
datum.  Also  a  standard  chain  gage  is  attached  to  the  upstream 
handrail  on  the  middle  span  of  the  bridge,  20  feet  from  e^st 
pier.  The  elevation  of  zero  is  arbitrary.  The  length  of  chain 
from  the  bottom  of  the  weight  to  the  marker  is  43.56  feet.  Bench 
Mark  No.  1  is  on  top  of  steel  part  of  downstream  cable  anchorage 
on  N.  J.  side,  elevation  40.765  feet  above  gage  datum.  Bench 
Mark  No.  2  is  southeast  corner  of  porch  under  toll-keeper's  house, 
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outside  of  post,  elevation  39.365  feet  above  gage  datum.  Bench 
Mark  No.  3  is  spike  in  bench  6  inches  above  ground  on  shore 
side  of  silver  maple.  Tree  is  one  nearest  the  bridge  in  a  group 
about  200  feet  upstream  from  left  abutment,  elevation  12.25 
feet  above  gage  datum.  The  gage  is  read  twice  daily  by  John 
H.  Deemer. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  face  of  left 
abutment. 

CHANNEL — ^The  channel  above  and  below  the  station  is  straight 
for  one-half  and  one-fourth  mile  respectively.  Both  banks  are 
high  and  not  subject  to  overflow,  although  during  extreme  floods 
the  right  bank  may  overflow  to  a  slight  degree.  The  bed  consists 
of  gravel  and  boulders. 

REMARKS — The  Delaware  Division  Canal  runs  along  the  Pennsyl- 
vania shore  about  200  feet  from  the  river,  and  is  measured  at 
the  highway  bridge  a  short  distance  above  the  river  bridge. 
The  following  data  have  been  furnished  by  the  United   States 
Geological  Survey: 


DISCHARGE   MEASUREMENTS   OF   DELAWARE  RIVER     AT   RIEGELS- 

VILLE,  N.  J. 

(Drainage  area  6,^S0  square  mile$). 


No. 

Date. 

Hydrograpber. 

1 

• 

• 

if 

■ 

Remarks. 

1 

1914 

Jan.      7. 
Jnne    22. 

• 

•a 
5 

< 

1 

i 

1 

1 

CO 
21 

Boebringer  .  &    Sbade, 
HoBiner 

Feet. 

at: 

417 

1 

Sq. 
ft. 
4376 
33«1 

35ZI 

Ft. 
per 

1.86 
0.89 

0.78 

Feet. 

4.66 
2.88 

2.78 

Sec. 
ft. 

8114 
3166 

2746 

Sarf.   &   0.6   msmt. 
0.6   msmt.    232  sec.   ft. 

canal. 
0.2   &   0.8   msmt. 

in 

22 

Aug.    18, 

Bowen  ft  Brady 
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DISCHARGE  TABLE  FOR  DELAWARE  RIVER    AT  RIEGBLSVILLE,  N. 

J.,  FROM  1908. 


if 

ja 

§' 

1 

1 

1    Discharge. 

at 

n 

-1 

• 
■M 

4) 

§ 

Discharge. 

• 

ja 

Discharge. 

• 

.a 

1 

C5 

i 

m 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

1.60 

810 

.70 

MM 

.90 

21130 

.10 

88680 

.80 

00250 

.eo 

930 

.80 ; 

8820 

8.00 

21600 

.20 

39310 

.40 

60670 

.7« 

1080 

.90  1 

9160 

.10 

22080 

.30 

89980 

.50 

«ueo 

.80 

120O 

5.00 

9600 

.20 

22560 

.40 

40600 

.60 

6M10 

.90 

1960 

.10 

9840 

.30 

2306O 

.80 

41190 

.70 

6njo 

2.00 

1600 

.20  ' 

10190 

.40 

28.'.4(' 

.60 

41820 

.80 

68860 

.10 

1600 

.80, 

10&4O 

.50 

M040 

.70 

42460 

.90 

64670 

.20 

1880 

.40 

10690 

.60 

24640 

.80 

43100 

15.00 

esaoo 

.30 

2010 

.50 

11250 

.70 

25050 

.90 

43760 

.10 

60060 

.40 

2200 

.60 

11610 

.80 

25600 

12.00 

4440O 

.20 

66760 

.50 

2400 

.70 

11980 

90 

26060 

.10 

45060 

.80 

67480 

.00 

2600 

.80 

128S0 

9.0O 

26600 

.20 

45720 

.40 

9feso 

.70 

2810 

.90 

12720 

.10 

27130 

.30 

46380 

.60 

68BG0 

.80 

9030 

6.00 

13100 

.20 

•27660 

.40 

47060 

.00 

66080 

.90 

8260 

.10 

134Ji0 

.30 

28300 

.50 

47720 

.70 

70C10 

3.00 

3600 

.20 

13S60 

.40 

2S750 

.60 

48390 

.80 

71140 

.10 

3750 

.30 

14260 

.50 

29300 

.70 

49060 

.90 

71870 

.io 

4000 

.40 

14040 

.60 

29660  ' 

.80 

49710 

16.00 

72600 

.ao 

4200 

.50 

15040 

.70 

30420 

1             .90 
1         13.00 

60420 

.10 

73340 

.40 

4680 

.60 

15440 

.80 

30990 

51100 

.20 

74060 

.50 

4.S00 

.70 

15860 

.90 

S1.S60  i 

j             .10 

51790 

.80 

74830 

.60 

6080 

.80 

16»M> 

10.00 

3Z130 

.20 

.'>2480 

.40 

75560 

.70 

6360 

.90 

16680 

.10 

32710 

.80 

63170 

.50 

76300 

.80 

6650 

7.0O 

17100 

.20 

33290 

.40 

58870 

.60 

77060 

.90 

5960 

.10 

17530 

.30 

33Rn) 

.50 

54670 

.70 

77600 

4.00 

6260 

.20 

17960 

.40 

31470 

.60 

56270 

.80 

78360 

.10 

6560 

•            .80 

18400 

.60 

36060 

.70 

55970 

.90 

79300 

.20 

6870 

.40  > 

18840 

.60 

85660 

.80 

666S0 

17.00 

80060 

.SO 

7190 

.60 

19290 

.70 

36260 

.90 

57390 

18.00 

87650 

.40 

7610 

.60 

19740 

.80 

86800 

14.00 

58100 

19.00 

95850 

.50 

7830 

.70 

2O20O 

.90 

87470 

.10 

68S10 

20.00 

108150 

.00 

8160 

.80 

20660 

11.00 

88060 

.20 

59730 
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/ 


ESTIMATED 


MONTHLY     DISCHARGE    OF     DELAWARE 
RIEGELSVILLE,    N.   J. 

(Drainage  area  6,kS0  square  mile$J, 


RIVER    AT 


MONTH. 


Discharge  In  Second-feet. 


Maximnm. 


al91S. 

January 

Vebrnary,    

March,     

April,     4. 

May 

June,    

July 

August 

September,    

Octcber,     

Norember 

December 

The  year,    

bl914. 

January,     

Febraary 

March 

April,    

May 

Jane,     

July,    

August,    

September 


72800 

18900 

139000 

88100 

26600 

12M0 

4260 

7190 

5650 

15S00 

49700 

14600 

189000 


Minimum. 


11600 
5060 
6560 

loeoo 

5360 
8200 
1660 
1580 
1360 
2600 
4580 
6260 

1850 


Mean. 


2S5(m 

740O 

28900 

21200 

10600 

5680 

2380 

2280 

2450 

6180 

12800 

9170 


11200 


Ban-Off. 


15000 

3260 

6S20 

81000 

5360 

nro 

130000 

r>0H0 

:o:oo 

690OO 

20700 

33r0) 

3Z100 

6250 

15707 

7190 

3260- 

4.60 

8160 

3750 

5720 

7510 

reoi 

3710 

3880 

1500 

2140 

Second-feet 

per  square 

Depth  In 

mile. 

Incfaea. 

8.»70 

4.680 

1.150 

1.200 

4.490 

6.180 

8.880 

$.130 

1.680 

1.940 

.922 

1.090 

.409 

.470 

.893 

.460 

.420 

.470 

.902 

1.140 

2.040 

2.280 

1.440 

1.660 

1.770 

24:120 

l.OSO 

1.240 

1.730 

1.500 

8.220 

8.710 

5.300 

5.910 

a— In  order  to  determine  the  discharge  per  square  mile  and  the  run-off  depth  in  inches,  250  second- 
feet  were  added  April  15  to  December  15,  1913,  before  computing  the  discharge  per  square  mile. 
Hence  the  first  three  columns  indicate  the  actual  quantity  of  water  available  in  the  river,  and 
the  two  remaining  columns  represent  the  actual  run-off  from  the  drainage  area  above  Rlegelsvllle 
including  the  discharge  of  the  canal. 

b~In  order  to  determine  the  discharge  per  square  mile  and  the  run-off  depth  In  Inches. 
250  second  feet  were  added  March  23  to  28,  and  April  5  to  September  30,  before  computing 
the  discharge  per  square  mile.  Hence  the  first  three  columns  indicate  the  actual  quantity 
of  water  available  in  the  river,  and  the  two  remaining  columns  rerrenent  the  actual  run-off 
from   the  drainage  area   above   Rlegi'lsvillc,    including    the   discharge   of    the   canal. 


SCHUYLKILL  RIVER. 


DESCRIPTION  OF  BASIN 


The  Schuylkill  River,  the  largest  tributary  of  the  Delaware  River 
in  Pennsylvania,  drains  approximately  1,920  square  miles  in  the 
southeastern  portion  of  the  State.  Rising  between  Broad  and  Sharp 
mountains  in  Schuylkill  County,  it  follows  a  general  southeasterly 
course  to  its  mouth. immediately  below  Philadelphia,  its  length,  from 
source  to  mouth  being  approximately  128  miles,  of  which  the  last 
eight  are  in  tidewater. 
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The  sources  of  the  river  are  in  the  heart  of  the  anthracite  coal 
field  of  Pennsylvania  where  coal  mining  towns  are  numerous  and  the 
country  has  long  since  been  largely  deforested  on  account  of  the 
need  of  the  timber  in  the  numerous  coal  mines.  After  the  river 
breaks  through  the  Blue  Mountains  on  the  border  between  Berks  and 
Schuylkill  counties,  forming  the  Schuylkill  Water  Gap,  it  enters 
a  rich,  rolling  agricultural  country  which  continues  to  the  mouth, 
with  several  cities  and  many  towns  on  its  banks  and  scattered  through 
the  valley. 

From  near  the  source  to  its  mouth  the  river  has  a  fall  of  about 
800  feet  or  an  average  slope  of  6.4  feet  per  mile  for  125  miles.  Most 
of  this  fall  is  above  Reading  with  9.6  feet  per  mile  from  Port  Carbon 
to  Reading,  and  then  to  its  mouth  2.6  feet  per  mile.  The  Schuylkill 
Navigation  Company  operates  a  canal  and  slackwater  system  of  navi- 
gation from  the  anthracite  region  to  tidewater,  consisting  of  31  dams 
4  to  24  feet  high,  and  71  locks,  with  short  sections  of  canal  connecting 
the  pools. 

The  chief  tributaries  are  West  Branch,  Little  Schuylkill  River, 
Maiden,  Tulpehocken,  Manatawney,  French,  Pickering,  Perkiomen 
and  Wissahickon  creeks. 

The  population  occupying  the  Schuylkill  River  basin  exceeds  half 
a  million  exclusive  of  the  city  of  Philadelphia,  while  fully  one-third 
of  the  population  of  that  municipality  live  on  territory  which  natur- 
ally drains  into  the  Schuylkill  River. 

The  drainage  of  many  important  mines  and  extensive  waste  dumps, 
impregnated  with  sulphuric  acid,  discharges  into  the  upper  tribu- 
taries in  such  volume  as  to  destroy  fish  and  other  living  organisms. 
From  the  coal  mining  operations  much  mine  refuse  has  been  carried 
into  the  river  by  freshets  and  enormous  amounts  of  culm  are  dis- 
charged into  the  tributaries  and  from  these  into  the  main  stream 
-where  considerable  river  coal  is  obtained  by  dredging. 

Except  for  occasional  divergence  across  bends,  both  shore  lines  of 
the  river  are  occupied  by  railroads.  These  railroads  cross  each  other 
and  the  river  by  numerous  bridges,  while  the  valleys  of  most  of  the 
tributaries  are  also  occupied  by  branch  railroad  lines. 

Owing  to  low  water  occurring  at  the  season  of  the  year  when 
canal  traffic  was  at  its  maximum,  it  became  necessary  to  supplement 
stream  flow  near  the  headwaters,  and  large  storage  reservoirs  were 
constructed  to  regulate  the  supply  to  the  canal,  some  of  which  are 
still  maintained. 

Numerous  public  and  industrial  water  supplies  are  drawn  from 
the  Schuylkill  River  and  its  tributaries.  Where  the  main  river  has 
been  utilized  for  such  supply,  pumping  has  been  necessary,  but  gravity 


Gaging   Station   on   Schuylkill   River  at   Schuylkill   Haven. 


63 

supplies  are  secured  or  water  storage  obtained  on  a  number  of  tribu- 
taries; the  city  of  Philadelphia  obtains  part  of  its  supply  from  this 
river. 

While  there  is  no  large  quantity  of  heavy  timber  in  the  basin, 
there  is  a  liberal  amount  of  woodland  cover. 

The  principal  cities  and  boroughs  are  Philadelphia,  Norristown, 
Phoenixville,  Pottstown,  Birdsboro,  Reading,  Pottsville  and  Tamaqua, 
together  with  numerous  smaller  boroughs  and  other  communities. 

The  manufacturing  industries  of  the  communities  are  important 
and  varied,  with  iron  and  steel  products  predominating.  Along  the 
canal  considerable  water  power  has  been  developed.  With  the  central 
lK)rtion  of  the  basin  traversed  by  a  limestone  section,  many  quarries 
are  in  operation  producing  flux  for  the  blast  furnaces  and  lime  for 
building  and  agncultural  purposes;  marble  is  quarried  in  the  territory 
tributary  to  Conshohocken. 

The  average  yearly  rainfall  over  this  watershed,  which  is  long  and 
narrow,  varies  considerably,  ranging  between  40  and  55  inches,  with 
the  upper  portion  of  the  watershed  receiving  the  heaviest  precipitation 
in  the  State. 

The  discharge  has  been  measured  since  May  7,  1914,  at  Schuylkill 
Haven,  since  May  6,  1914,  at  Reading,  since  June  8,  1914,  at  Consho- 
hocken, and  was  measured  from  January  1,  1903,  to  December  31, 
1012,  at  Fairmount  Pool,  Philadelphia.  It  has  also  been  measured 
since  May  7,  1914,  at  Molino,  on  the  Little  Schuylkill  River,  and, 
since  June  11,  1914,  on  Perkiomen  Creek  at  Graters  Ford.  Records 
are  also  available  on  Perkiomen  Creek  at  Spring  Mount  from  August 
20,  1884,  to  December  31,  1912,  and  on  Wissahickon  Creek  near 
Philadelphia  for  periods  between  May,  1897,  to  July,  1906. 


DELAWARE  BASIN— STATION  NO.  15 


SCHUYLKILL  RIVER  AT  SCHUYLKILL  HAVEN,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  five  arch  stone  masonry  P.  &  R.  Railroad  bridge, 

at  Schuylkill  Haven,  Schuylkill  County. 
liECOTIDH  AVAILABLE — Discharge  measurements  and  gage  heights 
•    from  May  7,  1914,  to  September  80,  19U. 

12 
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DRAINAGE  AREA— 127  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  downstream  hand- 
rail, near  the  right  bank.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  marker  is  24.01  feet.  The  elevation  of  zero 
is  arbitrary.  Bench  Mark  No.  1  is  on  downstream  jight  comer 
of  right  abutment,  knob  cut  on  top  of  projecting  stone,  7th 
course  below  coping,  elevation  11.35  feet  above  gage  datum. 
The  gage  is  read  twice  daily  by  Edward  Zimmerman. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  extreme  right 
end  of  east  iron  guard  fence  or  face  of  stone  post 

CHANNEL — ^The  channel  above  the  station  curves  slightly  to  the 
right.  The  channel  is  straight 'below  the  station.  Both  banks 
are  high  and  not  subject  to  overflow.  The  bed  is  culm  covered 
and  not  permanent.  ' 

DISCHARGE  MEASUREMENTS  OF  SCHUYLKILL  RIVER  AT  SCHUYL- 

KILL  HAVEN,  SCHUYLKILL  COUNTY,  PA. 

(Drainage  area  127  square  mile*). 


No. 


May 

2  I  May 

3  May 

4  May 


7. 
12. 
14. 


6  '  Jnne   26, 
6    Sept.     9. 


Hydro^apber. 


13 

.s 

tr 

4i 

s 

1 

• 

• 

^ 

SJ 

^ 

? 

5 

9» 

a 

9 

•g 

2 

£ 

S 

^ 

^ 

^ 

•< 

a 

o 

A 

Hoamer  &  Bo  wen. 
Record  &  Wilson, 

Taylor,     

Taylor,     

Hoamer,     

Wilson  ft  Taylor, 


Remarks. 


• 

Pt. 

reet. 

Sq. 
ft. 

per 
sec. 

Feet. 

Sec. 
ft. 

127  1 

163 

2.  IS 

2.22 

860 

0.6  msmt. 

130 

m 

2.40 

2.36 

488 

Sarf.   and  0.6 

msmt. 

12» 

229 

2.18 

2.48 

480    Surf,   and  0.6 

msmt. 

129 

221 

2.18 

2.46 

488 1  Surf.  msmt. 

61 

60 

1.64 

1.06 

82    Sarf.    and  0.6 

mamt. 

43 

41 

1.68 

0.88 

1 

69 

0.6  mamt 

DAILY  MEAN   GAGE  HEIGHTS  OF   SCHUYLKILL  RIVER  AT  SCHUYL 

KILL  HAVEN,  SCHUYLKILL  COUNTY,  PA. 


1. 

— • 

8. 
4. 

5. 

I; 

8. 
9. 

10, 


1914. 


DAY. 


MAY. 


G.  H. 


2.22 
2.12 
2.48 
2.24 


JUNE. 


G.  H. 


1.39 
1.86 

i.n 

1.66 
1.60 

1.82 
1.34 
1.40 
1.88 
1.86 


JULY. 


O.  H. 


0.96 
1.16 
1.06 
0.96 
0.96 

0.96 
1.80 
1.20 
0.98 
1.06 


AUG. 


G.  H. 


1.06 
1.00 
1.04 
0.9S 
0.89 

0.90 
0.88 
0.90 
0.98 
0.90 


SEPT. 


G.  H. 


0.94 
0.M 
0.96 
0.9t 
0.9 

0.91 
0.88 

0.96 
0.84 

0.71 
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DAILY   MEAN  GAGE  HEIGHTS   OF   SCHUYLKILL  RIVER  AT   SCHUYL- 
KILL   HAVEI^,    SCHUYLKILL    COUNTY,    PA  .—Continued . 


11. 

12, 
13. 
14. 
15. 

16. 
17, 
18. 
19. 
20. 

21. 
22, 

». 

25. 

26. 
27, 
2S. 
29, 
». 

81. 


1914. 


DAY. 


JUNE.    '     JULY.    '     AUG. 


G.  n. 


1.34 
1.11 
1.05 
1.69 
2.06 

1.82 
1.90 
1.69 
1.56 
1.40 

1.29 
1.21 
1.19 
1.20 

1.13 

l.OS 
1.09 
1.81 
1.8S 
1.22 

1.17 


G.  H. 


1.09 
0.92 
0.94 
0.84 
0.79 


1.78 

i.ao 

1.12 
1.02 
0.97 

0.96 
0.96 
1.04 
l.U 
1.07 

1.00 


SEPT. 


G.  H. 


0.84 
0.86 
0.88 
0.77 
0.77 


0.78 

0.76 

0.80 

0.75 

0.78 

0.72 

0.79 

0.74 

1.24 

0.78 

0.79 
0.79 
0.78 
0.90 
0.90 

0.78 
0.78 
0.78 
0.74 
0.70 


LITTLE  SCHUYLKILL  RIVER. 


DESCRIPTION  OF  BASIN. 

Little  Schuylkill  River,  one  of  the  larger  tributaries  of  the  Schuyl- 
kill River,  joins  the  main  stream  at  Port  Clinton,  Schuylkill  County, 
and  drains  an  approximate  area  of  142  square  miles  in  Schuylkill  and 
Carbon  counties.  This  stream  rises  on  the  south  side  of  Spring 
Mountain  and  flows  in  a  general  southerly  direction  to  its  mouth,  a 
total  distance  of  approximately  30  miles.  The  elevation  of  its  source 
is  1,820  feet  above  sea  level,  and  at  its  mouth  it  is  410  feet,  having 
an  average  fall  of  47  feet  per  mile,  while  the  fall  from  the  source  to 
Tamaqua,  a  distance  of  approximately  9  miles,  is  at  the  rate  of 
116  feet  per  mile.  A  short  distance  above  Tamaqua  the  stream  passes 
through  a  gorge-like  valley  where,  in  a  distance  of  f  mile,  the  fall 
is  approximately  100  feet.  The  stream  drains  a  rough,  mountainous 
country,  the  steep  sides  of  which  are  covered  with  timber,  while  in 
the  valleys  and  on  the  plateaus  there  is  some  farming.  In  the  valleys 
of  the  tributaries  lies  one  of  the  largest  anthracite  coal  mining  regions 
in  Pennsylvania,  and  the  stream  is  contaminated  by  coal  waste 
throughout  most  of  its  course. 

Its  tributaries  are  small,  the  largest  being  Panther  Creek  and  the 
only  large  towns  in  the  watershed  are  Tamaqua,  Lansford,  Coaldale 
and  Summit  Hill,  all  of  which  are  mining  communities. 
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The  mean  annual  precipitation  over  this  watershed  is  between  50 
and  65  inches,  the  largest  in  the  state. 

The  discharge  has  been  measured  since  May  7,  1914,  at  Molino, 
ai)proximately  2J  miles  above  the  mouth. 


DELAWARE  BASIN— STATION  NO.  16. 


LITTLE  SCHUYLKILL  RIVER  AT  MOLINO,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  sj.an,  through-truss,  steel,  highway  bridge, 
at  Molino,  Schuylkill  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  May  7,  1914,  to  September  30,  1914. 

DRAINAGE  AREA— 138  square  miles. 

GAGP] — A  standard  chain  gage  is  attached  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to 
the  marker  is  18.8S  feet.  The  elevation  of  zero  is  arbitrary, 
i^ench  Mark  No.  1  is  on  face  of  left  abutment  4.5  feet  below  top 
and  1.6  feet  from  upstream  corner,  elevation  8.75  feet  above  gage 
datum,    Tl:e  gage  is  read  twice  daily  by  Frank  A.  Schickram. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  extreme  right 
end  of  top  handrail. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  300  feet.  The  banks  are  low,  but  they  do  not  overflow  during 
high  stages.    The  bed  is  composed  of  culm  and  is  not  permanent. 


DISCHARGE   MEASUREMENTS    OF    IJTTLE     SCHUYI^ILL   RIVER   AT 

MOLINO,   SCHUYLKILL  COUNTY,   PA. 

(Drainage  area  1S8  sqtMre  miles). 


No    '     Date. 


1 
2 
3 
4 
5 
6 


Hydrographer. 


JS 
X3 


1914 

May  7,     Ilosnier  A  Bowen.    ... 

Mav  12.     Reckord  &  Wilson.    .. 

y.ny     14.  I  Taylor 

May     14.  ,  Taylor 

May     1  J.  I  Taylor 

.Time    Z7.    Hosmer 

Sept.  9.  i  Wilson  &  Taylor,    — 


r<-it. 

11  :> 

116 
116 
116 
116 
S4 
69 


e 

CI 


at 
t 


o 

> 


a 


Sq. 

ft. 

199 

200 

21G 

216 

214 

50 

37 


Ft. 
per 

1.70 


78 
38 


1.34 
1.35 
1.12 
0.9» 


Feet. 

2.10 
2.20 
2.30 
2.32 
2.33 
0.93 
0.68 


9 


Sec. 

ft. 

339 

356 

297 

290 

289 

56 

35 


RemarkB. 


0.6  maint. 
0.6  msrat. 
Surf.    msmt. 


Surf. 
Surf. 
Surf. 
Surf. 


msmt. 
msmt. 
and   0.5 
msmt. 


mfliDt^ 
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DAILY   MEAN   GAGE   HEIGHTS    OF   LirrLE    SCHUYLKILL   RIVER   AT 

MOLINO,  SCHUYLKILL  COUNTY.  PA. 


1914. 

MAY. 

JUNE. 

JULY. 

AUG. 

SEPT. 

DAT. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

1                     

1.40 
1.87 
1.81 
1.39 
1.47 

1.27 
1.25 
1.21 
1.19 
1.19 

1.13 
1.14 
1.07 
1.10 
1.11 

1.06 
1.01 
0.99 
1.01 
1.07 

1.01 
1.08 
0.99 
-  0.99 
1.04 

0.97 
0.96 
1.06 
1.43 
1.15 

1.01 
l.Sl 
1.14 
1.01 
0.97 

0.99 
1.23 
1.24 
1.03 
1.01 

1.06 
1.06 
0.95 
0.99 
1.47 

1.26 

1.26 

1.17 

>            1.09 

1            1.02 

0.98 
0.95 
0.95 
0.91 
0.98 

0.96 
0.90 
1.07 
0.99 
0.89 

0.92 

0.89 
0.88 
0.89 
0.78 
0.77 

0.76 
0.77 
0.80 
0.79 
0.75 

0.76 
0.96 
0.81 
0.76 
0.76 

0.7S 
0.70 
0.70 
0.68 
.    1.22 

1.48 
1,12 
0.96 
0.88 
0.78 

0.77 
0.74 
0.75 
1.00 
0.92 

0.86 

0.74 

*»     • 

2 

0.71 

a  *•■ :::     :    r:               ....  

0.77 

*•  ....• • 

4           .           

«••«•      ■••• 

0.71 

5                   

0.68 

"'»        • 

s                       

0.67 

'»•     

7           

0.70 

■  « ..- 

g           

2.M 

2.22 
2.09 

2.05 
2.20 
2.46 
2.33 
2.81 

2.23 
2.14 
2.06 
1.96 
1.91 

1.86 
1.81 
1.75 
1.70 
1.61 

1.59 
1.65 
1.66 
1.52 
1.51 

1.44 

0.66 

Oy            ..•..•• • 

9                          

0.61 

10                        

0.54 

**•             

11                           

0.56 

**t             ..•.•• 

12      

0.62 

13      

0.62 

14      

0.60 

*'»     •.«••.. • 

15          

0.66 

■**'»     ..••-.. • 

18      

0.56 

17       

0.50 

*•»     ••• • 

Vj       

0.50 

!•        

0.60 

*«(     .................................................. 

m 

0.66 

21      

0.59 

22 

0.67 

a!  ;:;;;;:::;;;:;..;;::.;;;:;..;.:;....:; 

0.60 

24 

0.62 

0.65 

0.62 

27 

0.56 

0.59 

29 

0.56 

0.48 

DELAWARE  BASIN— STATION  NO.  17. 


SCHUYLKILL  RIVER  AT  READING,  PA. 


DESCRIPTION  OF  STjf^TION. 

LOCATION — On  Penn  Street  concrete  highway  bridge  at  Reading, 
Berks  County. 

RECORDS  AVAILABLE— Discharge  complete  from  May  6,  1914, 
to  September  30, 1914.  ^ 

DRAINAGE  AREA— 900  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  side 
of  the  bridge.  The  length  of  chain  from  the  bottom  of  the  weight 
to  the  marker  is  49.24  feet.  The  elevation  of  zero  is  arbitrary. 
Bench  Mark  No.  1  is  P.  R.  R.  B.  M.  and  is  a  copper  bolt  set  inside 
of  square  cut  in  top  of  door  sill  of  first  door  from  downstream 
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PERFIOMEN  CREEK. 


DESCRIPTION  OF  BASIN. 

Perkiomen  Creek,  one  of  the  largest  tributaries  of  the  Schuylkill 
River,  drains  an  area  of  362  square  miles  in  Berks,  Lehigh,  Bucks 
and  Montgomery  counties.  Rising  in  the  eastern  corner  of  Berks 
County  at  elevation  900  feet,  the  main  stream  flows  in  a  general  south- 
erly direction  for  86  miles  to  its  mouth  near  Perkiomen  Junction, 
Montgomery  County,  elevation  75  feet,  having  an  average  fall  of  23 
feet  per  mile.  The  basin  is  pear  shaped  with  many  large  and  small 
tributaries,  most  of  which  join  the  main  stream  in  its  upper  half; 
the  largest  of  the  tributaries  are  Skippack  Creek,  Northeast  Branch, 
West  Swamp  Creek,  East  Sw^amp  Creek  and  Northwest  Branch.  The 
territory  drained  by  this  creek  and  its  tributaries  is  a  hilly  agri- 
cultural region,  and,  although  it  contains  no  large  communities,  the 
basin  is  well  populated. 

The  stream  is  subject  to  sudden  freshets  and,  during  heavy  rains, 
large  quantities  of  surface  soil  are  eroded.  • 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
50  inches. 

The  discharge  was  measured  from  1884  to  1912  inclusive  at  Fred- 
erick, (Spring  Mount)  by  the  Philadelphia  Bureau  of  Water,  when 
it  was  discontinued.  Since  June  11,  1914,  the  discharge  has  been 
measured  by  the  Water  Supply  Commission  of  Pennsylvania  at 
Graters  Ford,  Montgomery  County. 


DELAWARE  BASIN— STATION  NO.   18. 


PERKIOMEN  CREEK  AT  GRATERS  FORD,  PA. 


DESCRIPTION  OP  STATION. 

LOCATION — On  two  span,  pony  truss  bridge,  at  Graters  Ford,  Mont 

gomery  County. 
RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  June  11  to  September  30,  1914. 
DRAINAGE  AREA— 280  square  miles. 


OatinK  StadoD  ou  Perkiomen  Creek  at  Gretera  Ford. 
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GAGE — A  standard  chain  gage  is  fastened  to  the  upstream  handrail 
in  the  right  span.  The  length  of  chain  from  the  bottom  of  the 
weight  to  the  marker  is  28.81  feet.  The  elevation  of  zero  is 
arbitrary.  Bench  Mark  No.  1  is  natural  shelf  on  stone  in  four- 
teenth course  from  top  on  face  of  right  abutment;  stone  is  fif- 
teenth in  from  upstream  end  and  seventh  from  downstream  end, 
elevation  8.53  feet  above  gage  datum.  The  gage  is  read  twice 
daily  by  I.  H.  Smoyer. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  bridge.  The  initial  point  for  soundings  is  centre  of  bridge 
pin,  right  end  of  downstream  side. 

CHANNEL— The  channel  above  the  station  is  straight  for  2,000  feet. 
Below  the  station  it  is  straight  for  1,000  feet  and  then  curves 
to  the  left.  The  right  bank  is  high  and  not  subject  to  overflow, 
while  the  left  bank  is  medium  and  may  overflow  during  extreme 
freshets.    The  bed  is  composed  of  rock  and  gravel. 


DISCHARGE  MEASUREMENTS   OF  PERKIOMRN   CREEK   AT   GRATERS 

FORD,  MONTGOMERY  COUNTY,  PA. 

(Drainage  area  280  square  miles  J. 


No. 


Date. 


Hydro^rapber. 


I       ldl4 

1  '  June     11 

2  Sept.     10 


Reckord  &  Taylor, 
Wilson  &  Taylor. 


Keet. 


141 
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* 

c. 
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X 

o 
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■ 
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«* 

o 

9> 

> 

Of 

Remarks. 

g 

a 

S 

to 

< 

p. 

O 

0 

Sq. 

ft. 
277 
269 


Ft. 
per 
sec. 
0.28 
0.14 


Feet. 

Sec. 

ft. 

2.89 

77 

2.84 

87 

Surf.    msmt. 
87    Surf.    msmt. 
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DAILY  MEAN  GAGE  HEIGHTS  OF  PERKIOMEN  CREEK  AT  GKATKUS 

FORD,  MONTGOMERY  COUNTY,  PA. 


2, 

8. 
4, 

o. 

6, 
7, 
8, 
9. 
10. 

11. 
12, 

IS. 
14. 
15. 

16. 
17, 

18. 

19. 
20, 

S* 
22. 

23. 

24. 

25, 

26. 
27. 
28. 
29, 
30. 

SI. 


1914. 


DAY. 


JULY. 


AUG. 


GH 


S.IS 
S.U 
S.13 
8.21 
8.19 

8.15 
8.16 
8.11 
8.19 
8.06 

8.12 
8.19 
8.86 

8.27 
3.8S 

8.81 
8.13 
8.18 
8.08 
8.07 

8.17 
8.08 
8.88 

8.85 
8.81 

8.22 
8.15 
3w2S 
3.53 
8.80 

8.61 


SKPT 


G  H 


S.48 

8.2S 
8.30 
9.24 
8.13 

8.80 
8.17 
8.11 
2.96 
2.89 

2.96 
2.M 
8,21 
2.96 
2.70 

2.48 
2.93 
2.6S 
2.47 
2.82 

8.04 

2.76 
2.45 
2.16 
2.42 

2.64 
2.74 
2.68 
2.59 
8.C8 


DELAWARE  BASIN— STATION  NO.  19. 


SCHUYLKILL  RIVER  AT  CONSHOHOCKEN,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — ^On  five  span,  steel,  through-tniss,  highway  bridge  be- 
tween East  and  West  Conshohocken,  known  as  Matsons  Ford 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  June  8  to  September  30,  1914. 
DRAINAGE  AREA— 1,795  square  miles. 
GAGE — A  standard  chain  gage  is  fastened  to  the  handrail  on  the 

downstream  side  of  the  bridge  in  the  centre  span.    The  length 


;  Station  on   Schuflkill  KiviT  nt  CoTishobocken. 
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of  chain  from  bottom  of  weight  to  marker  is  34.99  feet.  The 
elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1  is  natural  shelf 
on  face  of  stone  in  5th  course  from  bottom  of  right  abutment,  one 
foot  upstream  from  downstream  corner,  elevation  12.40  feet  above 
gage  datum.    The  gage  is  read  twice  daily  by  O.  R.  Tomlinson. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  left  end  of 
handrail  on  downstream  side  of  bridge. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  more  than  1,000  feet  and  400  feet  respectively.  The  right 
bank  is  high  and  not  subject  to  overflow,  as  is  also  the  left.  The 
bed  is  rocky  with  some  vegetable  matter. 


DISCHARGE  MEASUREMENTS    OF    SCHUYLKILL    RIVER  AT  CONSHO 

HOCKEN,    MONTGOMERY   COUNTY,    PA. 

(Drainage  area  1,795  square  miles). 


No.  .     Date. 


1914 

1  ,  Jnne     11 

2  July     17 

3  July     21 

4  ;  Sept.    12 


Hydrograyher. 


3 


a 

o 

• 

2 

►» 

• 

o 

• 

*^^ 

O 

VI 

O 

s 

a 
S 

1 

W4 

< 

S 

O 

Q 

Hockord  &  Taylor. 

fioebringer 

Boebringer,     

Wilson  &  Taylor, 


Ft. 

Feet. 

Sq. 

per 

ft. 

sec. 

348 

1084 

0.91 

413 

1714 

1.68 

337 

1125 

1.07 

306 

879 

0.58 

Feet. 


3.06  ! 
4.77  I 
3.24  ; 
2.48  • 


Sec. 
ft. 

985 
2678 
1206 

607 


Remarks. 


0.6 
0.6 
0.6 


msmt. 
msmt. 
m^mt. 


0.6  msmt. 
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DAILY   MEAN   GAGE  HEIGHTS   OF   SCHUYLKILL  RIVER  AT  CX)NSHO- 

HOCKEN.    MONTGOMERY    COUNTY,    PA. 


1914. 


DAY. 


1. 
2, 
3. 
4. 
5. 

6, 

7. 

8. 

9, 

10. 

11. 
12, 
13. 
14, 
15, 

16. 
17. 
18, 

19, 
20, 

21. 
22, 

23. 
24, 
25, 

26. 

27, 
28, 
29. 
30. 

31, 


JUNE. 

JULY. 

1 
AUG. 

SKPT. 

G  H     , 

G  H 

1 

G  H 

6  H 

3.00 

2.47 
2.88 
3.23 
2.94 

8.39 

3.08 
3.91 
3.60 

3.20 
2.89 

3.03 
3.13 

8.07 
2.96 
8.01 
8.05 
2.81 

8.27 
8.09 

8.15 

2.74 

'  2.U 

2.73 

2.57 

2.58 
3.24 
3.04 

2.25 
1.91 
1.75 

2.99 
3.02 
3.41 

1                 2.88 
■                 2.97 

2.83 
2.87 
3.21 
3.39 
6.48 

D.87 
3.29 
3.51 
3.37 
3.23 

2.46 
2.33 
1.84 
1.51 
1.32 

2.82 
3.12 
3.00 
2.92 
2.93 

6.0O 
4.74 
4.38 
8.50 
t3.S5 

2.63 
D.85 
2.07 
1.85 
1.96 

1.46 
2.54 
3.54 
2.47 
2.34 

2.78 
3.05 
2.83 
1               3.39 
3.14 

3.20 
3.40 
3.35 
3.90 
8.14 

2.89 
3.49 
3.83 
3.04 
2.78 

2.10 
3.0i 
8.28 
2.68 
3.49 

2.91 
3.34 
2.99 
3.10 
2.86 

3.06 
2.94 
3.60 
3.9S 
3.52 

S.2S 
8.06 
2.67 
2.47 
1                4.16 

1  1.54 
1.72 
2.62 
2.67 
2.18 

3.38 

3.57 

1 

tluterpolated. 


DARBY  CREEK. 


DESCRIPTION  OF  BASIN. 

Darby  Creek,  a  tributary  of  the  Delaware  River,  at  Essington, 
Philadelphia  County,  drains  approximately  78  square  miles  in 
Chester,  Philadelphia  and  Delaware  counties.  Rising  in  the  eastern 
part  of  Chester  County,  near  Berwyn,  it  follows  a  general  southeast- 
erly direction,  through  a  thickly  populated,  deforested,  i^olling  agri- 
cultural region  to  the  tidal  swamps  of  the  Delaware  River,  just 
below  Darby  Borough,  where  it  turns  southwestward  along  the 
western  side  of  the  swamp  to  its  mouth,  a  total  length  of  approxi- 
mately 24  miles.  Its  source^lies  at  an  elevation  of  about  475  feet 
above  sea  level,  and  its  mouth  at  sea  level.  In  its  upper  section  the 
slope  of  the  stream  is  steep,  while  in  the  lower  section  it  is  very 
flat.  The  principal  tributary  is  Cobbs  Creek,  which  enters  six  miles 
above  its  mouth.  A  few  mills  operated  by  waterpower  exist  on  this 
stream. 
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The  mean  annual  precipitation  over  this  watershed  is  from  45  to 
50  inches. 

Tke  discharge  has  been  measured  since  July  3l8t,  1911,  at  Lans- 
downe,  approximately  8  miles  above  the  mouth,  above  which  point 
the  tributary  drainage  area  is  35  square  miles. 


DELAWARE  BASIN— STATION  NO.  20. 


DARBY  CREEK  AT  LANSDOWNE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — Near  single  span,  iron  highway  bridge  on  road  from 
Lansdowne  to  Upper  Darby  Township,  Delaware  County. 

RECORDS  AVAILABLr] — Discharge  measurements  and  gage  heights 
from  July  31,  1911,  to  September  30,  1914. 

DRAINAGE  AREA— 35  square  miles. 

GAGE — A  10  foot  staff  gage  is  attached  to  a  tree  on  the  west  bank 
about  i  mile  above  highway  bridge  near  green  houses.  There 
is  also  a  high  water  staff  gage,  graduated  above  5  feet,  attached 
to  a  tree  a  short  distance  from  low  water  gage.  Both  gages  are 
i*eferred  to  the  same  datum.  The  elevation  of  zero  is  arbitrary. 
Bench  Mark  No.  1  is  on  top  of  spike  in  groove  cut  in  root  of  : 
large  white  walnut  tree  on  south  bank,  15  paces  from  low  water 
gage  and  10  paces  from  high  water  gage,  and  is  painted  B.  M., 
elevation  6.695  feet  above  gage  datum.  The  gage  is  read  twice 
daily  by  Charles  H.  Baker. 

DISCHARGE  MEASUREMENTS— Taken  by  wading  below  gage,  or, 
during  high  stages,  from  the  county  highway  bridge,  i  mile  below 
gage,  or  from  the  3  arch  bridge  in  Clifton  Heights.  The  initial 
point  on  the  county  highway  bridge  is  right  end  of  upstream 
handrail. 

CHANNEL — The  channel  is  straight  for  100  yards  above  and  below 
the  station.  The  light  bank  is  sloping  but  does  not  overflow. 
The  left  bank  is  high  and  steep,  and  does  not  overflow.  The  bed 
is  composed  of  mud,  gravel  and  stones. 

REMARKS — Slackwater  from  dam  of  (Barrett  Paper  Mill  extends  to 
a  point  about  75  to  80  yards  below  where  the  gage  is  located. 
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DISCHARGE  MEASUREMENTS  OF  DARBY   CREEK 

DELAWARE  COUNTY,  PA. 

(Drainage  area  S5  square  milea). 


AT  LANSDOWNE, 


No. 


Date. 


Hydrographer. 


5 
2 


e 

o 

m 

>> 

4>> 

A 

• 

o 

6C 

• 

■a 

.-4 

a 

0) 

.a 

9 

s 

es 

• 

-< 

^ 

CD 

o 

Remarks. 


iai4 


9  '  Jan. 
10  I  June 


6  ;  Boehringer   A   Shade, 


10 


Reckord  &  Taylor. 


11    Sept.    11    Wilaon  &  Taylor. 


1 

Ft.    ' 

1 

Feet.  1 

Sq. 

per 

Feet. 

ft. 

sec. 

56 

63 

0.98 

1.56 

47 

33 

0.61 

0.86 

'2ri 

IC 

l.W 

0.80 

Sec. 
ft. 


6!!  Wading  mamt.  lOO'  be- 
I     low    gage. 

20  Wadin-  mamt.  100*  be- 
low   gage. 

16  Wndlng  msmt.  ISO'  be- 
low   gage. 


DAILY   MEAN   GAGE  HEIGHTS   OF   DARBY   CREEK   AT   LANSDOWNE, 

DELAWARE  COUNTY,  PA. 


1, 

•) 

•■» 

3, 
4. 
o, 

6. 
7. 
8. 
9, 
10. 

12, 
18, 
M. 

ir. 

17. 
18. 
19, 
20. 

21. 
22, 
23. 
24. 
S. 

26. 

27. 
2S, 
29. 
30. 


31. 


1914 


HAY 


JAN, 


G  U 


1.26 
1.85 
1.65 
2.50 
2.76 


FEB.       MAR.       APRIL 


MAY  I     JUNE      JULY 


1. 
1. 
1. 
1. 
0. 

1. 

1 

•1. 


,75 
,45 
20 
,10 
.95 

15 

55 


1.85 
1.90 

I.  SO 
1.75 
1.75 
1.75 
1.65 

1.75 

1.75 

1 

1 
•» 


.46 

.4.') 
60 


1.46 
1.15 
1.10 
1.20 
1.20 

2.r« 


1.56- 
1.30 
1.45 
1.25 
1.50 

1.60 
1.35 
1.30 
1.26 
1.35 

1.25 
l.SO 
1.60 
1.45 


•1  4.1 
1.30 
1.85 
1.35 
1.70 

1.55 
1.45 
1.36 
•1.26 
1.4'. 

1.45 
1.5.'> 
1.36 


G  H  G  H 


1.15 
1.25 
1.40 
1.25 
1.20 

1.25 
1.40 
1.20 
1.10 
1.25 

1.25  I 
1.05  . 
1.35  ' 
2.20 
3.:!0  I 

t3.20  I 
3.10 
8.05  I 
1.96  ' 
1.45 

1.15 
1.25 
1.30 
1.45 
1.40 

1.36 
1.85 
3.10 
8.20 
1.55 

1.30 


G  H      I    G  H 


1.60 
1.30 
1.40 
1.50 
1.86 

1.40 

i.ao 

1.66 
2.90 
1.90 

1.25 
1.30 
1.25 
1.45 
1.75 

l.'o 
1.35 
1.35 
1.20 
1.56 

1.55 
1.36 
1.46 
1.80 
2.10 

5.. SO 
8.00 
1.96 
1.55  ' 
1.45 


1.18 
1.25 
1.26 
1.25 
1.16 

1.S2 
1.30 
1.30 
1.40 
1.16 

1.06 
1.36 
2.80 
1.75 
1.35 

1.18 
1.26 
1.12 
1.10 
1.25 

1.46 
1.60 
.1.26 
1.15 
0.98 

1.15 
1.35 
1.10 
1.00 
1.80 

1.28 


I 


G  H 


1.15 
1.46 
1.26 
1.60 
1.40 

1.15 
1.10 
0.96 

i.oe 

1.00 

1.15 
1.32 
1.26 
1.32 
1.25 

1.22 
1.35 
1.45 
1.35 
1.16 

1.40 
2.10 
1.56 
2.72 
1.76 

1.46 
2.26 
3.20 
2.85 
1.80 


G  H 


76 
77 


1.65 
1.25 
1.42 

1.86 
1.40 
1.15 
1.88 
1.60 

1.15 
1.42 
2.48 
1.40 
1.22 

1.40 


AUG.    ,    SEPT. 


1.80 
2.06 
1.25 
1.18 
1.40 

1.30 
1.28 
1.45 
1.00 
1.02 

1.25 
1.80 
1.45 
1.25 
2.00 


I 


OH 


G  H 


1.46 
1.5 
1.4'* 
1.20  1 

1.2,  , 

1.10 
1.1^  , 
I.IS 
1.8S 
l.IO 

1.12' 

1.80 ; 

i.i- 

i.3:< 

1.05 

1  '^2 

l.'lS 

1.25 

1 

1 


25 
SO 


1.45 
1.25  ' 
1.25 
1.15 
1.36 

1.86 
1.06 
1.25 
1.28 
1.86 

1.22 


1.2s 
1.13 

i.:6 

1.25 

i.i:> 

1.18 
0.9'i 

1.1'» 

1.22 
1.05 

1.00 

l.Oi 

i.r. 

1  0? 
1.2: 
1.1.-. 

1.05 


1.12 
1.42 
1.20 
0.92 
1.02 


Crt'ck  frozen  Jan.   13-15  Inclusive,   ami  Feb.   16  and  24.     tMaxiroum  4.40  at  6:00  p.  m. 


•<' 


ifi'anilywine  Creeb  Looking  Upstream  from  Gaging  Station  at  Cbadda  Fori. 
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BRANDYWINE  CREEK, 


DESCRIPTION  OF  BASIN. 

Brandywine  Creek,  a  large  tributory  of  the  Delaware  River,  iu 
Pennsylvania,  which  passes  through  the  northern  part  of  the  State 
of  Delaware,  and  enters  the  river  just  below  Wilmington,  drains 
approximately  300  square  miles  in  Pennsylvania.  Rising  in  two 
branches,  the  east  and  west,  which  liead  on  the  western  edge  of 
Chester  County  in  the  Welsh  Mountains  within  a  few  miles  of  each 
other,  these  branches  diverge,  one  passing  through  Downingtown,  and 
the  other  thiough  Coatesville,  about  10  miles  apart,  and  then  meet 
about  one  mile  north  of  Lenape,  in  the  south-central  part  of  Chester 
(bounty.  The  stream  and  its  branches  flow  in  a  general  southerly 
direction  through  a  rolling  country,  thickly  populated,  well  developed 
agriculturally  and  practically  deforested,  its  total  length  in  Penn- 
sylvania being  about  35  miles.  The  elevation  of  the  sources  of  the 
two  branches  is  about  900  feet,  at  the  state  line  it  is  140  feet  and 
at  the  mouth  sea  level.  The  slope  of  the  stream  is  gradual,  but  steep 
enough  to  cause  small  waterpowers  to  be  extensively  developed  along 
it  and  its  brandies.  On  the  drainage  basin  lie  numerous  towns  and 
villages,  several  of  which  obtain  water  from  the  branches. 

The  mean  aijinual  precipitation  over  this  watershed  is  from  45  to 
50  inches. 

The  discharge  has  been  measured  since  August  1,  1911,  at  Chadds 
Ford,  near  the  Pennsylvania-Delaware  state  line,  about  10  miles 
above  the  mouth. 


DELAWARE  BASIN— STATION  NO.  21. 


BRANDYWINE  CREEK  AT  CHADDS  FORD,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  iron  girder  bridge  of  P.  R.  R.  over  creek 

at  Chadds  Ford,  Delaware  CountJ^ 
RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  August  1,  1911,  to  September  30,  1914. 
DRAINAGE  AREA— 285  square  miles. 
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GAGE — A  standard  chain  gag^e  is  attached  to  the  upstream  handrail. 
The  length  of  chain  from  bottom  of  weight  to  marker  is  23.97 
feet.  The  elevation  of 'zero  is  arbitrary.  Bench  Mark  No.  1  is 
outside  upstream  corner  of  left  bridge  seat  stone,  elevation  18.49 
feet  above  gage  datum.  Bench  Mark  No.  2  is  top  of  outer  corner 
of  stone,  5th  step  in  left  upstream  wingwall  from  bridge  seat, 
elevation  9.27  feet  above  gage  datura.  The  gage  is  read  twice 
daily  by  E.  J.  Reynolds. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side 
of  bridge.  The  initial  point  for  soundings  is  cross  mark  cut  in 
handrail  at  face  of  left  abutment,  upstream  side. 

CHANNEL — The  channel  is  straight  above  the  station  for  50  yards, 
at  which  point  a  tail  race  enters  the  stream.  The  channel  below 
the  station  is  straight  for  80  yards,  and  then  curves  to  the  west. 
The  right  bank  of  the  natural  cieek  is  low  and  flat,  but  flood 
bank  is  high  and  steep.  The  left  bank  is  high  and  steep.  The 
bed  is  composed  of  mud,  stones  and  gravel. 


DISCHARGE  MEASUREMENTS  OF  BRANDYWINE  CREEK  AT  CHADDS 

FORD,    DELAWARE    COUNTY,    PA. 

(Drainage  area  285  aquare  milea). 


No. 


Date. 


1914 


9 

Jnn. 

6 

10 

June 

10 

11 

July 

U 

12 

July 

16 

18 

July 

16 

14 

Sept. 

11 

Uydrographer. 


.•4 


a 

o 

■ 

*rf 

ij 

. 

c; 

** 

S 

.-a 

• 

0) 

«4 

a> 

a> 

^ 

O 

►■ 

JS 

m 

? 

a 

ft' 

-< 

S 

C5 

Q 

Feet. 


Boehringer   &   Shade.  109 

Reckord  &  Taylo-.   ...  104 

Boehringer,    114 

Boehringer 113 

Boehringer     110 

Wilson  &  Taylor 103 


Sq. 

ft. 
3S2 
277 
562 
515 
436 
257 


Ft. 

per 

Feet. 

Sec. 

sec. 

ft. 

1.51 

a.36 

577 

0.&4 

1.18 

177 

2.29 

8.78 

12S5 

2.15 

8.36 

1100 

1.67 

2.67 

730 

0.47 

0.93 

121 

Remarks. 


0.6    method. 
0.2  ft  O.S  method. 
Surf.    msmt. 
Surf.    msmt. 
0.6    msmt. 
0.6    msmt. 
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DAILY  MEAN  GAGE  HEIGHTS  OF  BRANDYWINE  CREEK  AT  CHADDS 

FORD,    DELAWARE   COUNTY,    PA. 


1914. 


DAY. 


1 

2 

8 

4 

»t  

6.  

7. 

8 

9 

10 

11 

12 

13 

» 

IS 

1« 

17 

18,  

19 

20 

a 

22,  

25.  

24 : 

25 

28 

27 , 

2S 

» 

» 1 

a ! 


JAN. 


G  H 


1.S4 
1.84 
2.32 
3.62 
2.98 

2.35 
1.91 
1.78 
1.73 
1.70 

1.75 
1.72 
•^^1.60 
1.33 
1.66 

1.60 
1.57 
1.62 
1.43 
1.42 

l.SO 
1.42 
1.40 
3.34 

16.01 

1.76 
1.71 
1.66 
1.68 
1.68 

3.67 


FEB.  I  MAR. 


APRIL  i      MAY  ;     JUNE      JULY 


G  H 


tl.49 

2.42  1 
1.99  i 
1.92  > 
1.82  { 

1.78 
2.68 
2.0S  ' 

l.S« 
1.70 

1.67' 
1.66 
1.62  I 
1.64' 
1.63 

1.64  ' 
1.66 
1.68  ; 
1.96 
2.45 

1.82 
1.76 
1.66 
1.62 
1.76 

1.62 
1.62 
1.64 


G  H 


1.64 
1.64 
2.02 
2.36 
2.16 


G  H 


1.82 
1.74 
2.04 
2.52 
3.80 

5.50 
5.9S 
4.82 
2.94 
3.62 

2.22 
2.18 
2.20 
2.18 
2.22 

2.36 
2.30 
a.  22 
2.20 
2.20 

2.18 


2.18 
2.39 
1.99 
1.85 
1.77 


l.W 

1.76 

1.77 

1.72 

1.75 

1.73 

1.44 

2.58 

1.59 

1.91 

1.63 
1.68 
1.61 
1.61 
1.75 

2.53 
1.97 
1.71 
1.62 
1.78 

1.89 
1.69 
1.62 
.1.49 
1.47 

4.41 
2.59 
2.07 
1.94 
1.89 


GH 


1.61 
1.59 
1.61 
l.ei 
2.00 

2.19 
1.89 
1.76 
1.T2 
1.6S 

1.60 
1.66 
1.99 
1.67 
1.57 

1.49 
1.46 
1.46 
1.45 
1.48 

1.39 
1.36 
1.36 
1.33 
1.83 

1.31 
1.86 
1.81 
1.27 
1.28 

1.27 


6  H 


1.24 
1.21 
1.18 
1.19 
1.29 

1.21 
1.18 
1.18 
1.17 
1.18 

1.17 
1.14 
1.10 
1.06 
1.10 

1.10 
1.09 
1.08 
1.06 
1.16 

1.14 
1.64 
1.44 
1.36 
1.22 

1.16 
1.20 
1.30 
1.31 
1.06 


GH 


1.05 
1.50 
1.42 
1.23 
1.31 

1.29 
1.37 
1.35 
1.31 
1.17 


18 
17 
15 
62 


94.79 

3.13 
2.34 
1.57 
1.S5 
1.26 

1.17 
1.15 
1.11 
1.15 
1.41 

1.20 
1.00 
7.06 
8.07 
1.79 

1.41 


AUG. 


GH 


1.36 
1.24 
1.46 
1.40 
1.38 

1.32 
1.2B 
l.?8 
1.20 
1.18 

1.14 
1.30 
1.86 
1.22 
1.18 

1.09 
1.08 
1.17 
1.15 
1.07 

1.02 
1.36 
1.14 
1.06 
1.10 

1.16 
1.12 
1.06 
1.50 
1.74 

1.20 


SEPT. 


GH 


1.14 
1.12 
1.02 
1.02 
0.98 

0.96 
0.97 
1.00 
0.96 
0.92 

0.92 
0.90 
0.90 
0.92 
0.92 

0.92 
0.91 
0.89 
0.88 
0.90 

0.88 
0.89 
0.87 
0.86 
0.94 

0.90 
0.84 
0.87 
0.88 
0.96 


•Creek    fnwen  Jan.    18-17  incltiBlve. 
at  4  p.   m. 


tMax.   6.20  at  8  a.    m.     tMax.   5.68  at  8  a.   m.     {Max.   7.18 
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(80) 


SUSQUEHANNA  BASIN 


(81) 


^*^^» 


(82) 
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NORTH  BRANCH  OF  SUSQUEHANNA  RIVER. 


DESCRIPTION  OF  BASIN. 

The  North  Branch  of  the  Susquehanna  River,  which  joins  the 
West  Branch  at  Northumberland  to  form  the  main  Susquehanna 
River,  drains  a  total  area  of  11,485  square  miles,  of  which  6,270  lie 
in  Pennsylvania,  and  5,215  in  New  York  State.  This  Branch  rises 
in  the  Catskill  Mountains,  in  southeastern  New  York,  close  to  the 
headwaters  of  the  Delaware  River,  flows  in  a  general  south- 
westerly course  ihto  Pennsylvania  near  the  northeastern  corner  of 
the  state,  and,  forming  a  loop  about  16  miles  in  length,  again  enters 
New  York  State,  where  it  continues  westerly,  finally  turning  south- 
ward into  Pennsylvania,  just  north  of  Sayre,  Bradford  County,  and 
follows  a  southeasterly  course  to  Wilkes-Barre,  and  thence  south- 
westerly to  its  junction  with  the  West  Branch.  The  total  length 
of  the  river,  to  the  forks  at  Oneonta,  N.  Y.,  is  approximately  290 
miles.  From  its  headwaters  to  near  where  it  crosses  into  Pennsyl- 
vania for  the  second  time,  this  stream  flows  through  a  well  popu- 
lated, agricultural  area,  the  mountains  being  fairly  well  covered  with 
second  growth  timber,  the  channel  lying  in  a  narrow  valley.  Just 
above  Sayre  the  river  flows  through  a  wide,  open,  thickly  settled, 
fanning  country,  but  as  it  enters  Pennsylvania  it  changes  to  a  nar- 
row valley,  bounded  by  hills  400  to  600  feet  high,  and  thus  continues, 
passing  now  and  then  through  broad  flats,  to  its  mouth. 

The  upper  part  of  the  watershed  in  Pennsylvania  is  thinly  in- 
habited and  not  extensively  farmed,  the  mountains  being  usually 
covered  with  second  growth  timber,  but  from  the  mouth  of  the  Lacka- 
wanna River,  10  miles  above  Wilkes-Barre,  to  its  mouth,  the  basin  is 
densely  settled.  In  this  section  lies  the  Wyoming  Valley  anthracite 
coal  field.  Four  cities,  Pittston,  Scranton,  Carbondale  and  Wilkes- 
Barre,  many  large  boroughs  and  numerous  farming  and  mining  vil- 
lages are  found  in  this  drainage  area  in  Pennsylvania,  besides  which 
some  cities  and  boroughs  of  New  York  State  also  lie  in  this  water- 
shed. 

The  slope  of  the  stream  in  Pennsylvania  is  not  steep,  flowing,  as 
it  does,  through  a  succession  of  rapids  and  pools,  and  follows  a  uni- 
form rate  of  fall  of  about  two  feet  per  mile  to  its  mouth.  All  but  a 
small  portion  of  the  basin,  near  the  mouth,  lies'  within  the  glacial 
area.  The  sub-basins,  lying  within  the  glacial  area,  abound  in  lakes, 
;>onds  and  swamps,  and  a  few  of  these  basins  are  still  well  forested. 
The  principal  tributaries  in  New  York  are  the  Chenango  and  Una- 
dilla  rivers,  and  in  Pennsjivania  the  Chemung  and  Lackawanna 
rivers,  Towanda,  Wyalusing,  Tunkhannock  and  Fishing  creeks. 
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DISCHARGE  TABLE  FOR  NORTH  BRANCH  SUSQUEHANNA  RIVER 

CONKLIN,  N.  Y.,  FROM  APRIL  I,  1914. 


AT 


t 

O 

• 

id 

• 
4-» 

% 

9 

• 
CS 

B  height. 

•5? 

e  height. 

• 

•5! 

Si. 

.a 

0) 

So 

C5 

2 

bo 

• 

o 
iS 
D 

bo 

60 

s 

Feet 

Sec.  ft. 

Feet 

Sec.  tt. 

Feet 

Sec.  ft. 

Feet 

Sec.  ft. 

Feet 

Sec.  ft. 

2.00 

280 

.90 

1810 

.80 

5060 

.70 

9496 

.60 

14570 

.10 

310 

4.00 

1940 

.90 

5275 

.80 

9745 

.70 

14870 

.20 

seo 

.10 

2070 

6.00 

6495 

.90 

9995 

.80 

15180 

.90 

410 

.20 

2210 

.10 

6715 

8.00 

10250 

.90 

1549-> 

.40 

470 

.30 

2360 

.20 

5940 

.10 

10605 

10.00 

13800 

.60 

680 

.40 

2510 

.30 

6170 

.20 

10760 

.10 

1G^20 

.60 

600 

.60 

2670 

.40 

640O 

.30 

11016 

.20 

16440 

.70 

670 

.60 

2830 

.50 

6«30 

.40 

11275 

.SO 

16760 

.80 

740 

.70 

3980 

.60 

6860 

.50 

U5S& 

.40 

17080 

.90 

810 

.80 

8160 

.70 

70*3 

.60 

11796 

.60 

1740.1 

3.00 

890 

.90 

3830 

.80 

7330 

.70 

12065 

60 

17730 

.10 

970 

6.00 

3500 

.90 

7566 

.80 

12300 

.70 

1S06O 

.20 

1060 

.10 

3680 

7.00 

7800 

.90 

1?fM5 

.80 

1S330 

.80 

1160 

.20 

8860 

.10 

8035 

9.00 

12860 

.90 

157M 

.40 

1260 

.80 

4040 

.20 

827G 

.10 

18120 

11.00 

ISOGO 

.60 

1360 

.40 

4230 

.30 

8515 

.20 

13400 

.60 

1460 

.60 

4430 

.40 

8755 

.30 

1868Q 

.70 

1670 

.60 

4635 

.50, 

90OO 

.40 

18070 

.80 

1690 

.70 

48'^ 

.60 

9245 

.60; 

14270 
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ESTIMATED    MONTHLY    DISCHARGE    OF    NORTH    BRANCH    SUSQUE- 
HANNA RIVER  AT  CONKLIN.  X.  Y. 

(Drainage  area  2,SS0  $quare  milesj. 


MONTH. 


Discharge  in  Second -feet. 


Maximum. 


January,    . 
February, 
Marcb,    ... 

April 

May 

Jnne,    

July 

August,   ... 
September, 


1914. 


7560 

10600 

46700 

28900 

18700 

2830 

6170 

7330 

3330 


Minimum. 


Mean. 


790 

652 

948 

9000 

1300 
310 
600' 
565 
482 


1450 
2379 
7830 
15700  1 
6550 
1720 
1980 
1750 
U40 


Run-off. 

S<»cond-feet 

t 

per  square 

Depth  in 

mile. 

inches. 

• 

0.617 

0.71 

1.01 

1.06 

3.83 

3.84 

6.68 

7.45 

2.36 

2TI 

0.519 

0.58 

0.843 

0.97 

0.745 

0.86 

0.485 

0.54 

Note:— Gage  heights  affected  by  ice  Jan.  13  to  Mar.  28  inclusive.     Daily  discbarge  given  in  this 

S!riod    is   only    approximate.      Mean    discharsre    Jan.    13    to    19    InclosiTe.    estimated    1180    sec.    ft. 
ean  discharge  Feb.  26  to  Mar.  7,  estimated  1210  sec.  ft. 


CHENANGO  RIVER. 


DESCRIPTION  OF  BASIN. 

Chenango  River  rises  in  the  central  part  of  Madison  County,  New 
York,  and  flows  southward  into  the  Susquehanna  River  at  Bingham- 
ton,  N.  Y.  It  is  approximately  seventy  miles  long  and  its  drainage 
area  comprises  about  1,580  square  miles.  Its  headwater  valleys  lie 
at  an  elevation  of  about  1,200  feet  above  sea  level,  and  its  mouth  is 
864  feet.  Its  bed  is,  as  a  rule,  composed  of  sand  and  gravel  and 
the  stream  is  bordered,  in  many  places,  by  bottom  land,  subject  to 
overflow.  A  portion  of  the  headwaters  are  diverted  across  the 
Chenango-Mohawk  Divide,  through  Oriskany  Creek,  to  feed  the  sum- 
mit level  of  the  Erie  Canal. 

Considerable  power  is  developed  at  Binghamton  and  at  Port  Dick- 
inson, tlirpc  miles  above. 

Tlio  mean  annual  precipitation  over  this  water  shed  is  from  35 
to  40  inches. 

The  discharge  of  this  stream  was  measured  from  July  31,  1901, 
to  December  31,  1911,  at  Binghampton,  N.  Y.,  near  its  mouth,  al- 
tlioujjh  several  discharge  measurements  were  obtained  during  1912. 
Since  November  11,  1912,  the  discharge  has  been  measured  near  Chen- 
ango Forks,  N.  Y. 
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SUSQUEHANNA  BASIN—STATION  NO.  2. 


CHENANGO  RIVER  NEAR  CHENANGO  FORKS,  NEW  YORK. 


DESCRIPTION  OF  STATION. 

LOCATION — On  highway  bridge  two  miles  below  Chenango  Forks 
Post  Office,  1.5  miles  below  the  mouth  of  Tioughnioga  River  (com- 
ing in  from  the  right)  and  12  miles  above  the  month  of  river  at 
Binghamton,  N.  Y. 

RECORDS  AVAILABLE— Discharge  complete  from  November  11, 
1912,  to  September  30,  1914. 

DRAINAGE  AREA— 1,420  square  miles. 

GAGK — Inclined  staff  gage  on  left  bank.  The  gage  is  read  by  Erastus 
Ingraham. 

DISCHARGE  MEASUREMENTS— Ix)w  water  measurements  made 
by  wading  near  the  gage. 

CHANNEL — One  channel  at  all  stages;  bed  of  stream  small  cobble 
filled  in  with  sand  and  gravel;  not  liable  to  shift;  current  uniform 
across  the  entire  section. 

WINTER  FLOW — Gage  heights  somewhat  affected  by  ice  during 
ordinary  winters. 

REMARKS — ^This  station  was  established  to  supercede  the  station 
on  the  Chenango  River,  at  Binghamton,  N.  Y.,  which  station  was 
influenced  by  backwater  from  the  North  Branch  of  the  Susque- 
hanna River.  The  data  on  this  station  have  been  fiirnished  by  the 
United  States  Geological  Survey,  who  maintain  and  operate 
this  station. 
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DISCHARGE  MEASUREMENTS  OF  CHENANCiO  RIVER  NEAR  CHENANGO 

FORKS,  N.  Y. 

(Drainage  area  1,^20  square  miles). 


No. 


6> 

7 

l| 

10  ' 

11 

12  I 

13 

14 

15 

16 

17  I 

18 

19  . 


Jan. 
Jan. 
Jan. 
Jan. 
Feb. 
Mar. 
.Var. 
Mar. 
Mar. 
Mar. 
Apr. 
Apr. 
July 


L'4 
81 
20, 

o! 

20. 

2a, 

2!)  I 
2», 

3  1 

8 
26 


DeGolyer, 
DeGolyer, 
DeGolyer, 
DeGolyer, 
DeGolyer, 
Barnes.  . 
Covert,  . 
DeGolyer, 
Barnes,  . 
Barnes,  . 
Barnea,  . 
Barnes,  . 
Barnes,  . 
DeGolyer, 


320 
320 

313 
813 
365 
280 
390 
392 
387 
540 
530 
890 
380 
391 


B 
O 

•      • 

o 

■» 


u 


m 

1 

1 

^ 

. 

•m^ 

■^* 

V 

JS. 

O 

i» 

■ 

& 

4) 

te 

> 

.a 

b 
« 

O 

i, 

J3 

9S 
4^ 

t 

C 
M 

M^ 

S3 

'O 

Q 

Sq. 
ft.     , 

750 
773  , 
7S8 
784  . 
1800  ' 
1100' 
79S 
1250  , 
1120  I 
4900 
4740  I 
8110 
2370 
636 


Fr. 

per 
sec. 
1.12 
I.IS 
1.00 
0.90 
3.39 
0.<8 
1.04 
1.66 
1.68 
6.43 
6.21 
5.58 
\.Vx 
1.71 


Feet. 


34 

40 
98 
94 


6.43 
6.50 
4.60 
5.61 
5.24 
12.91 
12.50 
9.5S 
7.60 
3.53 


Remarks. 


Sec. 
ft.     ' 

842  I 
915 
788  ' 
750  I 
6100  i 
814  r 
880 
2080 
1880 
31500 
29400 
17300 
10800 
1000 


0.2  ft 
0.2  & 
Msmt. 
Msmt. 
0.2  & 
Msmt. 
Msmt. 
Msmt. 
Msmt. 
0.2  ft 
0.2  & 
0.2  & 
0.2   ft 


0.8   msmt. 

0.8    msmt. 
imder    Ice 
under    Ice 

0.8   msmt. 
under    ice 
under    ice 
under    ice 
under    ice 

0.8   msmt. 

0.8   msmt. 

0.8   msmt. 

0.8    msmt. 


cover, 
cover. 

cover, 
cover, 
cover, 
cover. 


Wading  300'    below   gape. 


DISCHARGE  TABLE  FOR  CHENANGO  RIVER  NEAR  CHENANGO  FORKS. 

N.   Y.,   FROM   NOV.    11,   1)12. 
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.S 
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a> 
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c. 

be 
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b 
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!           -3 
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C3 

c« 

c 
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a> 

■s 

& 

& 

«^ 

& 

A 

s, 

bo 

as 

&« 

^r. 

«      i 

be 

«*' 

« 

"H 

a 

.F4                     1 

C3 

es 

•s 

a 

o 

« 

3 

1 

s 

;5 

p 

O 

1 

Feet 

Sec.  ft. 

Feet 

Sec.  ft. 

Feet 

Sec.  ft. 

Feet 

!    Sec.  ft. 

Feet 

Sec.  ft. 

2.20 

92 

.60 

2790 

7.0O 

8500 

.40 

1         16600 

.80 

26200 

.80 

182 

.70 

2OT0 

.10 

SSOO 

.50 

17000 

.90 

26600 

.40 

178 

.80 

3160 

.30 

9100 

.60 

17400 

12.00 

27O0O 

.50 

280 

.90 

8350 

.30 

9400 

.70 

17800 

.10 

27500 

.60 

286 

5.00 

3550 

.40 

9700 

.80 

18200 

.20 

28000 

.70 

348 

.10 

3750 

.30 

10000 

.90 

18600 

.80 

SKiOO 

.SO 

416 

.20 

3900 

.60 

10300 

10.00 

19000 

.40 

29^100 

.90 

491 

.30 

1170 

.70 

10600 

.10 

1940O 

.60 

29600 

3.00 

672 

.40 

4390 

.80 

10900 

.20 

19600 

.80 

30000 

.10 

660 

.50 

4610 

.90 

11200 

.30 

20200 

.70 

30500 

.20 

750 

.60 

4840 

8.00 

11500 

.40 

20600 

.80 

31000 

.30 

850 

.70 

5070 

.10 

1180O 

.50 

21000 

.90 

31500 

.40, 

960 

.80 

r-310 

.20 

12100 

.60 

21400 

18.00 

82000 

.50 

1060 

.90 

5.i50 

.30 

12  W 

.70 

21800 

.10 

82500 

.60 

1200 

6.00 

5sno 

.40 

12700 

.80 

22200 

.20 

33000 

70  I 

1880 

.10 

6060 

.50 

18000 

.90 

22600 

.30 

S3>00 

SO 

1470 

.20 

6310 

.60 

18400 

11.00 

28000 

.40 

84000 

:h) 

1620 

.30 

6570 

.70 

13800 

.10 

28400 

.60 

34500 

1.00  ' 

1780 

.40 

68S0 

.80 

1420) 

.20 

28800 

.60 

S5000 

.10  1 

1940 

.50 

7100 

.90 

14600 

.30 

24200 

.70 

85600 

.20  1 

2100 

.60 

7370 

9.00 

15000 

.40 

24600 

.80 

36000 

.30 

2270 

.70 

7650 

.10 

15400 

.50 

25000 

.90 

88SO0 

.40  1 

2440 

.80 

7930 

.20 

15800 

.60 

25400 

14.00 

37000 

.50 

2810 

.90 

8210 

.80 

16200 

.70 

1 

25800 

9i 


1>AILY 


MEAN    GAGE    HEIGHTS    AND    DISCHARGES    OF    CHENANGO 
RIVER  NEAR  CHENANGO  FORKS,  N.  Y, 


1912. 


DAY. 


1. 
2. 
3. 
4, 
5, 

6, 
7. 
8. 
9, 
lO. 

11, 
12, 
13, 
14. 
15, 


DEC. 


16.  -  . 

17,  .. 

18.  .. 

19,  -^. 


21. 


24. 


26. 
27. 


SI. 


5.2 

8960 

4.05 

•   1860 

4.1 

1940 

4.25 

2180 

4.15 

2020 

4.8 

/  2270 

4.25 

'    2180 

4.0 

1780 

4.0 

1780 

4.0 

1780 

4.0 

1780 

4.0 

1780 

4.0 

1       1780 

8.5 

1060 

3.76 

1400 

4.0 

1780 

4.0 

1780 

4.0 

1780 

4.0 

1780 

4.0 

1780 

, 

GH 


Dis. 


4.0 

1780 

4.1 

1940 

7.2 

9100 

7.3 

9400 

6.8 

6570 

7.0 

8600 

7.0 

8500 

6.0 

5800 

5.0 

3550 

4.45  1 

2520 

4.25 

2180 

4.1 

1940 

4.0 
3.4 

1^ 

4.0 

1780 

3.5 

106O 

3.5 

1080 

3.4 

960 

4.3 

2Z70 

5.0 

3560 

5.2 

8960 

4.9 

3860 

4.15 

2020 

4.0 

1780 

4.05 

1860 

8.96 

1700 

4.0 

1780 

3.85 

1540 

3.85 

1540 

3.96 

1700 

4.8 

3160 
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ESTIMATED  MONTHLY  DISCHARGE  OF  CHENANGO  RIVER   NEAR 

CHENANGO  FORKS,  N.  Y. 

(Drainage  area  l,iiO  square  miles  J. 


MONTH. 

Discbarge  :n  Second-feet. 

Bnn-off. 

&Iaxlmuin. 

Minimum. 

Mean. 

Second-feet 

per  square 

mile. 

Depth  in 
inches. 

• 

1912. 

November,    11-^, 
December,     


3960 
8500 


1080 
960 


1920. 
3210  1 


1.S5 
2.26 


January, 

Febrnary, 

March, 

April 

May 

June,    

July,    

August    . . . 

September, 

October, 

November, 

December, 


al913. 


The  year, 


January, 
February, 
March,    . . . 

April,    

May 

June,     

July,     

August,   . . . 
September, 


bl914. 


19400 

3160 

34000 

6S30 

3160 

3160 

836 

188 

362 

1470 

4840 

2100 


2100 


960 
382 
348 
188 
92 
92 
141 
416 
750 


34000 


7360 
1260 
7870 

2600 
918 
688 
266 
145 
175 
482 
1650 
1230 


0.887 
&.54 

1.83 

0.6<9 

0.48S 

0.187 

0.102 

0.123 

0.33» 

1.16 

0.866 


2060 


1.449  I 


6S30 

1060 

10600 

416  i 

ISIO 

?.'ii0.y) 

616  ! 

5430 

23400 

4390  1 

10120 

13100 

90>  ' 

29D0 

3960 

416 

SB3 

120O 

381  , 

r.92 

6070 

316 

1100 

3550 

416  , 

965 

1.00 

a.ei 


5.97 
0.92 
6.3:< 
2.04 
0.9 
0.54 
0  22 
0.12 
0.14 
0.39 
1.29 
1.00 


19.  Si 


0.761 

0.S8 

1.35 

1.41 

3.82 

'                 4.40 

7.13 

7.&6 

2.06 

2.3S 

0.60S 

0.68 

0.417 

0.4S 

0.775 

0.S9 

0.680 

0.76 

a— Discharge  Feb.  12th  to  March  9th  inclnsive,  estimated  from  comparative  studies. 
1>— Gage  heights  affected  by  ice  Jan.   6  to  March  26  inclusive.     Discharge  during  this  period 
only  approximate.     Mean  discharge  Jan.  12  to  18  inclusive,   estimated  568  sec.  ft. 
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CHEMUNG  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Chemung  River  is  formed  near  Painted  Post,  hk  the  south- 
eastern part  of  Steuben  County,  N.  Y.,  by  the  confluence  of  Cochoctou 
and  Tioga  rivers.  Cohocton  River,  the  north  branch,  drains  the  op- 
posite or  southern  slope  of  the  divide  at  the  head  of  the  Keuka  and 
Canadaigua  lakes.  Its  drainage  area  lies  wholly  in  the  State  of 
New  York,  principally  in  Steuben  County  and  comprises  approxi- 
mately 630  square  miles  above  the  mouth.  Tioga  River  rises  in  Tioga 
County,  Pa.,  and  flows  northward,  crossing  the  state  line  near 
Lawrenceville,  Pa.  The  last  fifteen  miles  of  its  course  lie  in 
New  York  State.    It  has  about  1,330  square  miles  of  drainage  area 
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above  its  mouth,  689  of  which  lie  in  Pa.  About  five  miles  from 
its  mouth  the  Tioga  Eiver  receives,  from  the  left,  Oanisteo  River, 
which  rises  in  the  northeast  corner  of  Allegheny  County,  N.  Y.,  and 
flows  in  a  southeasterly  direction,  draining,  with  its  tributaries,  the 
southern  part  of  Steuben  County.  Its  drainage  area  comprises  about 
540  square  miles. 

The  Chemung  River  flows  southeastward  through  Corning,  Elmira 
and  Chemung,  crosses  the  state  line  and  flows  for  approximately 
two  and  one-half  miles  in  Pa.,  returns  to  New  York  for  approxi- 
mately two  and  one-half  miles,  and  crosses  again  to  Pa.  near 
Waverly,  emptying  into  the  Susquehanna  River  near  Athens,  Brad- 
ford County,  Pa.  The  total  length  of  the  river  proper  is  about 
fortj  miles,  of  which  thirty  miles  lie  in  New  York:  the  drainage 
area  at  the  mouth  being  approximately  2,520  square  miles,  832  of 
which  are  in  Pennsylvania. 

The  Chemung  River  is  sluggish  throughout  its  course,  flowing  over 
a  wide,  gravelly  bed,  in  a  series  of  rifts  and  pools,  and  one  or  the  , 
other  of  the  banks  is  usually  low  and  subject  to  frequent  overflow. 
The  hills  bordering  the  river  rise  to  a  height  of  several  hundred  feet 
on  either  side,  within  a  short  distance  of  the  stream.  The  upland 
plateau  is,  to  a  large  extent,  wooded,  has  impervious  soil,  no  lake 
storage  and  few  marsh  areas.  Tributaries  are  ramifying  and  uni- 
formly distributed,  though  not  very  numerous,  and  dry  gullies,  or 
flood  channels,  are  common.  The  principal  tributaries  in  Pennsyl- 
vania are  Seely  Creek,  South  Creek  and  Bentley  Creek,  all  of  which 
join  the  river  in  New  York  State. 

In  its  watershed  in  Pennsylvania  lie  the  boroughs  of  Athens,  Sayre 
and  South  Waverly,  while  in  New  York  are  Corning,  Elmira,  Che- 
mung and  Waverly. 

The  mean  annual  precipitation  over  this  watershed  is  from  35  to 
40  inches. 

The  discharge  of  this  stream  has  been  measured  since  Sept.  7,  1903, 
at  Chemung,  approximately  10  miles  above  its  mouth. 
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SUSQUEHANNA  BASIN— STATION  NO.  3. 

CHEMUNG  RIVER  AT  CHEMUNG,  NEW  YORK, 


DESCRIPTION   OF   STATION. 

LOCATION — On  two  span,  steel  structure,  midway  between  Chemung, 
N.  Y.,  and  Wilawanna,  Pa.,  near  the  state  line. 

RECORDS  AVAILABLE— Discharge  complete  from  September  7, 
1903  to  December  31,  1913,  and  discharge  measurements  and  gage 
heights  January  1,  to  September  30,  1914. 

DRAINAGE  AREA— 2,440  square  miles. 

GAGE — A  tape  and  weight  gage  is  attached  to  tlie  upstream  side  of 
the  bridge  near  the  right  bank.  The  elevation  of  zero  is  arbitrary. 
The  length  of  tape  is  29.59  feet.  Bench  Mark  No.  1  is  formed 
b}'^  three  nails  driven  into  a  telegraph  pole  70  feet  to  the  right 
of  the  initial  point  for  soundings,  about  30  feet  upstream;  the 
pole  is  marked  witli  black  paint  "U.  S.  G.  S.  B.  M."  elevation 
29.88  feet  above  gage  datum.    The  gage  is  read  by  D.  L.  Orcutt. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  face  of  right 
abutment,  downstream  side. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  700  feet  and  800  feet  respectively.  The  right  bank  is  high, 
cleared  and  not  subject  to  overflow.  The  left  bank  is  of  medium 
height,  wooded  and  overflows  during  extreme  high  stages.  The 
bed  is  composed  of  gravel. 

REMARKS — The  smooth  water  reaches  of  the  stream  become  ice 
covered  in  winter  while  needle  ice  forms  over  the  rapids  and  is 
carried  under  the  surface  ice.  The  following  data  have  been 
furnished  by  the  T'nited  States  Geological  Survey: 


DISCHARGE  MEASUREMENTS    OF    CHEMUNG   RIVER  AT  CHEMUNG, 

N.  Y. 

(Drainage  area  t,W  square  miles  J. 
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SUSQUEHANNA  BASIN—STATION  NO.  4. 


NORTH  BRANCH  SUSQUEHANNA  RIVER  AT  TOWANDA,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  four  span,  steel,  through-  truss,  highway  bridge  at 
Towanda,  Bradford  County. 

RECORDS  AVAILABLE — Discharge  measurements  ajid  gage  heights 
from  January  29,  1914,  to  September  30,  1914. 

DRAINAGE  AREA— 7,770  square  miles. 

GAGP] — A  Y'  ^  12"  iron  staff  gage  is  laid  in  concrete  facing  and 
attached  to  the  first  pier.  The  elevation  of  zero  is  734.7  feet. 
Bench  Mark  No.  1  is  under  side  of  southerly  window  sill  at  north- 
erly end  of  Stegmaiers  Beer  Depot,  elevation  29.54  feet  above 
gage  datum.  Bench  Mark  No.  2  is  top  corner  of  stone  work  on 
the  brick  foundation,  north  corner  of  brick  building  just  south 
of  beer  depot,  elevation  28.88  feet  above  gage  datum.  Bench 
Mark  No.  3  is  chisled  seat  on  stone  door  sill  south  end  of  west 
entrance  to  Stegmairs  Beer  Depot,  0,25  feet  from  end  of  sill, 
elevation  24.788  feet  above  gage  datum.  The  gage  is  read  twice 
daily  by  Hiram  E.  Bull. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  end  of  handrail, 
right  downstream  side. 

CHANNEL — The  channel  is  straight  above  and  below  the  station. 
Both  banks  are  high  and  not  subject  to  overflow.  The  bed  is 
composed  of  rock  and  gravel. 

REMARKS — ^The  U.  S.  Weather  Bureau  has  obtained  gage  heights  at 
this  station  since  October  1,  1892. 


DISCHARGE  MEASUREMENTS    OP    NORTH    BRANCH    SUSQUEHANNA 
RIVER  AT  TOWANDA,  BRADFORD  COUNTY,  PA. 

(Drainage  area  7,770  square  miles). 
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TOWANDA  CREEK. 


DESCRIPTION  OF  BASIN. 

Towanda  Creek,  a  tributary  of  the  North  Branch  of  the  Susque- 
hanna River,  rises  in  the  southeastern  corner  of  Tioga  County  and 
flows  in  a  general  northeasterly  direction  for  31  miles  to  its  mouth, 
one  mile  south  of  Towanda,  Bradford  County. 

The  main  creek  and  its  tributaries  drain  an  area  of  approximately 
282  square  miles  in  Tioga,  Sullivan  and  Bradford  counties,  and  flow 
tL  rough  narrow  valleys,  flanked  with  steep  hills,  rounded  by  glacial 
action.  The  principal  industry  is  farming,  although  some  lumbering 
is  carried  on.  The  basin  is  sparsely  inhabited,  the  largest  towns 
being  Canton,  Alba,  New  Albany  and  Monroe  boroughs.  The  prin- 
cipal tributaries  are  North  Branch,  Shrader  Branch  and  South 
Branch. 

The  mean  annual  precipitation  over  this  watershed  is  from  35  to 
40  inches. 

The  discharge  has  been  measured  since  January  30,  1914,  above 
Monroeton,  5J  miles  from  the  mouth  of  the  creek. 


SUSQUEHANNA  BASIN-STATION  NO.  5. 


TOWANDA  CREEK  AT  MONROETON,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  through-truss,  steel,  highway  bridge, 
at  Monroeton,  Bradford  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  January  30,  1914  to  September  30,  1914. 

DRAINAGE  AREA— 218  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  downstream  side 
of  the  bridge.  The  length  of  chain  from  the  bottom  of  the 
weight  to  the  marker  is  23.90  feet.  The  elevation  of  zero  is  arbi- 
trary. Bench  Mark  No.  1  is  on  face  of  the  downstream  left  wing- 
wall  about  one  foot  from  end,  top  of  second  course  from  bottom 
or  fifth  course  from  top,  not  counting  the  coping,  elevation  10.60 
feet  above  gage  datum.  The  gage  is  read  twice  daily  by  Leon  D. 
Pepper. 


Gaging  Station  on  Towanda  Creek  at  Monroeton. 
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DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  The  initial  point  for  soundings  is  top  face  of 
right  abutment. 

CHANNEL — The  channel  above  the  station  is  straight  for  several 
hundi*ed  feet.  It  is  straight  below  the  station  for  a  short  distance 
w^ith  an  old  abandoned  dam  about  150  feet  below  the  bridge.  The 
right  .bank  is  high  and  steep.  The  left  bank  is  low  but  not 
subject  to  overflow.  The  bed  is  composed  of  coarse  gravel.  The 
thread  of  the  current  passes  under  the  bridge  at  an  angle  of 
about  18  degrees. 

DISCHARGE  MEASUREMENTS  OF  TOWANDA  CREEK  AT  MONROETON, 

BRADFORD  COUNTY,  PA. 

(Drainage  area  218  square  miles). 
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WYALUSING  CREEK. 


DESCEIPTION  OF  BASIN. 

Wyalusing  Creek,  a  tributary  of  the  North  Branch  of  the  Susque- 
hanna River,  in  Susquehanna  and  Bradford  counties,  drains  approxi- 
mately 215  square  miles.  Bising  in  three  branches,  the  headwaters  of 
which  spread  over  the  central  and  western  parts  of  Susquehanna 
County,  and  join  near  Rushland  near  the  Susquehanna-Bradford 
county  line,  it  follows  a  general  southwesterly  course  to  its  mouth 
at  Wyalusing,  Bradford  County,  a  distance  of  approximately  30 
miles.  The  basin  is  sparsely  populated,  the  habitations  being  scat- 
tered over  the  agricultural  section  and  in  small  villages,  the  w^ater- 
shed  consisting  of  hilly,  farming  country,  contains  little  timber 
except  on  the  hilltops.  The  principal  tributaries  are  the  North,  Mid- 
dle and  East  Branches,  which  form  its  headwaters,  and  include  a 
number  of  lakes  in  their  watersheds.  This  creek  lies  entirely  within 
the  glacial  area,  the  slope  being  gradual  throughout  most  of  its 
course.  Wyalusing  Creek  is  used  to  a  limited  extent  for  power  pur- 
poses. 

The  mean  annual  precipitation  over  this  watershed  is  from  35  to  40 
inches. 

The  discharge  of  this  stream  has  been  measured  since  October  28, 
1908,  at  Wyalusing,  2J  miles  above  the  mouth. 


SUSQUEHANNA  BASIN—STATION  NO.  6. 


WYALUSING  CREEK  AT  WYALUSING,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through- truss,  highway  bridge; 
first  bridge  after  leaving  Wyalusing,  Bradford  County. 

RECORDS  AVAILABLP>— Discliarge  complete  December  1,  1908,  to 
January  3,  1900,  June  1,  1909,  to  September  30,  1914. 

DRAINAGE  AREA— 214  square  miles. 

GAGE — ^A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  21.73  feet.    The  elevation  of  zero  is  arbitrarv.    Bench 
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Mark  No.  1  is  a  projection  on  stone  in  bottom  course,  left  abut- 
ment, upstream  wing;  second  stone  from  face  of  abutment,  1  foot 
from  first  vertical  joint  from  face  of  abutment,  elevation  5.612 
feet  above  gage  datum.  The  gage  is  read  once  daily  by  Alton  B. 
Taylor. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  edge  of  east 
abutment. 

CHANNEL — The  channel  is  straight  a^>ove  and  below  the  station  for 
1,000  feet.  The  right  bank  is  high  and  not  subject  to  overfloT^^. 
The  left  bank  is  low  and  water  passes  around  at  high  stages. 
The  bed  is  composed  of  rocks  and  gravel. 

REMx\RKS — There  are  several  mills  on  the  stream  above  the  bridge 
w^hich  affect  the  flow  during  dry  weather.  Water  passes  through 
an  abandoned  race  on  the  left  side  of  the  creek  at  gage  height 
2.9  feet. 

DISCHARGE   MEASUREMENTS   OF   WYALUSING   CREEK   AT   WYALUS- 

ING,  BRADFORD  COUNTY,  PA. 

(Drainage  area  2H  square  miles). 


No.       Date. 


Hydrogrrapher. 


I       1914 
82    June      4  ;  Dowen  &  Taylor, 
33  ,  Aug.     27  I  Taylor   A   Gough, 
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DISCHARGE  TABLE  FOR  WYALUSING  CREEK  AT  WYALUSING,  BRAD- 
FORD COUNTY,  JAN.  1,  1913. 
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.50 
.60 
.70 
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.90 
2.00 
.10 
.20 
.30 


Sec.  ft. 

Feet 
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.40 

220 

.50 

256 

.60 

296 

.70 
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482 

.10 
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6.00 

1 

& 

08 
.=3 
b 


X3 
Ml 

O 

Ml 

c 
C 


Sec.  ft. 
2024 

2122 
2220 
2S18 
2415 
2515 
2615 
2716 
2815 
2915 

3120  ; 

3335  , 


Feet 
.60 
6.00 

.60 

7.00 

.50 

8.00 

.60 

9.00 

10.00 

11.00 


es 
JS 

o 


Sec.  ft. 


4460 

5oeo 

5700 
6880 

7100 

7900 

8700 

10300 

11900 


Xote:— This   table   Is  only  applicable  subsequent  to  Jan.   1,   1913,   and  is  based  on  two  measure- 
ments made  in  1913  together  with  former  curve. 
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ESTIMATED    MONTHLY    DISCHARGE    OF    WYALUSING    CREEK      AT 

WYALUSING,   BRADFORD  COUNTY. 

(Drainage  area  iH  square  tnUea.) 


Discharge  In  Second -feet. 


Ban-off. 


MONTH. 


Jannary. 
February, 
March.     ... 
April,    

May 

June,     

July,     

Angrust. 
September, 


1914. 


1 

Second -feet 

Maximum. 

Minimum. 

Mean. 

per  square 
mile. 

Depth  in 
inches. 

4S70 

404 

462 

876 

130O 

l.SSS 

2.ir.9 

4.093 
6.075 

2.177 

4200 

.1  ..4^ 

7030 

1 

4.71'' 

3510 

422 

♦1  77- 

3050 

79 

4S8 

2.280 

i.^j. 

580 

36 

98 

0.458 

(«.r:i 

196 

41 

65 

0.304 

0.5.* 

634 

26 

100 

0.467 

o.rv'^ 

81  , 

12; 

SO 

0.140 

0.:;*: 

Note:— Creek    frozen    Jan.    1-29   inclupfve;    Feb.    !o-March   20   incluBlve;    slush   ice   jam    Feb. 
Discharge  eatimated   from  climatological  records. 
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MEHOOPANY  CREEK. 


DESCRIPTION  OF  BASIN. 

Mehoopany  Creek,  with  a  total  drainage  area  of  181  square  miles, 
rises  in  the  southeastern  part  of  Sullivan  County  at  an  elevation  of 
2,400  feet,  and  flows  in  a  nortlieasterly  direction  to  its  mouth  in  the 
North  Branch  of  the  Susquehanna  River  at  Mehoopany  at  an  eleva 
tion  of  604  feet.  It  is  23  miles  long  and,  from  a  point  near  its 
source,  it  has  a  slope  of  82  feet  per  mile  for  9  miles  and  thence,  9 
miles  farther  to  its  mouth,  the  slope  is  39.5  feet  per  mile. 

The  basin  is  irregularly  shaped  and  is  rough  and  hilly,  with  swamps 
and  small  lakes  in  the  headwateis,  while  the  valleys  are  narrow  and 
flanked  with  steep,  wooded  hills  900  to  1,000  feet  high;  the  basin 
is  sparsely  settled,  and  there  are  no  large  towns  in  the  watershed  and 
agriculture  is  the  main  indnstrv';  the  stream  is  used  for  water  power 
by  several  grist  mills. 

The  creek  has  a  number  of  branches,  the  largest  being  North  Branch 
Mehoopany  Creek,  which  has  a  total  length  of  15  miles,  and  a  drainage 
area  of  50  square  miles. 

The  mean  annual  precipitation  over  this  watershed  is  from  ^^) 
to  40  inches. 

The  discharge  has  been  measured  since  January  29,  1914,  a  short 
distance  above  its  mouth  at  Mehoopany. 


1  ilehriDpany  Creek  i 
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SUSQUEHANNA  BASIN-STATION  NO.  7 


MEHOOPANY  CREEK  NEAR  MEHOOPANY,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  second  bridge  above  the  mouth  of  the  creek.  It  is 
a  two  span,  through-truss,  steel,  highway  bridge. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  Januaiy  29,  1914,  to  September  30,  1914. 

DRAINAGE  AREA— 129  square  miles. 

GAGE — ^A  standard  chain  gage  is  fastened  to  the  downstream  hand 
raU.  The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  16.23  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  on  top  of  outside  edge  of  6  foot  stone  near  end 
of  downstream  right  wingwall,  about  4  feet  above  the  ground 
and  1.5  feet  from  end  of  stone,  elevation  8.525  feet  above  gage 
datum.    The  gage  is  read  twice  daily  by  E.  Veargason. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is^the  outside  edge 
of  end  upright,  right  end  of  bridge. 

CHANNEL — ^The  channel  is  straight  above  and  1)elow  the  station 
for  300  and  200  feet  respectively.  The  right  bank  is  high 
and  steep.  The  left  bank  is  low  but  not  subject  to  overflow. 
The  bed  is  composed  of  coarse  gravel. 


DISCHARGE    MEASUREMENTS    OF    MEHOOPANY    CREEK 

HOOPANY,    WYOMING   COUNTY,   PA. 

(Drainage  area  129  square  miles). 


NEAR    ME- 


No. 


Date. 


Hydrographer. 
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4  May 
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Feet. 
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490 

0.6    msmt. 

2.56 
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0.6    msmt. 

1.86 

24« 

0.2  &  0.8  msmt. 

1.86 

237 

0.6    mflmt. 

1.24 
1.01 
1.02 


69    0.6    msmt. 


28 
-36 


0.6    msmt. 
Wading       msmt. 
bridge. 
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1  TunkhnDDock  Creek  at  Dixon. 
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TUNKHANNOCK  CREEK. 


DESCRIPTION  OF  BASIN. 

Tunkhannock  Creek,  with  a  total  drainage  area  of  414  square  miles, 
rises  in  the  eastern  part  of  Susquehanna  County  and  flows  in  a  south- 
westerly course  through  Susquehanna,  Lackawanna  and  Wyoming . 
counties  to  its  mouth  in  the  North  Branch  of  the  Susquehanna  River 
at  Tunkhannock.  It  is  37  miles  long;  the  last  16  miles  has  a  slope 
of  13.7  feet  per  mile,  while  above  this  section  the  slope  is  considerably 
greater. 

The  basin  is  within  the  glaciated  area  and  is  rough  and  hilly,  with 
many  small  lakes  and  swamps.  The  main  valley  is  narrow  and 
flanked  with  high,  steep  hills  of  sandstone. 

The  largest  towns  are  Tunkhannock,  Nicholson  and  Factoryville ; 
Lake  Carey,  a  summer  resort,  is  within  this  basin.  Besides  farming, 
the  industries  of  this  section  are  found  in  the  quarries,  tanneries  and 
machine  shops.  The  stream  is  used  for  the  development  of  electric 
power  at  Nicholson  and  for  power  by  grist  mills. 

The  mean  annual  precipitation  over  this  watershed  is  from  35  to 
40  inches. 

The  discharge  has  been  measured  since  January  28,  1914,  at  Dixon 
approximately  4  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  8. 


TUNKHANNOCK  CREEK  AT  DIXON,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge  a^ 

Dixon,  Wyoming  County. 
RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  January  28,  1914,  to  September  30,  1914. 
DRAINAGE  AREA— 393  square  miles. 
GAGE — A  standard  chain  gage  is  fastened  to  the  upstream  handrail. 

The  length  of  chain  from  the  bottom  of  the  weight  to  the  marker 

is  27.06  feet.     The  elevation  of  zero  is  arbitrary.     Bench  Mark 
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No.  1  is  on  end  of  downstream  right  wingwall,  top  of  twelftli 
course  below  top  of  wall  or  fourth  course  above  bottom,  elevation 
10.33  feet  above  gage  datum.  The  gage  is  read  twice  daily  by 
N.  L.  Kneller. 

DISCHARGE  MEASURIi:MENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  face  of  right 
abutment.  ' 

CHANNEL — The  channel  above  the  station  is  straight  for  a  short 
distance  and  then  curves  to  the  left.  Below  it  is  straight  for  a 
short  distance  and  then  curves  to  the  left.  The  right  bank  is 
steep  and  high  and  not  subject  to  overflow.  The  left  bank  is 
low  but  not  subject  to  overflow.  The  bed  is  composed  of  coarse 
gravel. 

DISCHARGE  MEASUREMENTS  OF  TUNKHANNOCK  CREEK    AT  DIXON. 

WYOMING   COUNTY,    PA. 

(Drainage  area  S9S  square  miles). 


Hydrograplier. 
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BOWMAN  CREEK. 


DESCJRIPTION  OF   BASIN, 

Bowman  Creek,  a  tributary  of  the  North  Branch  of  the  Susquehanna 
River,  rises  in  the  northwestern  part  of  Luzerne  County  in  North 
Mountain,  and  flows  in  a  jjjeneral  northeasterly  direction  through 
Luzerne  and  Wyoming  counties  for  24  miles  to  its  mouth,  1^  miles 
south  of  Tunkhannock,  Wyoming  County.  The  elevation  of  its  source 
is  approximately  2,400  feet  above  sea  level,  and  at  its  mouth  575 
feet,  having  an  average  fall  of  70  feet  i»er  mile.  Its  course  is  through 
a  rough  and  hilly  countrj'^  within  the  glaciated  area,  the  hills  border- 
ing the  main  valley  being  800  to  1,000  feet  high,  while  the  sparsely 
inhabited  basin  contains  a  few  small  lakes  and  swampy  areas.  Its 
drainage  area  is  approximately  120  square  miles,  and  contains  numer- 
ous small  tributaries,  none  of  which  are  of  considerable  size.  There 
are  no  large  towns  in  this  watershed  and  the  only  industries  are 
farming  and  a  limited  amount  of  lumbering. 

The  mean  annual  preciiiitation  over  this  watershed  is  from  35  to 
40  inches. 

The  discharge  has  been  measured  since  January  28, 1914,  at  Eaton- 
ville,  1^  miles  above  the  mouth  of  the  creek. 


SUSQUEHANNA  BASIN— STATION  NO.  9 


BOWMAN  CREEK  AT  EATONVILLE,  PA. 


DESC^RIPTION    OF   STATION. 

LOCATION — On   single  span,    through -truss,    Iiighwjiy    bridge,    at 

Katonville,  Wyoming  County. 
KECORDS  AV'ATLAHLK — Discliarge  measurements  and  gage  heights 

from  January  28,  1014,  to  September  30,  1914. 
DRAINAGE  AREA— US  square  miles. 
(tAGE — A  standard  chain  gage  is  fastened  to  the  downstream  side  of 

the  bridge.    The  length  of  chain  from  the  bottom  of  the  weight 

to  the  marker  is  25.55  f(HM.     Tlie  elevation  of  zero  is  arbitrary. 


I   BowmsD   Crepk   i 
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Bench  Mark  No.  1  is  on  face  of  left  abutment,  about  4  feet  above 
the  ground,  and  1.5  feet  downstream  from  upstream  corner,  eleva- 
tion 9.71  feet  above  gage  datum.  The  gage  is  read  twice  daily  by 
Fred  I.  Wheelock. 

OTSCHARGE.  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  ])oint  for  soundings  is  left  end  of 
angle  iron  handrail. 

CHANNEL — ^The  channel  is  straight  above  and  below  the  station 
for  200  feet  an(^  1,500  feet  respectively.  Both  banks  are  high  and 
not  subject  to  overflow.    The  bed  is  composed  of  coarse  gravel. 


DISCHARGE  MEASUREMENTS  OF  BOWMAN  CREEK    AT  EATONVILLE, 

WYOMING   COUNTY,    PA. 

(Drainage  area  118  square  miles). 
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LACKAWANNA  RIVER. 


DESCRIPTION  OF  BASIN. 

Lackawanna  Kiver,  one  of  the  major  tributaries  of  the  North 
Branch  of  the  Susquehanna  River  in  northeastern  Pennsylvania, 
drains  an  area  of  approximately  345  square  miles  in  Susquehanna, 
Wayne,  Lackawanna  and  Luzerne  counties,  on  the  west  slope  of  tlie 
Delaware-Susquehanna  Divide.  Rising  in  numerous  lakes  in  two 
branches,  one  on  either  side  of  the  central  part  of  the  Wayne  Susque- 
hanna county  line,  which  joins  a  short  distance  below  Union  Dale, 
Susquehanna  County,  it  follows  a  southerly  course  through  Susque- 
hanna and  Wayne  counties  and  thence  flows  southwest  through 
Lackawanna  County  to  its  mouth  above  Pittston,  Luzerne. County,  a 
distance  of  approximately  50  miles.  The  upper  section  of  this  stream 
to  Forest  City,  Susquehanna  County,  flows  through  a  rolling,  farm- 
ing country,  sparsely  populated  and  largely  deforested.  From  this 
point  the  valley  widens  to  approximately  six  miles  in  width,  bounded 
on  one  side  by  Bald  Mountain  and  on  the  other  by  Moosic  Mountain, 
partly  covered  with  second  growth  timber,  the  stream  flowing  through 
a  thickly  populated  coal  mining  territory. 

The  stream  is  exceedingly  rai)id,  falling  from  the  junction  of  the 
two  branches  (elevation  1,590)  at  Stillwater  to  Olyphant,  a  distance 
of  23  miles,  at  the  rate  of  36  feet  ])er  mile;  from  Olyphant  through 
Scranton  to  Moosic  a  distance  of  12  miles,  at  the  rate  of  10  feet  per 
raile;  and  from  Moosic  to  its  moiith  (elevation  526)  a  distance  of 
four  miles,  at  the  rate  of  27  feet  per  raile.  It  lies  entirely  within  the 
glacial  area.  There  are  many  tributaries  the  largest  of  which  are 
Spring  and  Roaring  brooks.  Scranton,  the  third  largest  city  in 
Pennsylvania,  and  many  boroughs  are  located  in  this  basin.  On 
account  of  the  presence  of  mine  washings,  the  main  stream  is  not  used 
for  water  supply  purposes,  although  most  of  its  tributaries  are  ex- 
tensively emploj^ed.  The  dry  weather  flow  is  maintained  above  the 
natural  flow  of  other  streams  in  this  section  by  the  drainage  of  mine 
water  into  the  stream. 

The  mean  annual  precipitation  over  this  watershed  is  froin  35  1o 
40  inches. 

The  discharge  of  this  stream  was  measured  from  July  1,  1908,  to 
September  16,  1911,  and  from  February  2,  1912,  to  July  30,  1913,  at 
Scranton,  about  8  miles  above  the  mouth,  and  from  Auj.nist  8,  3913, 
ot  Moosic,  Lackawanna  Countv. 


ik; 


SUSQUEHANNA  BASIN— STATION  NO.  10. 


LACKAWANNA  RIVER  AT  MOOSIC,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  steel,  tlirough-tniss,  highway  bridge  ai 
River  Street,  or  Moosic  Road,  at  Moosie,  Lackawanna  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  August  8,  1913,  to  September  30,  1914. 

DRAINAGE  AREA— 265  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  wooden  handrail 
on  the  downstream  side,  near  the  right  bank.  The  length  of  chain 
from  the  bottom  of  the  weight  to  the  marker  is  17.86  feet.  The 
elevation  of  zero  is  arbitrary'.  Bench  Mark  No.  1  is  cross  cut 
on  shelf  in  second  stone  from  end  on  downstream  wingwall  of 
right  abutment,  twelfth  course  from  top,  elevation  6.03  feet 
above  gage  datum.    The  gage  is  read  twice  daily  by  Nelson  Ross. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  extreme  end  of 
wooden  handiail  left  downstream  side. 

CHANNETj — The  channel  is  straight  for  200  feet  above  and  below 
the  station.  Both  banks  are  high,  although  the  right  bank  may 
overflow  during  extieme  high  stages.  The  bed  is  composed  of 
rocks  and  culm.  The  current  of  the  stream  is  at  a  slight  angle 
with  the  bridge.  There  is  a  good  measurable  velocity  at  all 
stages. 


DISCHARGE  MEASUREMENTS  OF  LACKAWANNA  RIVER    AT  MOOSIC, 

LACKAWANNA   COUNTY,   PA. 

(Drainage  area  265  square  miles). 
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SUSQUEHANNA  BASIN-STATION  NO.  11 


NORTH  BRANCH  SUSQUEHANNA  RIVER  AT  WILKES- 

BARRE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATIO!N — On  four  span,  steel,  through-truss,  highway  bridge  at 
Market  Street,  Wilkes-Barre,  Luzerne  County. 

RECORDS  AVAILABLE— Discliarge  complete  from  March  30,  1899, 
to  September  30,  1914. 

DRAINAGE  AREA— 9,960  square  miles. 

GAGE — A  Mott  gage  is  attached  to  the  handrail  on  the  upstream  side 
of  the  bridge  in  the  first  span  from  the  Wilkes-Barre  side.  The 
length  of  tape  is  40.67  feet.  The  elevation  of  zero  is  505.3  feet 
above  sea  level.  Bench  Mark  No.  1  is  extreme  west  end  of  stone 
door-sill  of  north  entrance  to  Coal  Exchange  Building,  elevation 
32.99  feet  above  gage  datum.  Bench  Mark  No.  2  is  top  of  rail 
in  front  of  Lehigh  Valley  Depot,  39.7  feet  above  gage  datum. 
Bench  Mark  No.  3  is  top  of  stone  monument  at  Northampton  and 
River  Streets,  elevation  30.70  feet  above  gage  datum.  The  gage 
is.  read  twice  daily  by  Obediah  Hemstreet. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  end  of  iron 
handrail  on  upstream  side  at  left  bank. 

CHANNEL — The  channel  is  straight  for  ^  mile  above  and  below  the 
station.  The  right  bank  is  low  and  overflows  at  gage  height  of 
about  20  feet.  The  left  bank  is  high,  but  overflows  in  extreme 
high  stages.    The  bed  is  composed  of  sand  and  gravel. 


DISCHARGE    MEASUREMENTS    OF    NORTH    BRANCH    SUSQUEHANNA 
RIVER     AT  WILKES-BARRE,   LUZERNE  COUNTY,  PA. 

(Drainage  area  9,960  square  miles). 


No.       Date. 


'       1914 
88    Mar.     81 


89  '  Apr. 
41  Jur(» 
4]     Aug. 


Hydrograjiher, 


3    Smith    ft   Welles. 
2    Rowcn  &  Taylor, 
25  ,  Taylor  &  Gough, 
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D.  S.  Aiiiiy   Enjj., 


Feet. 

1009 

665 
569 
607 


Remarks. 


Sq. 

ft. 

21235 

140O1 
3515 
4921 


Ft. 
per 
sec, 
6.30 

6.82 
1.43 
2.13 


I 


Feet. 

23.09 

19.57 
4.33 
5.96 


Sec. 

ft. 

133766 

95323 

5.581 

10492 


Taken    from    Port   Bowk- 

ley   bridire. 
Surf.    msmt. 
0.6   m!>mt. 
0.6    msmt. 
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DISCHARGE   TABLE    FOR    NORTH    BRANCH    SUSQUEHANNA    RIVER 
AT  WILKES-BARRE,  LUZERNE  COUNTY,  FROM  JAN.  I,  1912. 
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Feet 

Sec.  ft. 

Foet 

Sec.  ft. 

Feet 

Sec.  ft. 

Feet 

Sec.  ft. 

Peet 

Sec.  ft. 

l.PO 

820 

.30 

12660 

.70 

33020 

.10 

56340 

.60 

91070 

2.00 

845 

.40 

13000 

.80 

33520 

.20. 

56980 

.60 

91990 

.10 

895 

.50 

13440 

.90 

34000 

.30. 

67620 

.70. 

92910 

.» 

870 

.60 

13880 

11.00 

34520 

.40 

58260 

.80 

9S830 

.90 

1€6q 

.70 

14320 

.10 

35020 

.50 

68920 

.90 

94760 

.40 

1155 

,80 

14760 

.20 

35520 

.60 

59600 

20.00 

95700 

.50 

.1270 

.90 

1.1200 

.30 

36020 

.70 

60280 

.10 

96G60 

.60 

1895 

7.0O 

15640 

.40! 

36520 

M 

609S0 

.20 

97e<M) 

.70 

1630 

.10 

16080 

.50 

87020 

.90 

61680 

.30 

987^0 

.80, 

1680 

.20 

16520 

.60 

87620 

16.00 

62400 

.40 

90920 

.90  > 

1840 

.30 

16970 

.70 

38020 

.10 

63120 

.50 

101110 

s.oo 

3005 

.40' 

17430 

.80 

88620 

.20 

63850 

.60 

10^300 

.10 

2186 

.50  1 

17870 

.90. 

89020 

.30 

64590 

.70 

1035 '0 

.20, 

2880 

.60 

I8?20 

12.00 

39520 

.40 

65340 

.80 

1O4S30 

.30 

2590 

.70 

18770 

.10, 

40020 

.60 

66100 

.90 

106 ISO 

.40  1 

2810 

.80 

19220 

.20 

40620 

.60 

66860 

21.00 

107600 

.50 

W& 

.90 

19^70 

.30 

41020 

.70 

67680 

.10 

109630 

.60 

8265 

8.00 

20120 

.40 

41520 

.80 

68410 

.20 

IIOISO 

.70 

.  3500 

.10 

20690 

.50' 

42020 

.90 

69200 

.80 

1119"j0 

.80 

8750 

.20 

21060 

.60, 

42620 

17.00 

70000 

.40 

11?440 

.90 

4000 

.80 

21530 

.70 

43040 

.10 

70800 

.60 

114950 

4.00 

4260 

.40 

22000 

.80 

43560 

.20 

71600 

.60 

116460 

.10 

4510 

.50 

22470 

.90 

44080 

.30 

72400 

.70 

UT990 

.20 

4780 

.GO 

22940 

13.00 

44600 

.40 

73200 

.80 

119540 

.30 

5070 

.70 

23410 

.10 

45120 

.50 

74000 

.90 

mno 

.40 

53^ 

.80 

23880 

.20 

45640 

.60 

74800 

22.00 

122700 

.50 

5710 

.90 

24350 

.30 

46160 

.70 

75600 

.10 

124'yO 

.60 

60-^ 

9.00 

24820 

.40 

46680 

.80 

76400 

.20 

125860 

.70 

6100 

.10 

25:^0 

.50 

47200 

.90 

77200 

.30 

1^4*0 

.80 

6750 

.20 

25760 

.60 

47720 

18.00 

78000 

.40 

129020 

.90 

7100 

.30 

26230 

.70 

4R240 

.10 

78810 

.50 

130600 

5.00 

7460 

.40 

26700 

.80 

48760 

.20 

79630 

.60 

132180 

.JO 

7800 

.60 

,         27170 

.90 

49280 

.30 

80460 

.70 

133760 

.20 

8160 

.60 

27640 

14.00 

49820 

.40 

81300 

.80 

135340 

.30 

8640 

.70 

28110 

.10  1 

50380 

.50 

82150 

.90 

136920 

.40 

8930 

.80 

28r.R0 

.20 

50940 

.60 

83000 

23.00 

13V>00 

.SO 

9330 

.90 

29050 

.80, 

61600 

.70 

83-^60 

24.00 

1542.v» 

.60 

9710 

10.00 

29620 

.40 

520S0 

.80 

84730 

25.00 

170000 

.70 

10100 

.10 

30020 

.60  1 

5D660 

.90 

85610 

26.00 

186000 

.80 

10600 

.20 

3052O 

.60  1 

63240 

19.00 

8€600 

27.00 

201 FOO 

.90 

10900 

.80 

31020 

.70 

53840 

.10 

87400 

28.00 

2173CO 

6.00 

11300 

.40 

31520 

.80 

64440 

.20 

R8310 

29.00 

283000 

.10 

11710 

.60 

3200 

.90, 

55060 

.30 

89230 

.50 

240850 

.«, 

12120 

.60 

32520 

1 

15.00 
'                   1 

55700 

.40 

90160 

30.00 

248700 

Note:— Thla  table  is  only  applicable  subsequent  to  Jan.  1,   1912,   and  Is  based  on  two  discharge 
M«^niinrcinpnt8   made   during   1912-1913,    together   with   former   curve. 
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ESTIMATED    MONTHLY    DISCHARGE    OF    NORTH    BRANCH    SUSQUE- 
HANNA   RIVER     AT    WILKES-BARRE,    LUZERNE    COUNTY,    PA. 

(Drainage  area  9,960  square  miles). 


I)l8rhargp  in  Recond  feet. 


Run -off. 


MONTH. 


Jiinaarj, 
February, 
March, 
April.    ... 


1!»14. 


May 

June 

July 

AuBTUst, 
September, 


Second -feet 

Maximum. 

Mintninm. 

Mean. 

per   square 

Depth   in 

mile. 

Inches. 

:•.'  loo 

7660 
14900 
33400 

53900 

0.769 
1.496 
3.3dS 
5.412 

0.S87 

GS900 

1.558 

2  •  000 

8.866 

13>XX) 

30100 

6.038 

10*00 

7840 

2LO00 

2.6ol 

8.068 

7140 

2420 

41»0 

0.43V 

0.469 

9360 

2720 

4770 

0.479 

0.552 

24900 

1740 

5100 

0.512 

0.590 

10700 

1500 

3800 

0.382 

0.4» 

Note:— The   river   wa»   froien   or   partly   frozen    from   Jan.    14-29   inclusive;    Feb.   12-March   18   in- 
clusive,  and  discharge  f^ntlmated   from  North  Branch  Susquehanna  River  at  Danville. 


FISHING  CREEK. 


DESCRIPTION  OF  BASIN. 

Fishing  Creek,  with  a  total  drainage  area  of  378  square  miles,  is 
formed  in  the  northeast  part  of  Columbia  County  by  the  junction  of 
East  and  West  branches  and  follows  a  general  southerly  and  south- 
westerly course  for  *iO  miles  through  Columbia  (^ouiity  to  its  mouth 
in  the  Nortli  Branch  of  the  Susquehanna  River  at  Kupert,  below 
Bloomsburg.  From  ('ole  Creek  to  Huntington  (^reek,  a  distance 
of  11  miles,  the  slo])e  is  17  feet  per  mile,  while  from  Huntington 
Creek  to  its  mouth.  If)  miles,  tlie  slope  is  8.5  feet  ])er  mile.  The  basin 
lies  in  a  rough  and  hilly  countiy  with  a  narrow  main  valley  bordered 
by  high,  steep  hills. 

There  are  a  number  of  tributaries  including  West  Branch,  East 
Blanch,  Coles,  West,  Raven,  Huntington,  Creen,  Little  Fishing  and 
Hemlock  creeks  and  Montour  Run.  The  largest  of  these  tributaries 
is  Huntington  Creek,  which  is  27  miles  long  and  drains  an  area 
of  118  square  miles  in  Luzerne  and  Columbia  ccmnties,  with  some 
lakes  and  swamps  in  the  headwaters. 

There  are  several  good  sized  towns  in  the  watershed,  including 
Bloomsburg,  the  county  seat  of  Columbia  County.  In  addition  to 
farming  and  lumbering,  the  industries  include  tanneries,  paper  mills, 
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woolen  mills,  saw  mills,  iron  foundries  and  other  small  mauufactunug 
plants.  The  stream  is  polluted  bj  the  wastes  from  the  paper  mills 
and  tanneries. 

Besides  being  used  for  water  supply  at  Bloomsburg,  the  main 
stream  is  used  for  water  power  by  three  small  hydro-electric  plants, 
paper  mills,  grist  mills  and  saw  mills.  Blackberry  Bun,  a  small 
tributary,  is  used  for  water  supply  at  Jamison  City. 

The  mean  annual  ]>recipitation  over  this  watershed  is  between  35 
and  45  inches. 

The  discharge  has  been  measured  since  January  27, 1014,  at  Blooms- 
burg, a  short  distance  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  r2. 


FISHING  CREEK  AT  BLOOMSBURG,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  covered  wooden,  single  span,  highway  bridge,  known 
as  Red  Rock  bridge,  at  Bloomsburg,  Columbia  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  January  27,  1914,  to  September  30,  1914. 

DRAINAGE  AREA— 555  square  miles. 

GAOE — A  standard  chain  gage  is  attached  to  the  upstream  side 
of  the  bridge.  The  length  of  chain  from  the  bottom  of  the  weight 
to  the  marker  is  33.67  feet.  The  elevation  of  zero  is  arbitrary. 
Bench  Mark  No.  1  is  on  the  upstream  corner  of  the  right  abut- 
ment, top  of  thirteenth  course  below  top  of  abutment  or  fifth 
course  above  bottom,  elevation  10.145  feet  above  gage  datum. 
The  gage  is  read  twice  daily  by  L.  Norman  Cox. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstieam  side  of 
the  bridge.  The  initial  point  for  soundings  is  top  face  of  right 
abutment. 

CHANNEL — The  channel  above  the  station  is  straight.  Below  the 
station  it  is  straight  for  a  short  distance  and  then  curves  to  the 
right.  Both  banks  are  high  and  not  subject  to  overflow.  The 
bed  is  composed  of  sand  and  lajravel. 


1   KiBhing  Creek  at  Ited   Rock  Bridge,   Bloomaburg, 
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DISCHAKOE  MKASUUEMENTS  OF  FISHING  CREEK    AT  BLOOMSBURG, 

COLUMBIA  COUNTY.  PA. 

(Drainage  area  555  square  miles). 
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Ft. 

t 

reft. 

Sq. 

per 

1  Feet. 

Sec. 

1914 

1 

ft. 

sec 

, 

ft. 

H 

1 

Jan.      27  !  Hosmer  &  Brown, 

143 

890 

0.94 

i     8.21 

0.()  mint. 

2 

June       2  .  Bowen  ft  Taylor, 

143 

316 

0.69 

!      3.06 

L3S 

0.6    ra.-rat. 

3 

Aug.     26    Taylor  &   Gough, 

139 

272 

0.26 

2.61 

71 

Surf,    inrmt. 
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SUSQUEHANNA  BASIN— STATION  NO.  13. 


NORTH  BRANCH  SUSQUEHANNA  RIVER  AT  DANVILLE,  PA, 


DESCRIPTION   OF   STATION. 

LOCATION — On  seven  span,  steel,  throngh-truss,  highway  bridge 
between  Danville  and  South  Danville,  Montour  County,  and  is 
about  12  miles  above  the  junction  with  the  West  Branch  of  the 
Susquehanna  River  at   Northumberland. 

RECORDS  AVAILABLE— Discharge  complete  from  March  25,  1890, 
to  December  31,  1003,  and  March  24,  1005,  to  September  30,  1914. 

DRAINAGE  AREA— 11,300  square  miles. 

GAGIE — A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail on  the  Danville  side.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  markei'  is  44.67  feet.  The  elevation  of  zero 
is  arbitrary.  Bench  Mark  No.  1  is  extreme  south  end  of  stone 
doorsill  at  east  entrance  to  (^itv  Filtration  Plant,  elevation  31.70 
feet  above  gage  datum.  Bench  Mark  No.  2  is  ])oint  on  face  of 
first  course  of  right  abutment,  located  0.25  feet  from  the  top  of 
the  course,  and  2.65  feet  from  the  downstream  side  of  the  course, 
elevation  14.05  feet  above  gage  datum.  The  gage  is  read  twice 
daily  by  E.  F.  Bell. 

DISCHARGE  MEASI^REMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  face  of  right 
abutment,  downstream  side. 

CHANNEIj — The  channel  is  straight  above  and  below  the  station  for 
one-half  mile.  The  right  bank  is  liable  to  overflow  in  extreme 
high  stages.  The  left  bank  is  high  and  not  subject  to  overflow. 
The  bed  is  composed  of  rocks  and  gravel. 

REMARKS — On  March  9,  1904,  the  bridge  and  gage  were  carried 
away  in  an  ice  freshet,  and  fiom  that  date  until  March  24,  1905, 
observations  weie  made  from  temjoiiiiv  gaies  and  weie  con- 
stantly liable  to  error.  For  this  reason  no  data  is  furnished  for 
this  period. 
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DISCHARGE    MEASUREMENTS    OF    NORTH    BRANCH    SUSQUEHANNA 
RIVER  ;  AT  DANVILLE,   MONTOUR  COUNTY,   PA. 

(Drainage  area  11,S00  square  miles  J. 
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Note:— The  above  tnhle  ir  that  of  the  I' 
CotniDssjon   for  1912.    1913  and  1914. 


S.  G.   S.  and  has  heen  adopted  by  the  Water  Snpplj 
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ESTIMATED    MONTHLY    DISCHARGE    OF    NORTH    BRANCH      SUSQUE- 
HANNA RIVER    AT  DANVILLE.  MONTOUR  COUNTY. 

(Drainage  area  11,S00  square  miles). 


January, 
February, 
March.    — 

April 

May,     

June,     

July 

August.     . . 
September, 


MONTU. 


1914. 


Discbargc  hi  Second -feet. 


Run-off. 


1 

Maximum. 

Minimum. 

Mean. 

Secco*l-feet 

per  st|-iar*» 

mile. 

Depth  in 
inches. 

67:00  : 

8540 

18200 

34900 

64400 

31100 

5310 

6130 

6260 

4820 

0.756 
1.611 
8.068 
5.6J» 
2.752 
0.470 
0.54D 
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0.872 
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1.678 

§232000 

8.660 

134000 

112000  , 

7S70 

lO'OO 

22J00 

11400 

36100 
9320 
3t00 
3720 
2930 
2300 

6.3S« 
8.172 
0.524 
0.6^ 
0.639 
0.4TI 

Note:— River   frozen    Jan.    14-29    IncluHlve ;    Feb.    15-Marcb    17    Inclusive,    and    dUchange   estimated 
from    climatologlcal    records. 
SEtitimated. 


CHEST  CREEK. 


DESCRIPTION   OF   BASIN. 

Chest  (^reek,  an  ini])ortant  tributary  of  the  West  Branch  of  the 
Susquehanna  Kiver,  rises  in  the  central  i)art  of  Cambria  County, 
flows  19  miles  in  a  northerly  direction  to  the  Cambria-Clearfield 
county  line  and  passes  into  and  through  the  latter  county  in  a  north- 
northwesterly  direction  for  16  miles  to  its  mouth  at  Mahaflfey,  Clear- 
field County.  The  total  length  of  the  stream  is  85  miles,  and  its 
drainage  area  comjirises  V\2  square  miles. 

Rising  on  the  north  slope  of  the  Allegheny  Mountains,  at  an  eleva- 
tion of  over  2,000  feet,  it  flows  14  miles  through  a  sparsely  inhabited 
section  to  a  short  distance  below  Patton,  (^ambria  County,  wheie  it 
enters  and  flows  through  a  nariow  valley  for  four  miles  to  Aldburn, 
Cambria  County.  Below  Aldburn,  it  flows  for  17  miles,  througli  a 
valley,  more  densely  po])ulatedj  to  its  mouth  at  Mahafl'ey,  Clearfield 
County.  The  total  fall  of  the  creek  from  its  source  to  its  mouth 
is  702  feet,  at  the  rate  of  23  feet  per  mile.  There  are  numerous  small 
tributaries,  none  of  which  attain  any  considerable  size. 

The  creek  is  bordered  on  both  sides  throughout  its  course  by  high 
hills  partly  timbered,  while  the  most  important  industries  in  this 
valley  are  the  mining  of  coal,  farming  and  lumbering. 
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The  prinei])al  towns  in  this  watershed  are  Mahaffey,  Westover, 
Hastings  and  Patton. 

The  mean  annual  precipitation  over  this  watershed  is  from  45  to 
50  inches.  The  discharge  of  Chest  (^^reek  has  been  measured  since 
October  2,  1013,  at  St.  Lu,  5  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  14. 


CHEST  CREEK  AT  ST.  LU,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — ^On  single  span,  steel,  through-truss,  highway  bridge, 
at  St.  Lu,  Clearfield  County. 

RECORDS  AVAILABLK — Discharge  measurements  and  gage  heights 
from  October  2,  1913,  to  September  30,  11)14. 

DRAINAGE  AREA— 110  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  latticed  handrail, 
downstream  side.  The  length  of  chain  from  bottom  of  weight 
to  marker  is  19.33  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  a  berm  on  face  of  left  downstream  wingwall,  fifth 
course  below  coping,  1.5  feet  from  end  of  wall  and  0.3  feet 
below  top  of  course;  elevation  9.60  feet  above  gage  datum.  The 
gage  is  read  twice  daily  by  J.  F.  Blankenbicker. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstieam  side 
of  the  bridge,  and  by  wading  at  section  50  feet  below.  The  initial 
point  for  soundings  is  left  end  of  handrail. 

CHANNICIj — ^The  channel  is  straight  for  a  short  distance  above,  and 
is  straight  for  500  feet  below  the  station.  Tlie  right  bank  is  low 
and  subject  to  overflow  at  extreme  high  stages,  while  the  left 
bank  is  high  and  not  subject  to  overflow.  The  bed  is  com])osed 
of  gravel,  and  there  is  good  velocity  under  the  bridge  at  medium 
and  high  stages. 
REMARKS — There  is  a  low  abandoned  timber  cri)>  dam  about  200 
feet  above  the  bridge.  The  head  race  leads  around  the  biidge  on 
the  left,  and  water  may  pass  through  during  extreme  high  stages, 


DISCHARGE  MEASUREMENTS  OF  CHEST  CREEK    AT  ST.  LU,  CLEAR- 
FIELD COUNTY,  PA. 

(Drainage  area  HO  square  miles). 
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WEST  BRANCH  OF  SUSQUEHANNA  RIVER. 


DESCRIPTION   OF   BASIN. 

The  West  Branch  of  the  Snsqiieliaiiiia  River,  which  joins  the  Nortli 
Branch  at  Northinnberland,  to  form  the  main  Susquehanna  River, 
drains  a  total  area  of  ai)pvoximately  G,980  sciuare  miles,  lying  entirely 
within  the  state.  This  branch  rises  in  the  west  central  part  of  the 
state,  in  the  northwestern  corner  of  Cambria  County,  and  flows  north- 
ward a  short  distance  and  then  turning  in  a  general  northeasterly 
direction,  continues  to  below  Renovo,  Clinton  County,  where  it  take« 
an  easterly  course  to  the  mouth  of  Tjovalsock  Creek,  and  thence  turns 
southward  to  its  Junction  with  the  North  Branch  at  Northumberland. 
The  total  length  of  this  stieam,  from  its  headwaters  to  its  mouth  is 
about  226  miles.  The  West  Branch  of  the  Susquehanna  River  is 
unique  among  Pennsylvania  rivers,  in  that  it  has  numerous  large 
tributaries,  several  of  which  have  basins  of  1,000  square  miles  and 
over,  all  of  which  join  the  river  above  Williamsport,  which  is  41 
miles  above  the  mouth. 

The  headwaters  in  Cambria  and  Clearfield  counties  lie  in  a  rich, 
bituminous  coal  mining  area,  the  country  being  thickly  J^^ettled  and 
dotted  with  boroughs  and  villages.  Some  farming  is  carried  on  in 
this  area,  and  the  mountains  are  partly  covered  with  second  growth 
timber.  From  Clearfield  to  Ijock  Haven  the  basin  is  sparsely  settled, 
little  farming  being  carried  on,  and  tho  country  in  general  is  rough 
and  rugged,  the  hills  being  well  covered  with  second  growth  timber. 
From  Lock  Haven  to  the  mouth  the  drainage  basin  is  well  settled 
along  the  main  stream,  and  most  of  the  tributaries.  Considerable 
farming  is  carried  on  in  the  valleys,  but  the  mountains  are  rugged  and 
covered  with  second  growth. 

The  entire  drainage  basin  is  mountainous  and  rugged,  and  the 
river  from  its  headwaters  follows  a  winding  course  through  a  narrow 
channel,  hemmed  in  by  the  hills  and  mountains  ])arallel  to  and  west 
of  the  Backbone  Ridge  of  the  Allegheny  Mountains,  cutting  through 
the  mountains  as  it  turns  southward  at  Halls.  The  slope  of  tlie 
headwaters  is  steep  the  river  often  falling  at  the  rate  of  eight  feet 
per  mile  to  Keating,  but  fiom  this  point  the  slojie  becomes  less  steep, 
falling  to  the  mouth  at  an  average  rate  of  two  and  one-half  feet 
per  mile.  Only  a  small  section  of  the  northeastern  corner  of  the  basin 
lies  within  the  glacial  aiea.  Extensive  limestone  areas  underlie  some 
of  the  tributaries  which  lie  to  the  south  of  the  main  str-eam,  and  in 
the  Allegheny  Mountains. 

The  princii)al  tributaries  aie  Clearfield,  Moshannon,  Sinnemahon- 
ing.  Kettle,  Bald  Eagle,  Pine,  Lycoming  and  Loyalsock  creeks. 
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In  this  basin  are  the  cities  of  Williamspoit  and  Lock  Haven,  many 
large  boroughs  and  farming  and  mining  villages. 

Many  domestic  water  supplies  are  obtained  from  the  tributaries  of 
the  stream,  but  only  a  few  from  the  parent  stream. 

The  northern  portion  of  the  basin  is  subject  to  a  mean  annual 
precipitation  of  35  to  40  inches,  and  the  southern  part  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  October  1,  1913,  at  Bower, 
since  October  1, 1905,  at  Renovo,  and  since  March  1, 1895,  at  Williams- 
port. 

In  October,  1913,  flood  warning  stations  were  also  established  on 
the  West  Branch  at  Clearfield,  Jersey  Shore,  Lock  Haven,  and 
Lewisburg,  where  daily  gage  heights  are  obtained. 


SUSQUEHANNA  BASIN-STATION  NO.  15. 


WEST  BRANCH  SUSQUEHANNA  RIVER  AT  BOWER,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  steel,  through-tiuss,  highway  bridge 
about  4  miles  below  Mahatfey,  Clearfield  (>ounty. 

RECORDS  AVAl  [.ABLE— Discharge  complete  from  October  2,  1913, 
to  September  30, 1914. 

DRAINAGE  AREA— 320  square  miles. 

OA(iE — A  standaid  chain  gage  is  attacheil  to  the  wooden  handrail 
on  the  downstream  side  of  the  bridge.  The  length  of  chain  from 
the  bottom  of  the  weight  to  the  marker  is  28.71  feet.  The  eleva- 
tion of  zero  is  arbitrar3\  Rench  Mark  No.  1  is  cross  cut  on  face 
of  right  downstream  concrete  wingwall,  13.0  feet  down  from  top 
of  coping  and  19.0  feet  from  end  of  wall,  elevation  12.10  feet 
above  gage  datum.    The  gage  is  read  twice  daily  by  A.  T.  Bell. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  face  of  left 
abutment. 

CHANNEIj — The  channel  above  the  station  curves  to  the  left  and 
then  to  the  right,  but  is  straight  under  the  bridge.  Below-  the 
station  it  curves  to  the  right.  The  riglit  bank  is  low  and  is 
subject  to  overflow  at  extreme  high  stages.  The  left  bank  is  high. 
The  bed  is  composed  of  gravel. 
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DISCHARGE     MEASUUinilOXTS     OF     WEST     BRANCH     SUSQUEHANNA 
RIVER    AT  BOWER.  CLEARFIELD  COUNTY,  PA. 

(Drainage  area  S20  square  miles). 


No. 


A 

5 

6 

7 

8 

9 

-10 

11 

12 


Date. 


1M4 
Mar. 

Mar. 
Mar. 
Mar. 
Mar. 
Mar. 
Mar. 
Mar. 
Apr. 

13  I  Apr. 

14  I  Apr. 
16  1  Jane 
16  i  Aug. 


Hydrographer. 


• 

c 

o 

• 

** 

►? 

■ 

tj 

wH 

4« 

S 

V 

JO 

IB 

5 

Sf 

• 

9 

o 

> 

g 

a 

§ 

1^ 

9 

€t 

^ 

< 

S 

o 

Q 

31    Brown 

tl    Brown 

81  f  Brown,    

81  i  Brown,    

81  I  Brown 

81    Brown 

81  .  Brown,    

81    Brown,    

1  ,  Brown,    

1  I  Brown,    

1    Brown 

18    Wilson  ft  Taylor 

20    Tajlor 


Feet. 

IL'4 
124 
124 

in 

124 

124 
12t 
\'\ 
124 
I'M 
VA 
105 
41 


Remarks. 


Sq. 

ft. 
806 
806 
800 
787 
783 
783 
774 
773 
727 
721 
726 
906 
32 


Ft. 
per 
sec. 
8.46 
8.45 
8.42 
8.40 
3.07 


8. 
3. 
3. 
2. 
2. 
2. 
0. 
1. 


31 
27 
25 
44 
89 
65 
24 
62 


Feet. 

8.26 
8.20 
8.16 
8.06 
8.02 
8.00 
7.94 


7. 
7, 
7, 
7, 
4 


93 
52 
48 
46 
11 


8.96 


Sec. 
ft. 
2801 
2780 
2733 
2671 
2404 
2690 
2529 
2512 
1772 
1726 
1922 
73 
52 


Surf.    msmt. 

Surf.    msmt. 

Surf.    msmt. 

Surf.   msmt. 

Surf.   msmt. 

0.6  A  Surf.  msmt. 

Surf.    msmt. 

Surf.    msmt. 

0.6  A  Surf.  msmt. 

0.6  ft  Surf.  msmt. 

0.6  ft  Surf.  msmt. 

Surf.  msmt. 

Wading  300'  above  bridge. 


DISCHARGE  TABLE  FOR  WEST  BRANCH  SUSQUEHANNA  RIVER     AT 
BOWER,  CLEARFIELD  COUNTY,  FROM  OCT  1,  1913. 
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M 
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ja 

tf 
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ja 
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ja 

8? 
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% 

•8 

• 

g 

t 

« 

« 

v« 

0 

tt 

rt 

•*» 

\      o 

Q 

o 

a 

O 

fi 

O 

Q 

O 

Q 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

3.60 

39 

.70, 

141 

.80 

608 

.90 

1288 

8.00 

2620 

.70 

42 

.80 

169 

.90 

562 

7.00 

18S0 

.10 

2665 

.80 

46 

.90 

ISO 

6.00 

619 

.10 

1480 

.20 

2796 

.90 

50 

5.00 

204 

.10 

681 

.20 

1560 

.80 

2940 

4.00 

66 

.10 

zn 

.20 

744 

.80 

16S2 

.40 

8085 

.10 

62 

.20 

258 

.80 

810 

.40 

1780 

.60 

8236 

.20 

71 

.30, 

288 

.40 

876 

.50 

1892 

.60! 

3890 

.30 

81 

.40 

324 

.50 

948 

.60 

2010 

.70 

SS62 

.40 

93 

.50 

366 

.60 

1026 

.70 

2130 

.80 

8720 

.50 

107 

.60 

406 

.70 

1104 

.80 

2260 

.90 

8900 

.60 

123 

.70 

466 

.80 

1188 

.90 

2386 

9.00 

4080 
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DAILY  MEAN  GAGE  HEIGHTS  AND  DISCHARGES  OF  WEST  BRANCH 
SUSQUEHANNA  RIVER     AT  BOWER,  CLEARFIELD  COUNTY,  PA. 


1913. 


DAY 


1. 
2. 
S, 
*. 

«. 

"7, 

8, 

9. 

W. 

11. 
12. 
13, 
14. 
15, 

16. 
17. 
18. 

a. 

22. 
23. 
24, 

as, 

26. 
27. 
28. 
29, 
30. 

31, 


OCT. 

NOV. 

DEC. 

GH 

Di8. 

Q  H 

DlB. 

GH 

DlB. 



5.54 

383 

5.81 

292 

6.56 

391 

5.30 

288 

5.82 

295 

6.53 

971 

5.16 

247 

5.28 

282 

6.53 

971 

5.12 

236 

.5.28 

21^2 

6.08 

226 

5.08 

226 

5.21 

261 

4.86 

172 

4.96 

194 

5.18 

289 

4.80 

159 

4.86 

172 

6.04 

644 

4.61 

125 

4.78 

156 

6.74 

1140 

4.50 

107 

7.27 

1660 

6.29 

808 

4.42 

96 

9.20 

14440 

6.02 

631 

4.38 

91 

7.40 

1790 

6.90 

662 

4.42 

96 

6.72 

UiX) 

5.78 

496 

4.38 

91 

7.07 

1450 

5.66 

437 

4.32 

83 

7.52 

1920 

5.54 

3b3 

4.26 

1 

77 

7.16 

1640 

5.48 

858 

4.22 

73 

6.92 

1300 

6.87 

813 

4.14 

G6 

6.78 

1170 

5.26 

276 

4.18 

69 

6.32 

823 

5.12 

286 

4.22 

74 

6.06 

669 

.  4.98 

199 

6.60 

948 

6.04 

v44 

4.82 

163 

$.Qo 

650 

5.72 

466 

•5.04 

216 

5.62 

374 

5.66 

391 

6.01 

216 

5.30 

288 

5.44 

841 

4.95 

192 

6.47 

858 

5.36 

810 

5.12 

236 

7.06 

1440 

5.22 

264 

5.18 

268 

7.84 

2200 

5.14 

242 

4.98 

199 

7.26 

1630 

5.08 

226 

6.26 

276 

6.56 

995 

5.05 

218 

5.84 

302 

6.18 

700 

5.40 

824 

5.24 

.   270 

5.86 

540 

5.85 

806 

6.10 

'   231 

6.78 

498 



5.16 

247 

tJSstimated. 
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ESTIMATED  MONTHI.Y  DISC^HARGE  OF  WEST  HRANCH  SUSQUEHANNA 
RIVER,  AT  BOWER     CLEARFIELD  COUNTY,  PA. 

(Drainage  area  320  square  miles). 


MONTH. 


I)i8(rbarg(*  In  Second  feet. 


Maximum. 


Run- off. 


Minimum. 


Mean. 


Second -fee  I 

per  square 

mile. 


1913 


October.  2  to  31, 

XovemlMT 

December 


January, 
February, 
March,     . . . 

April 

May 

June,     

July 

August. 
September, 


al914. 


2.00  ! 

14140' 

1140- 


t49.'0 

t4::oo 

15550 

3720 

3900 

7»7 

136 

1% 

71 


66 

155 
163  ! 


466 
79 
GO 
60 
48 
40 


4H.S 
784 
3'i3 


1Z40 
VSAi 
658 
17S 
109  - 
70  1 
47  ' 


l.olii 
2.450  I 

1.103 


1.72JS 

•J.  775 

3.875 

3.90> 

2.056 

0.5f»t>  , 

0.341 

0.219 

0.147 


Depth  in 
in<'lH»i!. 


1.7C" 
2.733 


2.8t»J 
4.46.S 

2.370 

O.t.::. 

0.3i' 

0.2.>3 

O.l&l 


I 


fEatimated. 

aKiver  frozen  Jan.  13-28  indutdve,  and  Feb.  8-March  IC  iucluKtre,  and  diHchargc  during  frozen 
period,  includ.ng  March  17  and  18.  eHtlmated  from  climatolo^ical  recordM  and  Bald  Eugle  Crick  at 
Beech  Creek. 


SUSQUEHANNA  BASIN-STATION  NO.  16. 


WEST   BRANCH   SUSQUEHANNA   RIVER   AT   CLEARFIELD, 

PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  two  span,  steel,  througli-trnss,  highway  bridge  at 
Clearfield,  Clearfield  Connty. 

RECORDS  AVAILABLE— Gage  heights  from  October  2,  191^,  to 
September  30,  1914.  Prior  to  this  gage  heights  have  been  ob- 
tained since  May  1, 1902,  by  tlie  W  S.  Weather  Bureau. 

DRAINAGE  AREA— 485  square  miles. 

GAGI'] — A  staff  gage  is  fastened  on  the  downstream  side  of  the  jaei . 
The  elevation  of  zero  is  1,094.8  feet  above  mean  sea  level.  Ben:h 
Mark  No.  1  is  top  of  rail  at  P.  R.  R.  Station,  elevation  12.2  feet 
above  gage  datum.  Bench  Mark  No.  2  is  top  of  rail  at  N.  Y.  (\ 
Railroad  Station,  elevation  10.2  feet  above  gage  datum.  The  ga^re 
is  read  once  daily  by  II.  P.  Bridge. 

CHANNEIi — The  channel  is  straight  above  and  below  the  station 
for  several  hundred  feet.  Both  banks  are  hitj:h  and  not  subject 
to  overflow. 
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CLEARFIELD  CREEK. 


DESCRIPTION  OF  BASIN. 

Clearfield  Creek,  one  of  the  largest  tributaries  of  the  upper  West 
Branch  of  the  Susquehanna  Kiver,  drains  an  area  of  approximately 
396  square  miles.  Rising  in  the  heart  of  the  Allegheny  Mountains,  at 
Noel,  Clearfield  County,  the  creek  fiows  in  a  general  northeasterly 
course  18  miles  to  Frugality,  Cambria  County,  where  it  turns  and 
foUows  a  northwesterly  direction  for  11  miles  to  Jrvona,  Clearfield 
County.  From  Irvona  to  Madera  the  creek  again  flows  in  a  north- 
easterly direction  for  10  miles  and  then  turns,  following  a  tortuous 
course  in  a  northerly  direction  for  21  miles  to  its  mouth  about  3 
miles  below  Clearfield. 

From  its  headwaters  to  Coalport,  Clearfield  County,  the  main 
stream  passes  through  a  sparsely  inhabited  region  whose  hillsides 
are  high  and  steep  and  largely  deforested,  while  the  only  towns 
in  this  section  are  located  in  the  creek  valley.  Fiom  Coalport  to 
Madera  the  valleys  of  the  creek  and  its  tributaries  are  more  thickly 
populated,  and  considerable  coal  mining  is  carried  on. 

After  the  stream  passes  Madera,  it  flows  through  a  narrow,  prac- 
tically uninhabited  valley,  to  its  junction  with  Little  Clearfield 
Creek  at  Dimeling,  below  which  the  valley  again  widens  out  to  a 
small  extent.  Little  Clearfield  Creek,  its  principal  tributary,  paral- 
lels the  river  for  17  miles,  draining  a  mountainous  and  sparsely 
inhabited  region. 

The  principal  towns  in  this  watershed  are  Jrvona,  Coalport  and 
Madera.  The  fall  of  the  stream  is  rapid  throughout  its  course  and 
is  at  the  rate  of  approximately  16  feet  per  mile. 

Clearfield  Creek  drains  the  northeast  section  of  Cambria,  and  the 
south-central  part  of  Clearfield  counties,  where  the  mean  annual 
precipitation  is  45  to  50  inches. 

The  discharge  has  been  measured  since  October  2,  1913,  at  Dime- 
ling,  7^  miles  above  the  mouth. 
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SUSQUEHANNA  BASIN— STATION  NO.  17. 


CLEARFIELD  CREEK  AT  DIMELING,  PA. 


DESCRIPTION   OP   STATION. 

LOCATION — On  single  span,  steel,  tlirougli-tniss,  highway  bridge  at 
Dimeling,  Clearfield  (!'ounty. 

RECOKI)8  AVAILABLE — Discharge  measurements  and  gage  heights 
from  October  2,  1913,  to  September  :J0,  1914. 

DRAINAGE  AREA— 370  square  miles. 

GAGIi] — A  standard  chain  gage  is  attached  to  the  upstream  wooden 
handrail.  The  length  of  chain  from  the  bottom  of  the  weight 
to  the  marker  is  27.95  feet.  The  elevation  of  zero  is  1,145.556  feet 
above  sea  level.  Bench  Mark  No.  1  is  end  of  upstream  wingwall, 
corner  of  i)rojecting  course  at  about  the  ground  elevation,  eleva- 
tion 1,1(>3.066  feet  above  sea  level,  or  17.51  feet  above  gage  datum. 
Bench  Mark  No.  2  is  bronze  tablet  stamped  "1172  PITTS- 
BURGH-' on  northwest  capstone  of  highway  bridge,  elevation 
1,171.870  feet  above  sea  level,  or  20.32  feet  above  gage  datum. 
The  gage  is  read  twice  daily  by  G.  S.  Stover. 

DTSCHARGK  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  face  of  left 
abutment. 

CHANNEL — The  channel  above  the  station  is  straight  for  100  feet 
with  a  revel  se  curve  from  left  to  right.  Below  the  station  it  is 
straiglit  for  200  feet  then  curves  to  the  right.  The  right  bank 
is  low  and  subject  to  overflow  during  extreme  high  stages.  The 
left  bank  is  high  and  not  subject  to  overflow.  The  bed  of  the 
freek  is  composed  of  gravel,  and  there  is  good  velocity  at  all 
stages. 

REMARKS— Little  Clearfield  Creek  enters  about  400  feet  upstream. 
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DISCHARGE  MEASUREMENTS  OF  CLEARFIELD  CREEK  AT  DIMELINCJ. 

CLEARFIELD  COUNTY,  PA. 

(Drainuge  area  370  square  miles). 
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MOSHANNON  CREEK: 


DESCRIPTION  OF  BASIN. 

Moshannon  Creek,  one  of  the  large  tributaries  of  the  West  Branch 
of  the  Susquehanna  River,  rises  in  Blair  County,  about  one  mile 
south  of  the  southwest  corner  of  Centre  County.  The  creek  follows 
a  circuitous  course,  its  total  length  being  about  49  miles,  with  all 
but  the  first  mile  forming  the  boundary  between  Clearfield  and 
Centre  counties,  and  has  a  drainage  area  of  288  square  miles. 

The  creek  flows  in  a  general  northeasterly  course  from  its  source 
to  Viaduct,  after  which  it  follows  a  northerly  direction  to  its  mouth, 
three  miles  above  Karthaus,  Clearfield  County.  There  are  many 
tributaries,  both  in  Centre  and  Clearfield  counties,  those  rising  in 
the  latter  county  finding  their  source  in  the  extreme  northwestern 
range  of  the  Allegheny  Mountains;  the  tributaries  are  all  typical 
mountain  streams  with  rapid  falls  and  variable  flows. 

Mining  is  carried  on  along  the  Moshannon  Creek  and  its  tributaries, 
and  the  majority  of  the  latter  are  polluted  with  mine  waste.  On 
the  upper  15  miles  of  this  stream  the  hills  have  been  deforested  for 
mining  purposes,  for  a  distance  of  from  1  to  2  miles  on  either  side 
of  the  creek  and  are  now  covered  with  a  second  growth.  Below 
Peale,  the  stream  enters  a  narrow,  precipitous  valley  and  flows 
through  a  timbered  section  sparsely  populated,  with  no  railroad 
following  its  banks.  Above  Peale,  however,  the  Pennsylvania  Rail- 
road and  the  New  York  Central  and  Hudson  River  Railroad  follow 
the  creek. 

The  most  important  towns  along  this  creek  are  Osceola,  South 
Phillipsburg,  Phillipsburg,  and  Houtzdale.  The  water  of  the  stream 
and  its  tributaries  is  used  to  some  extent  for  domestic  and  industrial 
purposes.  Little  water  power  is  developed,  although  on  its  tributaries 
there  are  numerous  locations  where  good  power  could  be  obtained. 

The  mean  annual  precipitation  over  this  watershed  is  from  35 
inches  in  the  lower  portion  to  40  inches  in  the  upper  part.  The 
discharge  of  Moshannon  Creek  has  been  measured  since  October 
3,  1913,  at  Winbume,  Clearfield  County. 
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SUSQUEHANNA  BASIN— STATION  NO    18 


MOSHANNON  CREEK  AT  WINBURNE,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  through-truss,  steel  highway  brulge  at 
Winburne,  Clearfield  Count3^ 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  October  3,  1913,  to  September  30,  1914. 

DRAINAGE  AREA— 150  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  angle  iron  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  17.23  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  corner  of  fourth  course  below  bridge  seat,  left 
downstream  wingwall,  elevation  6.58  feet  above  gage  datum. 
The  gage  is  read  twice  daily  by  W.  M.  Hoover. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  .for  soundings  is  left  end  of 
handrail. 

CHANNEL — The  channel  is  straight  above  and  below  the  station. 
The  right  bank  is  high.  The  left  bank  is  low  and  subject  to  over- 
flow at  times  of  extreme  high  water.  The  bed  is  composed  of 
gravel. 

DISCHARGE     MEASUREMENTS     OF     MOSHANNON  CREEK    AT     WIN- 
BURNE, CLEARFIELD  COUNTY,  PA. 

(Drainage  area  150  square  mileaj. 


Hydrograpber. 
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DRIFTWOOD  BRAl^CH  OF  SINNEMAHONING  CREEK. 


DESCRIPTION  OF  BASIN. 

The  Driftwood  Branch  of  the  Sinnemahoning  Creek  rises  in  the 
northeast  corner  of  Elk  County  on  the  eastern  slope  of  the  Allegheny 
Mountains,  and  drains  an  area  of  approximately  816  square  miles. 
It  flows  in  a  general  southeasterly  direction  through  Elk  County  to 
the  Elk-Cameron  county  line,  from  which  point  it  turns  in  a  general 
easterly  direction  to  Emporium,  thence  follows  a  southerly  course 
to  its  junction  with  the  Bennett  Branch  at  Driftwood,  forming  the 
main  Sinnemahoning  Creek,  a  total  distance  of  30  miles.  This  stream 
drains  the  entire  northern  and  central  parts  of  Cameron  County  as 
well  as  a  portion  of  the  western  section,  having,  many  tributaries,  the 
largest  of  which  are  West  and  Clear  creeks  and  the  Portage  Branch. 
Since  the  stream  passes  through  a  rough,  uninhabited  valley  through- 
out most  of  its  course,  there  are  but  a  few  small  towns  and  villages 
in  this  watershed,  the  largest  of  which  is  Emporium.  The  hillsides 
are  covered  with  second  growth  timber  and  industries  in  this  valley 
have  not  been  developed  extensively,  although  there  is  some  mining 
and  lumbering. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  September  30th,  1913,  at 
Sterling  Run,  about  9  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  19. 


DRIFTWOOD  BRANCH  SINNEMAHONING  CREEK  AT  STER-  • 

LING  RUN,  PA. 


DESCRIPTION  OF  STATION, 

LOCATION — On  three  span,  steel,  through-truss,  highway  bridge, 

about  9  miles  above  the  mouth. 
RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  September  30,  1913,  to  September  30,  1914. 
DRAINAGE  AREA— 270  square  miles. 
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GAGE — A  standard  chain  gage  is  attached  to  the  downstream  hand- 
rail in  the  third  span.  The  elevation  of  zero  is  arbitrary.  The 
length  of  chain  from  the  bottom  of  the  weight  to  the  marker 
is  18.84  feet.  Bench  Mark  No.  1  is  a  berm  cut  on  the  face  of 
the  fifth  course  from  top  of  right  downstream  wingwall,  0.4  feet 
from  top  of  course,  0.6  feet  from  end  of  wall,  elevation  7.15  feet 
above  gage  datum.    The  gage  is  read  twice  daily  by  Thomas  Eddy. 

DISCHARGE  MP^ASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading  at  section  50  feet  below  bridge. 
The  initial  point  for  soundings  is  face  of  left  abutment. 

CHANNEI/— The  channel  is  straight  for  1,000  feet  above  and  300 
feet  below  the  station.  There  is  a  riffle  25  feet  above  the  bridge. 
Both  banks  are  low  and  subject  to  overflow  during  extreme  high 
stages.  The  bed  consists  of  gravel.  There  is  good  velocity  under 
the  bridge  at  all  stages. 

REMARKS — Sterling  Run  enters  the  creek  about  700  feet  below  the 
bridge. 

DISCHARGE  MEASUREMENTS  OF  DRIFTWOOD  BRANCH  SINNBMA- 
HONING  CREEK  AT  STERLING  RUN,  CAMERON  COUNTY,  PA. 

(Drainage  area  Z70  square  miles). 
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KETTLE  CREEK. 


DESCRIPTION  OF  BASIN. 

Kettle  Creek,  an  important  tributary  of  the  West  Branch  of  the 
Susquehanna  River,  drains  an  area  of  approximately  240  square 
miles.  Rising  in  the  southern  part  of  Potter  County  in  many 
branches  which  converge  near  the  Potter-Clinton  county  line,  the 
stream  flows  in  a  general  southwesterly  direction  to  Leidy,  Clinton 
County,  when  it  turns  in  a  southerly  and  then  southeasterly  direction 
to  its  mouth  at  Westport,  Clinton  County,  about  6  miles  above 
Eenovo,  its  total  length  being  approximately  39  miles. 

From  the  headwaters  to  Cross  Forks,  Potter  County,  the  creek 
flows  through  a  rough,  uninhabited  valley,  the  bordering  hillsides 
being  steep  and  precipitous.  From  Cross  Forks  to  a  short  distance 
below  Leidy,  the  sparsely  inhabited  valley  widens  and  some  agri- 
culture is  carried  on.  From  this  point  to  the  mouth  the  hills  con- 
verge until  the  creek  passes  through  a  deep,  narrow  valley  for  its 
last  7  miles.  The  hills  in  this  lower  section  are  high  and  continuous, 
the  slopes  steep  and  the  hillsides  covered  with  second  growth  timber. 
The  fall  of  the  stream  is  rapid  with  numerous  riffles  and  falls  through- 
out its  entire  length  and,  above  Cross  Forks,  the  ftiain  stream  is 
unpolluted. 

The  creek  is  not  used  for  domestic  water  supply  and  only  to  a 
slight  degree  for  water  power. 

The  mean  annual  precipitation  over  the  watershed  is  from  35  to 
40  inches. 

The  discharge  has  been  measured  since  December  2,  1913,  at  Leidy 
Clinton  County,  about  11  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  20. 


KETTLE  CREEK  AT  LEIDY,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,   through-truss,    highway    bridge,    11 

miles  above  the  mouth  of  the  creek. 
RECORr>S  AVAILABLE — Discharge  measurements  and  gage  heights 

from  December  2,  1913,  to  September  30,  1914. 
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DRAINAGE  AREA— 202  square  miles. 

GAGE — A  stetndard  chain  gage  is  attached  to  the  handrail  on  the 
upstream  side  of  the  bridge.  The  length  of  chain  from  the 
bottom  of  the  weight  to  the  marker  is  18.45  feet.  The  elevation  of 
zero  is  arbitrary.  Bench  Mark  No.  1  is  the  outside  top  corner 
of  the  third  course  below  bridge  seat,  on  upstream  left  wingwall, 
elevation  11.335  feet  above  gage  datum.  The  gage  is  read  twice 
daily  by  0.  W.  Sliker. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  left  end  of 
lower  pipe  rail. 

CHANNEL — The  channel  above  and  below  the  station  is  straight  for 
several  hundred  feet.  The  right  bank  is  high  and  steep.  The 
left  bank  is  low  with  gradual  slopes,  but  not  subject  to  overflow. 
The  bed  is  composed  of  clean  gravel.  There  is  good  velocity  at  all 
stages. 


DISCHARGE  MEASUREMENTS  OF  KETTLE  CREEK  AT  LEIDY,  CLINTON 

COUNTY,  PA. 

(Drainage  area  20t  square  miles). 
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SUSQUEHANNA  BASIN— STATION  NO.  21. 


WEST  BRANCH  SUSQUEHANNA  RIVER  AT  RENOVO,  PA. 


DESCRIPTION   OP   STATION. 

LOCATION — On  three  span,  steel,  through-truss,  highway  bridge 
at  Eighth  Street,  Renovo,  Clinton  County. 

RECORDS  AVAILABLE— Discharge  complete  from  January  1,  1908, 
to  September  30,  1914. 

DRAINAGE  AREA— 2,990  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  upstream  handrail 
near  the  north  pier.  The  length  of  chain  from  the  bottom  of 
the  weight  to  the  marker  is  41.13  feet.  The  elevation  of  zero  is 
637.4  feet  above  sea  level.  Bench  Mark  No.  2  is  a  1-inch  offset 
in  the  upstream  corner  of  the  north  concrete  abutment  1  foot 
above  the  bottom,  with  the  corner  above  the  projection  chiseled 
out  and  having  an  elevation  of  8.04  feet  above  gage  datum. 
Bench  Mark  No.  3  is  a  chiseled  rod  seat  on  a  projection  in  the 
eleventh  course  down  from  the  bridge  seat  on  the  southw^est  end 
of  the  stone  work  of  the  north  abutment,  6  inclies  below  a  chise- 
led arrow  head,  elevation  10.77  feet  above  gage  datum.  The 
gage  is  read  twice  daily  by  J.  Stanley  Breen. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  At  lowest  stages  by  wading  at  section  2,000  feet 
above  bridge  at  foot  of  Third  Street.  The  initial  point  for 
soundings  is  end  of  handrail,  left  downstream  side. 

CHANNEL^-The  channel  is  straight  for  1,000  feet  above  and  3,000 
feet  below  the  station.  Both  banks  are  high  and  not  subject  to 
overflow.    The  bed  is  of  rock. 

DISCHARGE    MEASUREMENTS    OF    WEST    BRANCH    SUSQUEHANNA 
RIVER     AT  RENOVO,    CLINTON   COUNTY,   PA. 

(Drainage  area  e,990  square  miles). 
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DISCHARGE  TABLE  FOR  WEST  BRANCH  SUSQUEHANNA  RIVER 
RENOVO,  CLINTON  COUNTY,  FROM  JAN.  1,  1908. 


AT 


• 

* 

« 

JA 

n 

A 

*A 

d 

? 

A 

• 

• 

"55 

• 

1 

• 

1 

01 

f 

JA 

1 

60 

J3 

tf 

^i4 

01 

«0 

m^ 

Of 

"Sf 

o 

Q 

o 

a 

o 

fi 

O 

5 

O 

o 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Foet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

—1.10 

80 

.80 

8280 

.70 

11670 

.60 

26850 

.60 

47760 

—1.00 

100 

.90 

8420 

.80 

12060 

.70 

27600 

.60 

48600 

—0.90 

125 

2.00 

3620 

.90 

12460 

.80 

28150 

.70 

49500 

—0.80 

156 

.10 

8820 

5.00 

12860 

.90 

28800 

.80 

50400 

—0.70 

190 

.20 

4000 

.10 

1S260 

8.00 

29450 

.90 

61300 

—0.60 

230 

.80 

4240 

.20 

13660 

.10 

80100 

11.00 

52250 

—0.60 

280 

.40 

4460 

.30 

14100 

.20 

80750 

.10 

58200 

—0.40 

840 

.50 

4690 

.40 

14560 

.80 

81400 

.20 

64150 

—0.80 

400 

.00 

4930 

.50 

16000 

.40 

82100 

.80 

5610O 

-0.20 

470 

.70 

5180 

.60 

15600 

.50 

1    82800 

.40 

56060 

—0.10 

540 

.80 

5440 

.70 

16000 

.60 

38500 

.50 

67000 

0.00 

620 

.90 

6710 

.80 

16500 

.70 

84200 

.60 

68000 

.10 

700 

8.00 

5980 

.90 

17000 

.80 

84900 

.70 

69000 

.20 

790 

.10 

6260 

6.00 

17500 

.90 

3560O 

.80 

6000O 

.80 

890 

.20 

6540 

.10 

18000 

9.00 

8680O 

.90 

61000 

.40 

1000 

.80 

6840 

.20 

18560 

.10 

87000 

12.00 

62000 

.50 

1120 

.40 

7140 

.80 

19100 

.80 

37700 

.10 

63000 

.80 

1260 

.50 

7440 

.40 

19660 

.80 

88460 

.20 

64100 

.70 

1390 

.60 

7760 

.60 

20226 

,40 

8920O 

.80 

6520O 

.80 

1530 

.70 

8080 

.60 

20800 

.50 

89650 

.40 

66300 

.90 

1680 

.80 

8400 

.70 

21400 

.60 

1    40700 

.60 

67400 

1.00 

1880 

.90 

8740 

.80 

22000 

.70 

1    41460 

.60 

68600 

.10 

1990 

4.00 

9060 

.90 

22600 

.80 

42200 

.70 

69S00 

.20 

2150 

.10 

9420 

7.00 

28200 

.90 

42950 

.80 

71000 

.90 

2320 

.20 

9780 

.10 

23800 

10.00 

48700 

.90 

72200 

.40 

2490 

.80 

10140 

.20 

24400 

.10 

44460 

13.00 

78400 

.50 

2870 

.40 

10520 

.80 

25000 

.20 

45250 

.60 

2850 

.50 

loeoo 

.40 

25r,00 

.80 

46060 

.70 

3040 

.60 

11280 

.50 

2620O 

.40 

46900 

154 


o 

o 

o 
> 
o 

» 

Eh 

< 

» 

M 

P 
a 

P 

QQ 

o 
<  . 

^.^^ 

HEh 
^P 

oo 


o 


o 


GQ 


•FN 


t-t>«0       ^MMMCO       NmNNn        f-l?-lr-<i-l.-«        »-ii-iT-»r-«f-l        ?-lt-(i-l?H.-« 


C^  O  <^  ^  O        r-*  CO  OQ  ^  ^ 

•      ■•••  •*■■• 


<-<t-cae$«o     o>c<9i?5r-a>     ^•-ji-jo»'r     tf'j«sr-o>iji 
LOkatPVDto     sor-t-Ki'.      t^oooofc*      t-c-f-t-oo 

tnt?  itttt  ittn  fntt 


§g|§8  ^isSI  §§§!§  §§ai§  i§gl3  s9§§§  i 


• 

• 

Q 

>H 

P 

in 

H 

o 

• 
OB 

• 

■»< 

H 

Q 

1??t?_  TTTTT 


SfiSSS    SSS8$    99883    SSSSG:^    S 

nr''  n'nt  itn?  ftf'?*  ^^ 


M 

«l 


o 
« 

a 


s5§Sl  i§i§§  §§§§^  iiigs  § 


o 

00 

Q 


ooooo   POOfiO 


;s$^n8s  ss:^ssss  ssiasj^  ^So^sse  ^ 

■        *«••  •••■•  «■••*                ■«•■•                • 

oeooo  o»ooe  ooooo     ooooo     o 

i§sil  SiSIS  iSlil  IliSi 


■        ••>•  ••••• 

rieoOr<4        <-4f-4000 


S${3»S3   ;S383S   sscs^d   $SSISS 

•         •a««  •••••  •■•*•  «■■•• 

OOoOO   ooooo   ooooo   OOOOt-l 


;|  iiiii 


{^iassss  ssss^9  ss^ds  ^sissi.s  sg^;^^;^  s^^tgss  » 

coeoeJMea     cs^^^io     ^>oa»oo«D     lo^eocoej     Ne^Mi-^iH     T-4T-4fHiHtH     «-« 


(4 


a 
a 

98 

« 

9 

cr 
oe 
s 

09 

XI 

a 
t 


e 
o 


s;§s^ii 


l«-H  OOD  < 


S8g^§ 


FJ 


:8$: 


>00t- 


sdSSf^S    SgSS^S    ^S^S.S^    ^^£«^S    ^^SI^.T    iBSSSSS 

t^<o<0io-<^     ^^^(0io     <«'<4<coMcQ     '^tetfl'^r^     ^^-^coco     Vuaus'^I^' 


•FN 


OOOOO  OOOOO  ooooo  ^SSSS  SS^SS  SSSSS  S 

^SS§§  SSSSS  §§§§§  ^iilB  i^^ss  ip^i  § 


PQ 

g 


as 


iCOVOMCO       MMC4 


n 


S^^SSS     SSiSiS?     SeS^SeSS     e^SS 


e-t-iA^      -veomMM     comoomw     Me>ie>9 


|S|S$  8SSSS  88888  gggl 
S^S^t^^^  Mc^Si^K  KS^^^S^  999' 


ooooo       OOQo< 

i^iSS    8388; 


:8    ^ 

•t«      bo 


0» 


& 
0) 

of 


a 


4» 


a 


si 


> 


f-lM^^•flO      tci'-oooj 


S    ;qS?2?;!S    ;S55?SSa    sSS^SSS-i^    «KSS8    ^ 


156 

ESTIMATED  MONTHLY  DISCHARGE  OF  WEST  BRANCH  SUSQUEHANNA 

RIVER  AT   RENOVO,    CLINTON   COUNTY,    PA. 

(Drainage  area  2,990  square  miles  J. 


MONITEI. 


Discharge  In  Second-feet. 


;  tfaximam. 


Jannarj, 
February, 
March.     ... 

April,    

May 

June,     

July 

Angnst,     . . 
September, 


1914. 


Run-off. 


Minimum. 


Mean. 


80600' 

34500 
67900 
24500 
41800 
2290' 
1600' 
1130 
800  I 


7410 
2240 
644 
328 
270; 
152' 


6050 

8090 

12400 

12800 


1250 
605 
468 
806 


Second-feet 
per  square 
mile. 


1.689 
2.706 
4.147 
4.281 
8.127 
0.418 
0.232 
0.163 
0.101 


Depth  in 
inches. 


1.947 
2.818 
4.781 
4.776 
3.606 
0.467 
0.267 
0.176 
0.113 


River    frozen    Jan.    1st    to    29th    inclusive:    Feb.    19th    to    Mnrcli    16th    inclusive,    and    discharge 
estimated  from  West  Branch  Susquehanna  River  at  Wllllamsport. 


BALD  EAGLE  CREEK. 


DESCRIPTION  OF  BASIN. 

Bald  Eagle  Creek,  a  large  tributary  of  the  West  Branch  of  the 
Susquehanna  River  in  Centre  and  Clinton  counties,  drains  an  area 
of  approximately  780  square  miles  and  rises  on  the  southern  boundary 
in  the  western  part  of  Centre  County.  It  flows  northeasterly  and 
the  valley  gradually  widens  to  a  considerable  breadth  as  the  stream 
enters  Clinton  County,  continuing  to  its  mouth  at  Lock  Haven,  the 
total  length  being  about  50  miles,  and  the  watershed  oval  in  shape. 
The  valleys  in  this  basin  are  extensively  farmed  and  contain  numerous 
boroughs  and  villages,  while  the  bordering  ridges  are  nearly  all 
covered  with  heavy  second  growth-timber.  This  creek  rises  at  an  ele- 
vation of  approximately  1,110  feet  and,  in  a  distance  of  about  23  miles 
to  Milesburg,  falls  at  the  rate  of  18  feet  per  mile;  from  this  point 
to  the  mouth  the  fall  is  approximately  five  feet  per  mile.  The  prin- 
cipal tributaries  are  Fishing,  Beech  and  Spring  creeks.  Spring  and 
Fishing  creeks  enter  from  the  south,  draining  a  limestone  section, 
and  their  well  maintained  dry  weather  flow  aids  largely  in  making 
the  discharge  of  Bald  Eagle  Creek,  in  such  seasons,  a  most  important 
affluent  of  the  West  Branch.  Many  of  the  smaller  tributaries  are 
used  for  domestic  water  supply,  nearly  all  the  boroughs  and  larger 
villages  being  .«5o  equipped. 
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The  mean  annual  precipitation  over  tlie  greater  portion  of  the 
watershed  is  from  40  to  45  inches. 

The  Water  Supply  Commission  of  Pennsylvania  maintains  three 
gaging  stations  in  this  basin,  at  Beech  Creek  Station,  at  Milesburg, 
and  on  Spring  Creek  near  Bellefonte.  A  gaging  station  at  Castanea, 
one  mile  above  the  mouth,  was  formerly  operated  by  this  Commission 
but,  on  account  of  being  influenced  by  backwater  from  the  West 
Branch  of  the  Susquehanna  River  during  medium  and'  high  stages, 
was  discontinued. 


SUSQUEHANNA  BASIN— STATION  NO.  22. 


BALD  EAGLE  CREEK  AT  MILESBURG,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION— On  P.  R.  R.  Bridge  No.  53  over  Bald  Eagle  Creek,  300 
yards  above  mouth  of  Spring  Creek  at  Milesburg,  Centre  County. 

RECORDS  AVAILABLE— Discharge  complete  from  February  6, 
1911,  to  September  30,  1914. 

DRAINAGE  AREA— 140  square  miles. 

GAGE — A  10-foot  staff  gage  is  fastened  to  the  downstream  side  of 
the  pier.  The  elevation  of  zero  is  arbitrat*y.  Bench  Mark  No.  1 
is  cross  "X"  on  top  of  fourth  step  from  top  of  left  downstream 
wingwall,  1.7  feet  in  from  end  of  step,  elevation  6.655  feet  above 
gage  datum.    The  gage  is  read  twice  daily  by  P.  H.  Haupt. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading.  The  initial  point  for  soundings 
is  face  of  left  abutment  under  downstream  guard  rail  along 
tracks  of  P.  R.  R. 

CHANNEL — ^The  channel  above  the  station  is  almost  straight  for 
300  feet.  Below  the  station  it  makes  a  slight  bend  toward  the 
northwest.  The  right  bank  is  high,  steep  and  rocky,  while  the 
left  bank  is  low.  However,  the  railroad  embankment  prevents 
floods  going  around  the  bridge.  The  bed  is  composed  of  gravel 
and  stones. 
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diSlCharge  measurements  of  bald  eagle  creek  at  miles 

burg,  centre  county,  pa. 

(Drainage  area  HO  square  miles). 


No. 


Date. 


Hydrognpher. 


1914 

12 

Jane 

16 

13 

Sept. 

1 

.a 
•a 


• 

a 

• 

o 
■ft 

CJ 

• 
X3 

aS 

O 

Ml 

• 

01 

a> 

4> 

Si 

*-« 

> 

43 

7 

O 

es 

t 

a 
S 

9 

< 

:^ 

O 

• 

Boehrinser   &   Shade. 
Bowen  &  Gough,   .... 


Feet. 

68 

13 


Ft. 

Sq. 

per 

.Feet. 

Sec. 

ft. 

Bee. 

ft. 

20 

0.66 

0.28 

18 

7 

0.57 

0.06 

4 

Remarks. 


Wading   260'    upstream. 
Wading  }  mi.  upstream. 


DISCHARGE  TABLE  FOR  BALD  EAGLE  CREEK  AT  MILESBURG, 

CENTRE  COUNTY,  FRQM  JAN.  1,  1914. 


*i 

• 

«^ 

• 

JS 

A 

XI 

X) 

M 

• 

«e 

• 

w 

• 

M 

0) 

M 

41 

» 

« 

\* 

0) 

^ 

« 

^f 

« 

^ 

9> 

9 

u 

43 
9> 

»4 

.a 

>4 

ft* 

1 

§ 

jj 

S 

*< 

li 

IB 

.F4 

S? 

o 

o 

O 

Q 

o 

Q 

C5 

o 

o 

Q 

Note: — This  carve  is  only  applicable  subsequent  to  Jan.  Int.  1914,   and  1r  baped  on  two  discharge 
measarements  made  during  1914   together  wltn   former  curve. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  BALD  EAGLE 

MILESBURG,  CENTRE  COUNTY,  PA. 

(Drainage  area  140  square  miles). 


^BBK    AT 


MONTH. 


Discharge  in  Second-feet. 


Run -off. 


Maximum. 


Jannarj, 
Febroarj, 
March,     ... 

April,    

Maj 

June 

Julj 

August,    . . . 
September, 


1914. 


22a> 
1690 

4750 

1180 

1770 

56 

129 

12 

4 


Minimum. 

• 

Mean. 

256 

268 
898 

150 

409 

38 

316 

12 

26 

6 

18 

2 

6 

2 

2 

Second -feet 
per  square 
mile. 


Depth  in 
lnche«. 


i.sai 

■ 

2.099 

1.9U 

1.998 

4.986 

5.74S 

2.921 

3.269 

2.260 

£.694 

0.186 

0.208 

0.129 

0.149 

0.048 

0.060 

0.014 

0.015 

Creek    frozen    from    Jnn.    4th-29th    inclusive;    Feb.    llth-March    15th    inclusive,     and    discharge 
estimated   from  KIsbacoquillnB  Creek  at  Kulps. 


SPRING  CREEK. 


DESCRIPTION  OF  BASIN. 

Spring  Creek,  an  important  tributary  of  the  Bald  Eagle  Creek, 
drains  an  area  of  approximately  145  square  miles,  rising  in  the  south 
central  part  of  Centre  County  and  flowing  in  a  general  northerly 
direction  through  a  rich  and  thickly  inhabited  farming  section  to 
its  mouth  at  Milesburg,  a  distance  of  about  20  miles,  the  basin  being 
approximately  pear  shaped.  Its  course  is  winding,  the  slope  being 
rapid  at  the  headwaters  and  gradually  decreasing  as  the  mouth  is 
reached.  There  are  many  small  tributaries  rising  in  the  well  timbered 
mountains  but,  throughout  a  stretch  of  ten  miles  of  this  stream 
from  above  State  College  to  Bellefonte,  no  surface  tributaries  enter 
it.  Throughout  this  section  the  valley  and  surrounding  hills  are 
underlain  with  limestone,  sink  holes  being  much  in  evidence,  and  the 
drainage  of  this  part  of  the  watershed  appears  in  numerous  limestone 
springs  close  to  the  creek  banks,  the  largest  of  which  is  Bellefonte 
Spring  at  Bellefonte  with  a  continuous  flow  of  approximately 
9,000,000  gallons  daily.  The  dry  weather  flow  of  this  creek  is  very 
large  and  plays  an  important  part  in  maintaining  the  low  water 
flow  of  Bald  Eagle  Creek.  In  this  watershed  lie  State  College, 
Bellefonte,  Centre  Hall  and  many  large  farming  villages,  nearly  all 
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ESTIMATED  MONTHLY  DISCHARGE  OF  SPRING  GREEK  NEAR  BELLB- 

FONTE.  CENTRE  COUNTY,  PA. 

(Drainage  area  1^5  square  milea). 


MONTH. 


1914. 

Janiiar7t     

Febnury,    

March,     

April 

May 

June,     

July 

August, 

September,    


Discharge  in  Second-feet. 


Maximum. 


C86 
841 
1060 
716 
601 
288 
224 
207 
189 


Minimnm. 


203 
234 
216 
883 
291 
221 
196 
176 
156 


Mean. 


272 
860 
416 
f>S» 
409 
251 
208 
191 
178 


Run-off. 


Second -feet 
per  square 
mile. 


1.876 
2.48S 
2.869 
8.648 
2.821 
1.731 
1.484 
1.817 
1.228 


Depth  in 
Inches. 


2.168 
2.685 
8.808 
4.070 
8.252 
1.981 
1.663 
1.518 
1.370 


SUSQUEHANNA  BASIN— STATION  NO.  24. 


BALD  EAGLE  CREEK  AT  BEECH  CREEK,  PA. 


DESCRIPTION   OF  STATION. 

LOCATION — On  three  span,  steel,  pony  truss,  highway  bridge  at 
Beech  Creek  Station,  Clinton  County. 

RECORDS  AVAILABLE— Discharge  complete  from  June  23,  1910, 
to  September  30,  1914. 

DRAINAGE  AREA— 565  square  miles. 

GAGE — A  sectional  chain  gage  is  attached  to  tb«  upstream  handrail 
in  the  fifth  panel  from  the  east  side  of  the  bridge.  The  length 
of  chain  from  the  bottom  of  the  weight  to  the  marker  is  35.39 
feet.  The  elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1 
is  outer  downstream  corner  of  right  bridge  seat,  elevation  19.085 
feet  above  gage  datum.  The  gage  is  read  twice  daily  by  S.  C. 
Mains. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  end  of  wooden 
guardrail,  downstream  side,  east  end. 
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CHANNEL — The  clianiiel  of  Bald  Eagle  Creek  above  the  station  is 
straight  for  450  feet,  but  Beech  Creek  enters  Bald  Eagle  Creek 
at  right  angles  from  west  immediately  above  the  bridge.  Below 
the  station  the  channel  is  straight  for  600  feet.  The  right  bank 
is  about  35  feet  above  the  bed  of  the  creek,  while  the  left  bank 
is  about  8  to  10  feet  above  the  bed,  which  is  composed  of  rock, 
gravel  and  mud. 

DISCHARGE   MEASUREMENTS   OF    BALD   EAGLE   CREEK   AT   BEECH 

CREEK,  CLINTON  COUNTY,  PA. 

(Drainage  area  565  square  miles). 


No. 


1914 

10 

Mar. 

29 

11 

&iar. 

29 

12 

Mar. 

29 

13 

Mar. 

29 

14 

Mar. 

29 

IS 

Mar. 

SO 

16 

Mar. 

SO 

17 

Juno 

16 

18 

Sent. 

1 

Bronnon,    

Bronson 

Bronson 

Bronaon 

Bronaon,    

Brcmaon,    

Bronaon,    

Boehrlnger   &   Shade, 
Bowen  A,  Ooogh 


a 


• 

a 

• 

s 

•** 

*i 

§ 

S 

s 

m 

«> 

4) 

fe* 

«4 

> 

X3 

s? 

2 

1 

.9 

< 

S 

o 

Q 

Remarks. 


et 

Sq. 

ft. 

IH9 

1:58 

249 

1558 

248 

1482 

247 

1460 

i:47 

1416 

228 

1207 

228 

122S 

183 

427 

159 

366 

Ft. 
per 
Sec. 
4.42 
4.42 
4.27 
4.16 
4.01 
3.76 
8.75 
0.68 
0.46 


Feet. 

Sec. 

ft. 

6.89 

6890 

6.89 

6890 

6.68 

6882 

6.44 

6067 

6.82 

6676 

5.48 

4684 

5.64 

4697 

1.81 

280 

1.66 

167 

Snrface  mamt. 
Surface  msmt. 
Surface  msmt. 
Surface  msmt. 
Surface  mamt. 
Surface  mamt. 
Surface  msmt. 
0.6  mamt. 
0.6   msmt. 


DISCHARGE   TABLE   FOR   BALD   EAGLE   CREEK   AT   BEECH   CREEK, 

CLINTON  COUNTY,  FROM  JAN.  1,  1914. 


X3 


• 

. 

** 

♦J 

•** 

44 

A 

X) 

Xi 

JS 

s. 

3f 

i? 

s 

9> 

u 

9 

9f 

h 

xa 

xa 

9 

s 

s 

s 

1 

S 

m 
O 

veet. 

Sec.  ft. 

1.30 

100 

.40 

125 

.60 

160 

.60 

190 

.70 

285 

.80 

280 

.90 

390 

2.00 

890 

.10 

450 

.20 

610 

.30 

670 

.40 

640 

4) 

m 
n 


Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

1796 

.90 

3460 

.10 

1910 

5.00 

3680 

.20 

2025 

.10 

8800 

.80 

2146 

.20 

3970 

.40 

2266 

.80 

4160 

.60 

2396 

.40 

4880 

.60 

2580 

.60 

4520 

.70 

2670 

.60 

4710 

.80 

2820 

.70 

4900 

.90 

2970 

.80 

5100 

7.00 

3^ 

.90 

6800 

8290 

6.00 

6600 

Sec.  ft. 
5700 
6900 

6110 
6330 
6530 
6740 
6960 
7190 
7420 
7660 


This  table  is  only  applicable  subsequent  to  January  Ist,   1914,   and  Is  based  on  four  discharge 
int'iisurements  made  during  1914,    together  wltb   former  curve. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  BALD  EAGLE  CREEK  AT 

BEECH  CREEK,  CLINTON  COUNTY,  PA. 

(Drainage  area  565  square  miles  J. 


MONTH. 


Discharge  In  Seccmd-feet. 


Maximum. 


Janoaiy,     . 
Febmarj, 
March,   . . . . 

April 

May,    ...... 

June,     ..... 

Juljr     

August,    ... 
September. 


1014. 


5120 

4680 

11800 

3060 

5020 

468 

414 

226 

182 


Minimum. 


Run-off. 


Mean. 


628 


046 
460 
268 
194 
154 
140 


S65 

1290 

2130 

1780 

1410 

328 

237 

186 

152 


I 
Second-feet  ■ 
per  Muare        Depth  in 
mile.         !     inches. 


1.513 
2.283 
3.770 
3.160 
2.496 
0.681 
0.419 
0.329 
0.269 


1.744 

2.377 
4.346 
3.514 
2.S78 
0.618 
0.483 
0.379 
0.300 


Creek   frozen  Feb.   21  to  March  17  incluslye,   and  discharge  estimated  from  Bald  Bagle  Creek 
at  Mllesburg  and  Spring  Creek  at  Bellefonte. 


PINE  CREEK. 


DESCRIPTION  OF  BASIN. 

Pine  Creek,  one  of  the  major  tributaries  of  the  West  Branch  of 
the  Susquehanna  River,  drains  an  area  of  approximately  975  square 
miles  in  Potter,  Tioga  and  Lycoming  counties.  Rising  in  the  north- 
eastern part  of  Potter  County,  on  the  divide  of  the  Allegheny, 
Genesee  and  Susquehanna  river  basins,  it  flows  in  a  general  south- 
easterly direction  to  its  mouth  at  Jersey  Shore,  Lycoming  County, 
a  distance  of  approximately  75  miles. 

The  headwaters  are  steep  and  rapid,  flowing  through  narrow 
valleys  to  Galeton,  Potter  County,  from  which  point  the  creek  con- 
tinues in  a  broader  valley  and  with  less  fall,  passing  through  extensive 
marshy  areas  into  Tioga  County  where  it  turns  southward  through 
a  deep,  narrow  valley  with  considerable  fall  walled  in  on  either  side 
by  high  tableland  through  which  it  has  cut  a  channel  with  steep,  pre- 
cipitous sides  nearly  to  its  mouth,  where  the  valley  again  broadens 
out.  This'  stream  has  many  tributaries,  the  most  important  being 
West  Branch,  Marsh  Run,  Babb  Creek  and  Little  Pine  Creek.  Practi- 
cally the  entire  watershed  is  well  covered  with  second  growth  timber, 
there  being  proportionately  little  cultivated  land.  The  headwaters  of 
Pine  Creek  lie  within  the  glacial  area.  There  are  numerous  small 
villages  in  its  basin  and  a  few  boroughs  of  considerable  size,  some 
of  which  obtain  their  water  supply  therefrom. 
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Pine  Creek  Ijooking  npstream  from  Gaging  Station  at  Waterville. 
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The  upper  part  of  the  watershed  is  subject  to  a  mean  annual 
precipitation  of  35  to  40  inches^  while  the  lower  part  lies  in  an  area 
of  from  40  to  45  inches. 

The  discharge  has  been  measured  since  July  15,  190S,  at  Waterville, 
13  J  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  25. 


PINE  CREEK  AT  WATERVILLE,  PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
about  I  mile  above  railroad  station  at  Waterville,  Lycoming 
County. 

RECORDS  AVAILABLE— Discharge  complete  from  July  15,  1908, 
to  September  30,  1914. 

DRAINAGE  AREA— 750  square  mUes. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  29.68  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  a  projection  on  stone  2.7  feet  in  from  face  of 
right  abutment,  downstream  side  of  wing,  lowest  stone;  dog 
mark  on  stone  just  at  point,  elevation  7.088  feet  above  gage 
datum.    The  gage  is  read  twice  daily  by  Robert  Myers. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  right  end  of 
downstream  handrail. 

CHANNEI.— The  channel  is  straight  for  2,000  feet  above  and  500 
feet  below  the  station.  The  right  bank  never  overflows  except  in 
extreme  high  stages  such  as  the  floods  of  1865  and  1889.  The 
left  bank  is  high  and  not  subject  to  overflow.  The  bed  is  com- 
posed of  gravel. 
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DISCHARGE    MEASUREMENTS    OF    PINE    CREEK    AT    WATERVILLB, 

LYCOMING   COUNTY,   PA. 

(Drainage  area  ISO  square  nUleM). 
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No. 

Date. 

Hydrognipher. 

s 

«4 

• 

Remarka. 

Wldtb. 

o 
< 

a 

s 

1 

Ft. 

Feet. 

Sq. 

per 

Feet. 

Sec. 

1914 

ft. 

•ec. 

ft. 

SS 1  June     37    Boehrlncer    &    Shtde, 
84    Sept.      9    Bowen  ft  Gough 

196 

195  , 

0.79 

1.18 

155  '  Wading  msmt.  at  bridge. 

214 

219 

1 

1.04 

1.38 

228    0.6   msmt. 

DISCHARGE  TABLE  FOR  PINE  CREEK  AT  WATERVILLB,   LYCOMING 

COUNTY,  FROM  JAN.  1,  1914. 
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a 

O 
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Feet. 
.60 
.70 
.80 
.90 

1.00 
.10 
.20 
.30 
.40 
.50 
.60 
.70 
.80 
.90 

2.0O 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 
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4J 

xi 

JA 

.a 

4; 

1 

4* 

1 

1 

bs 

u 
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.a 

M 

g; 

bO 

M 

S^ 

eS 

S 

« 

43 

■ 

^ 

o 

O 

Q 

o 
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Sec.  ft. 

25 

35 

50 

70 

90 

120 

160 

210 

260 

820 

450 

520 

600 

690 

790 

890 

990 

1100 

12?0 

1840 

1460 

1580 

1700 


is 


Feet. 

8.00 
.10 
.20 
.80 
.40 
.60 
.60 
.70 
.80 
.90 

4.0O 
.10 
.20 
.30 
.40 

.60 : 

.60 
.70! 
.80 
.90  1 
6.00 
.10 
.20 
.30 


8ec.  ft. 
1825 
1956 

20f(5 
22» 
2855 
2500 
264.) 
2790 
2935 
8090 
8250 
8410 
857r> 
8750 
3T«40 
4130 
4820 
4520 
4740 
4970 
5200 
5480 
5670 
5910 


Feet. 

.40 
.50 
.60 
.70 
.80 
.90 

6.00 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 

7.00 
.10 
.20 
.30 
.40 
.50 
.60 
.70 


Sec.  ft. 
6160 
6410 
6660 
6910 
7165 
7420 
7675 
7930 
818:) 
8<40 
8700 
8965 

9500 
977.'i 
100.0 
10826 
10610 
10905 
11200 
11000 
lisno 

12100 
12400 


Feet. 
.80 
.90 

8.00 
.10 
.20 
.30 
.40 
.60 
.60 
.70 
.80 
.90 

9.00 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 

10.00 
.10 


Sec.  ft. 

1270^ 
18000 

i8;^nf> 

18600 

iv 

14'W 

14610 
14880 
15160 
15490 

15SV. 

•  16150 
16490 
16830 
17170 
1751.'> 
178f50 
18210 
18570 
18930 
19290 
19650 
20010 
203S0 


Feet. 
.30 
.80 
.40 

.60 
.00 
.70 
.80 
.90 

11.00 
.10 
.20 
.30 
.40 
.50 
.60 
.70 
.80 
.90 

12.00 
.10 
.20 
.80 
.40 
.50 


I. 

.s 

SB 


Sec.  ft. 
20750 
21120 
21490 
21870 
22260 
22650 
2304.0 
23445 
23850 
24250 
240'0 
25060 
25460 
25850 
26260 
2fW70 
27080 
L7490 
27900 
2W?0 
28740 
291  rn 
29580 
80000 


Xoto:— This    table    is    only    applicable    aubsequcnt    to    Jan.     1.     1914,     and 
discharge  measurements  made  during  1914,    together  with   former  curve. 
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ESTIMATED    MONTHLY    DISCHARGE    OB^    PINE    GREEK    AT    WATBRr 

VILLE,  LYCOMING  COUNTY,  PA. 

(Drainage  area  750  square  miles). 


MONTH. 


Janoary,     . 
February, 
March,     . . . 

April 

May,    

June,   

July 

August. 
September. 


1914. 


Discharge  In  Second-feet. 


Run -off. 


Maximum . 


Minimum. 


7220 
25600 

erio 
isaoo 

430 
5S6 
422 


Mean. 


1540 
4M 

132 
74 

72 
60 


1060  I 
1640 
3280 
8000 

8010 
284 

167  j 
162 
107  I 


Second -feet 
per  square 
mile. 


1.440 

3.187 
4.873  i 
4.000 
4.013  , 
0.312 
0.228 
0.ai6 
0.143. 


Depth  in 
Inches. 


1.660 
2.277 
5.042 
4.463 

4.627 
0.348 
0.257 
0.249 
0.159 


Note:— Creek    frosen   Jan.    1-29   inclusive;    Feb.   12-March   17   Inclnslye.    and   discharge    estimated 
from  Bald  Eagle  Greek  at  Beech  Creek. 


LYCOMING  CREEK. 


DESCRIPTION  OF  BASIN. 

Lycoming  Creek,  a  tributary  of  the  West  Branch  of  the  Susque- 
hanna River  in  the  central  part  of  Lycoming  County,  drains  an  ap- 
proximate area  of  275  square  miles.  Rising  in  the  northeastern 
corner  of  Lycoming  County,  it  flows  in  a  general  southerly  direction 
through  Tioga  and  Lycoming  counties,  a  distance  of  34  miles,  to  its 
mouth  a  short  distance  above  Williamsport.  The  upper  portion  of 
this  stream  and  its  tributaries  lie  within  the  glacial  area,  in  a 
sparsely  inhabited  region  well  covered  with  second  growth  timber, 
the  valleys  being  generally  narrow,  the  side  hills  high  and  steep 
and  the  fall  rapid.  Throughout  the  lower  section  the  valley  is  wide 
and  the  stream  has  a  flat  slope  through  an  agricultural  region.  There 
are  numerous  small  tributaries,  the  largest  being  Roaring  Branch. 
Only  a  few  villages  lie  along  this  stream,  the  larger  being  near  the 
mouth.  This  creek  and  its  tributaries  are  used  to  some  extent  for 
power  purposes  by  grist  mills. 

The  mean  annual  precipitation  over  the  greater  portion  of  this 
watershed  is  from  40  to  45  inches. 

The  discharge  of  this  creek  has  been  measured  from  July  14,  1908, 
to  December  31,  1912,  at  Bridge  No.  2  of  the  Northern  Central 
Railroad  three  miles  above  the  mouth,  and  since  December  4,  1913, 
at  Bridge  No.  10  near  Trout  Run. 
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SUSQUEHANNA  BASIN-STATION  NO    28 


LYCOMING  CREEK  AT  BRIDGE  No.  10    NEAR  TROUT  RUN, 

PA. 


DESCRIPTION   OF   STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
about  2^  miles  above  Trout  Run,  Lycoming  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  December  4,  1918,  to  September  30,  1914. 

DRAINAGE  AREA— 185  square  miles. 

GAGE — ^A  standard  chain  gage  is  attached  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  23.39  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  niche  cut  on  top  of  stone  of  eleventh  course  from 
top,  right  abutment,  downstream  side,  1.55  feet  in  from  face  of 
abutment,  elevation  8.54  feet  above  gage  datum.  The  gage  is 
read  twice  daily  by  E.  L.  Apker. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  extreme  right 
end  of  pipe  handrail,  downstream  side. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  200  feet  and  100  feet  respectively.  The  right  bank  is  of 
medium  height  and  overflows  during  extreme  high  stages.  The 
left  bank  is  high  and  does  not  overflow.  The  bed  is  composed 
of  gravel  and  sand,  and  is  very  uniform. 
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DISCHARGE   MEASUREMENTS   OF   LYCOMING    CREEK    NEAR   TROUT 

RUN,   LYCOMING  COUNTY,   PA. 

(Drainage  area  186  square  miles). 


No. 


1914 

2  Mar.  80, 

2  Mar.  31 

4  May  18 

6  May  13 

6  May  13 

7  May  13 

8  May  13 

9  May  13 

10  May  18 

11  May  13 

12  May  14 

13  May  14 

14  May  14 

15  May  14 

16  May  14 

17  May  14 

18  May  1&; 

19  May  15 

20  May  15 

21  May  15 

22  May  16 
28  May  15; 
24  May  16 
26  May  15 

26  May  16 

27  I  May  16 


28 
29 
30 


May  16 
Jane  18 
Sept.     2 


Hydrographer. 


5 


m 

a 

5 

4-) 

S 

tf 

• 
4-* 

? 

5 

• 

^ 

V 

>- 

M 

1 

1 

t 

1 

a 

0 

Q 

Matthes 

Mattbea,   

Bowen,    

Bowen 

Bowen,     

Bowen 

Bowen,     

Rowen 

Bowen,     

Bowen 

Bowen 

Bowen 

Bowen,     

Bowen 

Bowen,     

Bowen,     

Bowen 

Bowen,    

Bowen 

Bowen 

'  Bowen,     

Bowen,    

Bowen,     

Bowen,     

I  Bowen,     

I  Bowen 

Bowen 

Boehringer  &  Shade,. 

Bowen  ft  Gongh,    .... 


I 


Feet. 

112 

112 

110  I 

110  i 

110 

110, 

110 

110 

110 

110 

110 

110 

110 

110 

110 

110 

109 

100 

109 

109 

106 

109 

109 

loe 

106 

lOS 

108 

58 

83 


Remarks. 


Sq. 

rt. 
eo2 
477 

702 
698 
670 
650 
658 
682 
626 
649 
539 
534 
523 
512 
501 
498 
427 
418 
414 
414 
413 
412 
411 
406 
364 
361 
861 
60 
74 


Ft. 
per 
sec. 
3.37 
8.13 
4.68 
4.74 
4.13 
8.90 
4.0a 
4.06 
8.90 
8.86 
2.97 
8.14 
8.00 
3.04 
2.96 
8.02 
2.63 
2.78 
2.69 
2.49 
2.59 
2.52 
2.60 
2.50 
2.16 
2.17 
2.25 
0.80 
0.66 


Feet. 

6.38 
5.68 
7.74 
7.66 
7.43 
7.84 
7.27 
7.20 
7.14 
7.10 
6.16 
6.12 
6.06 
6.93 
6.86 
5.80 
6.22 
5.20 
6.17 
6.14 
5.10 
6.06 
6.06 
6.08 
4.64 
4.68 
4.66 
2.09 
2.09 


Sec. 
ft. 
1868 
1494 
8286 


2764 
2568 
2649 
2566 
2430 
2497 
1601 
1676 
1670 
1557 
1482 
1488  1 
1128  1 
1143 
1072 
1028  I 
1070  I 
1040 
1069  I 
1020  I 
78S 
785  1 
812  I 

48  1 

49  I 
I 


0.6  msmt. 

0.6  msmt. 

Surf.    msmt. 

Barf.    msmt. 

Snrf.    msmt. 

Surf.    msmt. 

Snrf.    msmt. 

Surf.    msmt. 

Surf.    msmt. 

Surf.    msmt. 

Snrf.    msmt. 

Surf.    msmt. 

Surf.    msmt. 

0.6  msmt. 

Snrf.    msmt. 

0.6  msmt. 

Surf.    msmt. 

0.6  msmt. 

0.6  msmt. 

Surf.    msmt. 

0.6  msmt. 

0.2  and  0.8  msmt. 

0.6  msmt. 

0.6  msmt. 

0.6  msmt. 

0,6  msmt. 

0.6  msmt. 

Wading   200^    downstream. 

Wading  100'  upatream. 
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DAILY   MEAN   GAGE  HEIGHTS  OF   LYCOMING   CREEK 

RUN,   LYCOMING   COUNTY,   PA. 


NEAR  TROUT 


*Max.  10.28  at  noon.     fMax.  8.20  from  hydrogrnph  at  3  a.  m. 


SUSQUEHANNA  BASIN— STATION  NO.  27 


1914. 

JAN. 

FEB. 

MAR. 

APR. 

MAY. 

JUNB. 

JULY. 

AUG. 

SlffPT. 

DAT. 

6.  H. 

6.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

• 

G.  H. 

1      

2.96 
2.86 
2.98 
8.00 
2.95 

2.90 
2.85 
2.80 
2.82 
2.90 

2.90 
2.78 
2.&1 
3.06 
2.96 

8.00 
2.92 
2.92 
'         2.76 
2.72 

2.78 
2.85 
2.75 
2.70 
2.88 

2.90 
2.78 
2.80 
2.88 
4.78 

5.67 

6.57 
4.74 
4.^1 

4.29 
4.11 

8.74 
S.S9 
8.49 
3.19 
3.87 

8.07 
2.89 
3.04 
2.97 
3.19 

3.24 
3.04 
2.94 
2.81 
2.81 

2.87 
2.89 
2.79 
2.77 
2.79 

2.74 

2.77 
2.74 

2.73 

2.58 
2.88 
2.76 
2.58 

2.63 
2.58 
2.56 
2.58 
2.53 

2.53 
2.48 
2.46 
2.56 
2.56 

8.18 
4.00 
4.30 
8.83 
8.60 

3.23 
3.28 
3.18 
3.06 
4.08 

5.80 
7.31 
♦9.88 
7.22 
6.28 
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1 
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6.89 
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4.89 
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5.69 
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8.95 
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4.09 
3.89 
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3.93 
6.47 
5.46 
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5.97 
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2.24 
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WEST  BRANCH  SUSQUEHANNA  RIVER  AT  WILLIAMSPORT, 

PA. 


DESCRIPTION   OF  STATION. 

LOCATION — On  five  span,  steel,  through-truss,  highway  bridge  at 
Market  Street,  Williamsport,  Lycoming  County. 

RECORDS  AVAILABLE— Discharge  complete  from  March  1,  1895, 
to  September  30,  1914. 

DRAINAGE  AREA— 5,670  square  miles. 
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GAGE — A  standard  U.  S.  G.  S.  chain  gage  is  fastened  to  the  hand- 
rail on  the  upstream  side  of  the  bridge.  The  length  of  chain  from 
the  bottom  of  the  weight  to  the  marker  is  40.17  feet.  The 
elevation  of  zero  is  496.4  feet  above  sea  level.  Bench  Mark  No. 
1  is  a  cut  in  the  face  of  the  left  abutment  of  the  bridge,  six- 
teenth course  down  from  the  bridge  seat,  and  marked  "X", 
elevation  10  feet  above  gage  datum,  or  506.4  feet  above  sea  level. 
The  gage  is  read  twice  daily  by  John  R.  Mundy. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
the  bridge.    The  initial  point  for  soundings  is  face  of  abutment  * 
on  left  bank. 

CHANNEL — The  channel  above  the  station  is  straight  for  one-half 
mile  to  a  wooden  dam.  Below  the  station  it  is  straight  for 
several  hundred  feet.  Both  banks  are  high  and  rocky.  The 
bed  is  composed  of  gravel  and  silt. 

REMARKS— The  channel  is  about  1,000  feet  wide  at  the  stalioii, 
and  is  broken  by  four  bridge  piers. 

DISCHARGE    MEASUREMENTS     OF     WEST     RRAN<rH     SUSQUEHANNA 
RIVER  AT   WILLIAMSPORT,    LYCOMING   COUNTY,   PA. 

(Drainage  area  5,670  square  miles). 


No.  I     Date. 


1914 


32  ;  Mar.    29, 
38  I  Mar.    29, 
June   16, 
Auff.    3] , 
Sept.  80. 


84 

86 
86 


Hjdrographer. 


Mattbes 

Matthes 

Boehrlofer  ft  Shade, 
Bo  wen  ft  Goagrh,  ... 
Taylor  ft  Brady,    .. 


5 


• 

'Si 

4-* 

■ 

b 

4* 

i 

1 

• 

i 

a 

§ 

JO 

5 

I'-eet. 

8q. 

ft. 

935 

19401 

935 

18562 

709 

3086 

709 

288& 

238 

215 

t 

Pt. 

per 
Hec. 
5.86 
6.75 
0.60 
0.43 
2.67 


Peet. 

18.58 

17.72 

0.81 

0.56 

—0.15 


Sec. 
ft. 

113718 

106700 

1828 

1229 

574 


Remarks. 


Snrf.    msmt. 
Barf.    msmt. 
C^.6  msmt. 
0.6  msmt. 

Wading  msmt.  500'  below 
dam. 
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DISCHARGE  TABLE  FOR  WEST   BRANCH  SUSQUEHANNA   RIVER  AT 
WILLIAM  SPORT.  LYCOMING  COUNTY,  FROM  JAN.  1,  1914. 


* 
4-* 

4-* 

• 

• 

•Q 

JA 

.a 

A 

ja 

1 

• 

§ 

1 

• 

^ 

A 

> 

? 

ja 

a 

« 

A 

1 

flS 

1 

J 

e 

9 

ii 

§ 

1 

1 

1 

o 

Q 

o 

o 

o 

Q 

O 

Q 

o 

.   Q 

Peet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Peet. 

Sec.  ft 

Feet. 

Seo.  ft. 

-.» 

680 

.TO 

8710 

.60 

25080 

.60 

48760 

.40 

82400 

—.10 

«I0 

.60 

9080 

.70 

26440 

.60 

40460 

.50 

88400 

0.00 

710 

.90 

9860 

.80 

26960 

.70 

50160 

.80 

84400 

.10 

810 

4.00 

9680 

.90 

27480 

.80 

50900 

.70 

85400 

.20 

920 

.10 

lOMO 

8.00 

28000 

.90 

51660 

.80 

86400 

.30 

1080 

.80 

10400 

.10 

28540 

12.00 

52400 

.90 

8740O 

.40 

1160 

.80 

10770 

.20 

29080 

.10 

68160 

16.00 

88400 

.60 

1270 

.40 

11150 

.80 

29620 

.20 

58900 

.10 

8M20 

.00 

1400 

.60 

11540 

.40 

80160 

.80 

54650 

.20 

90440 

.70 

1680 

.60 

11940 

.50 

80700 

.40 

65450 

.80 

91400 

.80 

1880 

.70 

12840 

.60 

81240 

.60 

56250 

.40 

92480 

.90 

1840 

.80 

12760 

.70 

81780 

.60 

57060 

N     .50 

93500 

1.00 

aoio 

.90 

13170 

.80 

82340 

.70 

67830 

.60 

94620 

.10 

2180 

5.00 

18000 

.90 

82900 

.80 

58650 

.70 

9S540 

.20 

2860 

.10 

14080 

9.00 

38460 

.90 

59450 

.80 

96660 

.30 

2G60 

t.20 

14470 

.10 

84020 

13.00 

608OO 

.90 

97580 

.40 

2760 

.80 

14910 

.20 

34680 

.10 

61160 

17.00 

98600 

.50 

2960 

.40 

15360 

.30 

35140 

.20 

62000 

.10 

99640 

.60 

S160 

.50 

15800 

.40 

85700 

.30 

62860 

.20 

100680 

.70 

8860 

.80 

16260 

.60 

36260 

.40 

63700 

.30 

101720 

.80 

8580 

.70 

16700 

.60 

86840 

.50 

64600 

.40 

102760 

.90 

8800 

.80 

17150 

.70 

87420 

.60 

65600 

.50 

108800 

2.00 

4080 

.90 

17600 

.80 

88000 

.70 

66400 

.60 

104840 

.10 

4260 

6.00 

18060 

.90 

88580 

.80 

67300 

.70 

105880 

.20 

4600 

.10 

18520 

lO.OO 

89180 

.90 

68200 

.80 

106020 

.30 

4740 

.20 

18980 

.10 

8978D 

14.00 

68100 

.90 

107960 

.40 

4990 

.80 

19460 

.20 

40880 

.10 

70000 

18.00 

loeooo 

.60 

5240 

.40 

19940 

.80 

40660 

.20 

70900 

.40 

113240 

.60 

5480 

.50 

20420 

.40 

41600 

.80 

T1800 

.50 

114800 

.70 

5760 

.60 

20OOO 

.50 

42220 

.40 

72700 

19.00 

119600 

.80 

6000 

.70 

21400 

.60 

42^0 

.50 

7»;50 

.20 

121720 

.90 

6290 

.80 

21900 

.70 

48180 

.60 

74600 

.40 

123840 

3.00 

6680 

.90 

22400 

.80 

44120 

.70 

76550 

.60 

124900 

.10 

6870 

7.00 

22900 

.90 

44760 

.80 

76500 

20.00 

180200 

.20 

7170 

.10 

28400 

U.OO 

45400 

.90 

77460 

.40 

134520 

.30 

7470 

.20 

28800 

.10 

46060 

15.00 

78400 

.60 

135600 

.40 

7780 

.80 

24400 

.20 

46700 

.10 

79400 

.70 

187800 

.60 

808O 

.40 

24900 

.30 

47350 

.20 

80400 

21.00 

141000 

.00 

8400 

1 

.60 

25400 

.40 

48060 

.» 

8140O 

Note.— This    table    is    only   applicable   sabHequent   to    Jan. 
meaxurernents  made  In  1914,   together  with  former  curve. 


1.    1914,    and   la   based   on   three  low 
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ESTIMATED  MONTHLY  DISCHARGE  OF  WEST  BRANCH  SUSQUEHANNA 
RIVER  AT  WILLIAMSPORT,    LYCOMING   COUNTY,   PA. 

(Drainage  area  5,670  square  miles). 


MONTH. 


1914. 

January.     

February.    

March,    

April 

May,     

June 

July 

August,     

September 

t 

Note.— FroEen  under  gage  Jan.   14-17  inclusive. 


Discharge  in  Second-feet. 

Run-Off. 

Second-feet 

Maximom. 

Minimum. 

Mean. 

per  square 

Depth  In 

■ 

mile. 

inches. 

43800 

4330 

8180 

1.448 

1.664 

02400 

5«60 

14400 

2.540 

3.M6 

119000 

SS80 

2090O' 

3.686 

4.260 

1              44100 

1810O 

24200 

4.26S 

4.762 

63100 

8930 

17900 

3.167 

8.640 

3S80 

1280 

2110 

0.872 

0.416 

2290 

1010 

1620 

0.268 

0.300 

1400 

865 

1010 

0.178 

0.206 

1280 

538 

799 

0.141 

0.157 

BUFFALO  CREEK. 


DESCRIPTION  OF  BASIN. 

Buffalo  Creek,  one  of  the  smaller  tributaries  of  the  West  Branch 
of  the  Susquehanna  River,  drains  an  area  of  approximately  128 
square  miles.  The  main  stream  rises  in  the  western  part  of  Union 
County,  and  flows  in  a  general  northeasterly  direction  to  its  mouth 
at  Lewisburg,  a  distance  of  21  miles.  Rapid  Run,  one  of  the  larger 
tributaries  of  Buffalo  Creek,  rises  near  the  Centre-Union  county 
boundary  line,  and  follows  a  general  easterly  course  to  its  mouth 
at  Cowan,  Union  County. 

There  are  many  tributaries  to  the  parent  stream  from  the  north 
but,  with  the  exception  of  a  few  small  runs,  there  are  practically  no 
tributaries  from  the  south.  The  largest  tributaries  are  Little  Buffalo 
Creek,  Spruce  Run,  Rapid  Run  and  North  Branch. 

The  creek  and  its  tributaries  flow  through  a  hilly,  well  populated 
agricultural  region,  the  hillsides  being  covered  with  second  growth 
timber.  The  principal  towns  in  its  watershed  are  Lewisburg  and 
Mifflinburg,  the  latter  obtaining  its  domestic  water  supply  from  the 
North  Branch. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 

45  inches. 

The  discharge  has  been  measured  since  September  8,  1913,  at  the 
covered  wooden  highway  bridge  immediately  above  the  mouth  of 
Little  Buffalo  Creek,  3  miles  above  the  mouth. 
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SUSQUEHANNA  BASIN— STATION  NO.  28. 


BUFFALO  CREEK  NEAR  LEWISBURG,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  through-trnss,  wooden  covered  bridge, 
known  as  Nogels  Bridge,  about  i  mile  above  mouth  of  Little 
Buffalo  Creek. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  September  8, 1913,  to  September  30,  1914. 

DRAINAGE  AREA— 107  square  miles. 

GAGE — ^A  sectional  chain  gage  is  attached  to  the  downstream  guard- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  15.00  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  a  niche  cut  in  the  cement  joint  on  the  center  of 
the  end  of  the  downstream  wingwall  of  the  left  abutment,  5.45 
feet  down  from  top  of  concrete  coping,  elevation  9.04  feet  above 
gage  datum.    The  gage  is  read  twice  daily  by  Wm.  W.  Haas. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  between  the  eaves  and  weather  boarding,  and  by 
wading  during  low  water  below  bridge.  The  initial  point  for 
soundings  is  top  edge  of  left  abutment. 

CHANNEL — The  channel  above  the  station  curves  to  the  left  im- 
mediately above  the  bridge.  The  channel  below  the  station 
curves  to  tlie  right  immediately  below  the  bridge.  The  right 
bank  is  subject  to  overflow  during  extreme  high  stages.  The 
left  bank  does  not  overflow.  The  bed  is  composed  of  gravel  and 
there  is  good  velocity  under  the  bridge  at  all  stages. 


DISCHARGE    MEASUREMENTS    OF    BUFFALO    CREEK    NEAR    LBV^IS- 

BURG,   UNION  COUNTY,   PA. 

(Drainage  area  107  square  tnUes), 


a 

a 

• 

** 
i 

5 

• 

No. 

Date. 

Hydrographer. 

• 

^ 

► 

I 

1 

RemArka. 

. 

W4 

t 

t 

§ 

w4 

{5 

^ 

a 

o 

Q 

Ft. 

I'ct't. 

Sq. 

per 

Feet. 

Sec. 

1914 

ft. 

80C. 

ft. 

& 

Jane  18, 

Boehrlnger  ft  Shade. . . 

78 

54 

0.96 

1.07 

62    Wading       msmt. 
bridse. 

below 

6 

Sept.    8. 

Bowen  ft  Gonffh 

GO 

27 

0.70 

0.84 

1 
1 

Wading       msmt. 
bridge. 

below 
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DAILY    MEAN   GAGE   HEIGHTS    OF   BUFFALO    CREEK    NEAR   LEWIS- 
BURG,   UNION   COUNTY,   PA. 


m4. 


DAY. 


1 

2 

8 • 

4 

o,      

6 

7 

8 

9 

10 

11 

12 

13 

M 

15 

16 

17 

W 

1» 

2D 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 


JAN. 


G.  H. 


1.47 
1.49 
1.59 
1.99 
2.04 

1.91 
1.77 
1.41 
1.49 
1.41 

1.49 
1.74 
♦2.04 
1.87 
1.79 

1.89 
1.74 
1.77 
l.Tl 
1.69 

1.71 
1.61 
1.67 
1.69 
1.84 

1.69 
1.61 
1.54 
1.67 
1.84 

t4.21 


FEB. 


G.  H. 


3.03 
2.73 
2.26 
2.10 
2.09 

1.68 
1.96 
2.00 
•2.48 
2.38 

1.88 
2.08 
2.16 
2.10 
2.06 

2.16 
3.28 
2.20 
2.18 
2.16 

2.13 
2.1C 
2.20 
2.  IS 
2.10 

2.06 
1.78 
1.88 


MAR. 


O.H. 


1.90 
1.99 
2.03 
2.06 
2.06 

1.68 
1.80 
1.76 
1.53 
1.68 

1.58 
1.48 
1.48 
1.50 
1.70 

2.58 
3.86 
3.48 
3.30 
2.80 

2.13 
2.06 
2.00 
2.00 
1.96 

2.86 
8.58 
5.00 
4.33 

4.13 

8.30 


APR. 


O.H. 


2.67 
2.67 
2.72 
2.47 
2.82 

2.07 
2.09 
2.8G 
2.62 
2.22 

2.85 
2.27 

1.87 
1.79 
1.92 

2.67 
2.65 
2.19 
2.07 
4.17 

3.85 
3.35 
2.72 
2.87 
2.33 

3.6.~> 
3.47 
3.39 
2.97 
2.26 


MAT. 


O.  H. 


1.92 
1.89 
1.92 
1.92 
2.82 

2.12 
1.82 
1.69 
4.S9 
2.62 

2.87 
3.67 
8.37 
2.92 
2.72 

2.85 
2.09 
1.99 
1.97 
1.87 

1.79 
1.72 
1.69 
1.59 
t 


1.47 
1.55 

1.27 


JUNE. 


G.  H. 


1.36 
1.36 
1.31 
1.84 
1.41 

1.21 
1.18 
1.81 
1.31 
1.28 

1.11 
1.04 
1.06 
1.06 
0.94 

0.84 
0.91 
1.01 
1.06 
1.11 

1.11 
1.06 
l.OL 
0.91 
1.11 


JULY. 


G.  H. 


0.95 

1.02 
0.89 
1.02 
1.09 

1.16 
1.09 
1.12 
1.15 
1.15 

1.25 
1.17 
1.19 
1.25 
1.25 

1.17 
1.19 
1.12 

i.oe 

1.02 

0.99 
1.23 
1.19 
1.17 
1.02 


1.14 

0.86 

1.36 

0.95 

1.64 

0.87 

1.S4 

0.87 

1.24 

0.85 

0.88 


AUG. 


G.  H. 


0.82 
0.89 
0.96 
0.89 
0.79 

0.85 
0.82 
0.92 
0.85 
0.85 

0.95 
1.05 
0.82 
0v82 
0.82 

0.77 
0.85 
0.79 
0.85 
1.09 

1.19 
0.95 
0.82 
0.79 
0.86 

0.79 
0.75 
0.85 
0.95 
0.87 

0.82 


SEPT. 


G.  H. 


0.86 
0.80 
0.80 
0.80 
0.76 

0.76 
0.73 
0.76 
0.86 
0.83 

0.76 
0.80 
0.80 
0.76 
0.78 

0.78 
0.76 
0.76 
0.76 
0.70 

0.78 
0.76 
0.78 
0.83 
0.76 

0.70 
0.70 
0.70 
0.68 
0.76 


*Creek  frozen  Jan.  13-27  Inclusive,  Feb.  9-Mar. 
lost  key  to  gage. 


17  inclusiye.    tMax.  6.44  at  4:30  P.  M.    tObsenrer 


SUSQUEHANNA  BASIN— STATION  NO.  29. 


WEST  BRANCH  SUSQUEHANNA  RIVER  AT  LEWISBURG,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On    the    Market    Street    Bridge,    Lewisburg,    Union 

County. 
RECORDS  AVAILABLE— Gage  heights  fronj  September  21,  1913, 

to  September  30,  1014. 
DRAINAGE  AREA— 6,830  square  miles. 
GAGE — A  gage  is  painted  on  the  first  pier  from  abutment,  and  is 

graduated  to  feet  and  quarter  feet.     It  is  read  twice  daily  by 

T.  E.  Irland. 
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CHANNEL — The  channel  is  straight  above  and  below  the  bridge 
for  several  hundred  feet.  The  right  bank  is  high  and  steep.  The 
left  bank  is  of  medium  height  and  liable  to  overflow  during 
extreme  high  stages.    The  bed  is  composed  of  gravel. 

DAILY  MEAN    GAGE    HEIGHTS    OP    WEST    BRANCH    SUSQUEHANNA 
RIVER     AT   LEWISBURG,    UNION   COUNTY,    PA. 


1914. 


DAY. 


I  I  ;  ■  ' 

JAN.        PRB.    ,    MAR.       APll.        MAY.       JUNE      JULY. 


1. 
2, 
8. 
4. 
6, 

6. 
7, 
8. 
9. 
10, 

n, 

12, 

la. 

14. 
15. 

16, 
17. 
18, 
19. 
20. 

21. 
22. 
23. 
24, 
26, 

26, 
27, 
28. 
29, 
SO, 

31. 


G.  H.    ,    G.  H. 


G.  H.    ,    O.  H.        G.  H.        G.  H.        G.  H. 


1.60 
1.50 
1.50 
1.50 
1.50 

1.60 
1.60 
1.50 
1.75 
1.75 

1.75 
1.76 

1.75 

1.75 

•1.76 

8.00 

6.88 
0.88 
6.7o 
6.50 

6.12 
5.62 

6.00' 

5.8S 

7.12 

7.00! 
7.00  1 
7.00 
7.00, 

7.28 

9.38  ' 


11.12 

10.26 

7.88 

7.12 

6.88 

6.50 
6.12 
4.62 
4.12 
3.00 

2.76 
2.88 
2.25 
2.00 
2.00 

2.00 
2.00 
2.00 
1.76 
1.76 

1.76 
1.76 
1.76 
1.76 
1.60 

1.50 
2.60 
2.75 


2.50 
•2.50 
2.50 
2.50 
2.60 

2.60 
2.62 
2.75 
2. 38 
1.62 

1.38 
1.00  i 
1.00  I 
1.00 
1.00 

1.50 
3.62 
8.38 
7.75 
6.0O 

6.00 
3.88 
3.62 
8.38 
8.00 

4.12 

8.25 

14.67 

17.12 

14.26 

12.00 


10.00 
8.62 
8.26 
8.38 
6.88 

5.12 
4.50 
4.3S 
7.50 
7.88 

6.88 
6.60 
4.62 
4.12 
3.88 

4.50 
6.12 
6.26 
5.88 
6.62 

7.60 
6.62 
6.88 
5.12 
4.50. 

4.88! 

6.88 

6.12, 

5.50  I 
4.62, 


4.12 

1.50 

8.62 

1.50 

3.12 

1.26 

2.S8 

1.25 

2.62 

1.00 

3.75 

1.00 

6.26 

1.00 

5.26 

1.25 

6.88 

1.12 

7.00 

l.OO 

6.76 

0.76 

6.88 

0.75 

10.00 

0.76 

12.00 

0.76 

9.50 

.  0.75 

7.62 
6.62 
4.38 
3.2i 
2.^ 

2.50 
2.60 
2.26 
2.00 
2.00 

1.75 
1.60 
1.60 
1.60 

1.50  I 

1.50  I 


0.75 
0.60 
0.60 
0.26 
0.00 

O.OO 

0.00 
O.OO 
O.OO 
O.OO 

0.00 
0.26 
0.62 
0.50 
0.60 


0.50 
0.75 
0.76 
0.50 
0.26 

0.00 
0.00 
O.OO 
0.00 
0.00 

0.00 
0.00 
0.00 
0.00 
0.00 

0.00 
0.00 
0.26 
0.60 
0.50 

0.25 
0.26 
0.26 
0.26 
0.26 

0.00 

0.00 
0.00 
0.00 
0.00 

O.OO 


AUG. 


0.00 
0.00 
0.00 
0.00 
0.00 

O.OO 
0.00 
0.00 
O.OO 
0.00 

0.26 
0.25 
0.25 
0.26 
0.26 

0.26 
0.25 
0.26 
0.00 
0.00 

0.25 
0.60 
0.60 
0.26 
0.26 

0.26 
0.00 
0.00 
0.26 
0.26 

0.26 


SEPT. 


G.  U. 


0.50 
0.50 
0.50 
0.50 
0.60 

0.26 
0.26 
0.25 
0.26 
0.26 

0.26 
0.00 
0.00 
O.OO 
0.00 

0.00 
0.00 
0.00 
O.OO 
—0.25 

-0.26 
-0.26 
-0.26 
-0.26 
-0.25 

-0.16 
—0.26 
-0.26 
—0.26 

—0.26 


•liiver  frozen  Jan.  15-31  inclusiivo,   Mar.  2-11  Inolnsivc. 


SUSQUEHANNA  RIVER. 


DESCRIPTION  OP  BASIN. 

The  Susquehanna  River,  the  largest  stream  in  the  State,  is  formed 
by  the  junction  of  the  North  and  West  branches  at  Northumberland, 
Northumberland  County,  Pa.  The  North  Branch,  together  with 
the  section  below  the  junction  of  the  two  branches,  is  now  recognized 
as  the  Susquehanna  River,  but  for  convenience  the  old  nomenclature 
has  been  retained. 
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From  Northumberland  the  river  follows  a  nearly  southerly  course 
to  its  junction  with  the  Juniata  River  near  Duncannon,  Perry  County, 
at  which  point  it  cuts  through  the  North  Mountain,  turning  to  the 
southeast  and  continuing  this  course  to  its  mouth  in  Chesapeake 
Bay,  at  Havre-de-Grace,  Md.  From  Northumberland  to  a  point 
about  12  miles  below  Columbia  the  river  is  wide  and  shallow,  averag- 
ing about  one  mile  in  width,  with  a  slope  of  2.6  feet  per  mile,  break- 
ing through  a  series  of  parallel  ridges  in  the  upper  portion,  and 
crossing  the  Cumberland  Valley  in  the  lower  portion.  About  23 
miles  above  the  Maryland-Pennsylvania  state  line  the  stream  enters 
a  gorge  where  it  cross  the  Piedmont  Plateau  and  becomes  a  more 
narrow  and  rapid  stream,  with  an  average  fall  of  6.1  feet  per  mile, 
continuing  this  character  until  it  leaves  the  state. 

The  prominent  tributaries  are  the  West  and  North  branches, 
Juniata  River  and  Pennsylvania,  Sherman,  Conodoguinet,  Swatara, 
Conestoga,  Pequea,  Conewago,  Codorus  and  Octoraro  creeks. 

The  total  length  of  the  Susquehanna  River  from  Northumberland 
to  the  state  boundary  is  110  miles.  The  drainage  basin  of  the 
stream  in  Pennsylvania  is  approximately  21,320  square  miles,  or 
47.2  per  cent,  of  the  entire  area  of  the  state,  while  the  total  area 
tributary  at  the  Pennsylvania-Maryland  state  line  is  approximately 
27,590  square  miles. 

The  Susquehanna  River  is  not  navigable,  except  locally  for  small, 
flat  bottom  boats,  adapted  for  local  trade  and  pleasure  and  this 
only  during  certain  seasons  of  the  year.  Canals  formerly  followed 
its  banks  and  those  of  the  North  and  West  branches,  Juniata  River 
and  Swatara  Creek,  but  they  are  now  abandoned.  This  entire  basin 
is  largely  deforested  but  it  is  to  some  extent  in  process  of  regrowth. 
The  streams  are  subject  to  sudden  rises  and  to  extremely  low  sum- 
mer flow.  There  are  few  natural  lakes  or  ponds  in  the  Middle  and 
Lower  Susquehanna  sub-basins. 

The  nearly  uniform  slope,  which  exists  from  Northumberland  to 
York  Haven,'  is  broken  at  the  latter  point  by  rapids,  and  again  in  the 
gorge  below  Columbia.  The  water  power  on  this  stream  at  present 
is  developed  at  York  Haven  and  McCalPs  Ferry. 

Some  of  the  tributaries  of  the  West  Branch  and  Juniata  River,  to- 
gether with  Swatara,  Yellow  Breeches  and  Conodoguinet  creeks 
drain  limestone  areas.  The  North  Branch  drains  the  anthracite 
coal  flelds,  as  do  certain  of  the  tributaries  of  the  main  stream,  among 
them  Mahanoy,  Shamokin,  Mahantonga  and  Wiconisco  creeks. 

The  chief  municipalities  on  the  main  river  and  its  tributaries  be- 
low Northumberland  are  Sunbury,  Altoona,  Hollidaysburg,  Tyrone, 
Huntingdon,  Lewistown,  Harrisburg,  Shamokin,  Shenandoah,  Leb- 
anon, York,  Lancaster  and  Columbia.    The  main  river,  both  branches 
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and  many  of  its  tributaries  are  followed  by  the  Pennsylvania  or  the 
Philadelphia  and  Beading  railroads. 

The  mean  annual  rainfall  over  the  entire  Susquehanna  basin  in 
Pennsylvania  is  approximately  41  inches. 

The  discharge  is  being  measured  at  Harrisburg,  on  the  main 
stream,  and  at  Towanda,  Wilkes-Barre,  Danville  and  Conklin,  on  the 
North  Branch,  Bower,  Clearfield,  Benovo,  Williamsport,  and  Lewis- 
burg,  on  the  West  Branch,  and  Newport  on  the  Juniata  Biver.  Prior 
to  January  1,  1910,  the  discharge  was  obtained  on  the  main  river  at 
McCairs  Ferry.  This  station  was  discontinued,  due  to  the  erection 
of  a  large  concrete  dam,  near  the  station.  A  flood  warning  station 
is  maintained  at  Selinsgrove,  Snyder  County. 


SUSQUEHANNA  BASIN-STATION  NO.  30. 


SUSQUEHANNA  RIVER  AT  SELINSGROVE,  PA. 


DESCRIPTION  OP  STATION. 

LOCATION — On  railroad  bridge  of  P.  R.  R.  between  Selinsgrove 
Junction  and  Selinsgrove. 

RECORDS  AVAILABLE— Daily  gage  heights  from  March  19,  1914. 
Prior  to  this  date  gage  heights  were  obtained  by  the  U.  S. 
Weather  Bureau  from  October  1,  1892. 

DRAINAGE  AREA— 18,500  square  miles. 

GAGE — A  painted  pier  gage  is  located  on  the  west  side  of  the  second 
pier,  12  inches  wide,  graduated  between  0  and  22  feet  The 
elevation  of  zero  is  411.6  feet  above  sea  level.  Bench  Mark  No.  1 
is  top  of  pier  on  which  gage  is  painted,  22  feet  above  zero  of 
gage  and  433.6  feet  above  sea  level.  Bench  Mark  No.  2  is  top 
of  rail  on  bridge  above  gage,  27.7  feet  above  zero  of  gage  and 
439.3  feet  above  sea  level.  The  gage  is  read  twice  daily  by  H.  E. 
Richter. 

CHANNEL — The  channel  is  straight  both  above  and  below  the  sta- 
tion, and  is  divided  by  a  large  island.  Both  banks  are  high. 
The  bed  is  rocky. 

REMARKS — Only  gage  heights  are  obtained  at  this  station,  which 
has  been  established  for  Flood  Warning  purposes. 
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DAILY  MEAN  GAGE  HEIGHTS  OF  SUSQUEHANNA  RIVER  AT  SELINS- 

GROVE,  SNYDER  COUNTY,  PA. 


1. 

2. 
3, 
4. 
5. 

6. 
7, 
8. 
9. 
10, 

11. 
12. 
13. 
14. 
15. 

16. 
17, 
18, 
19. 
20, 

21. 
22. 
28, 
24, 
25. 

26. 
27, 
28. 
20, 
80, 


1914. 


DAY. 


81. 


MAR. 


O.  H. 


6.70 
6.00 

4.80 

4.10 
8.75 
8.65 
8.46 

4.06 

8.03 

18.01 

15.75 
15.25 

18.80 


APR. 


G.  H. 


11.80 

no.  20 

9.90 
9.55 
8.06 

6.80 
5.95 
5.S5 
S.25 
10.40 

9.20 
7.75 
6.70 
5.90 
6.35 

6.60 
6.75 
7.40 
6.80 
6.70 

8.83 
8.75 
8.00 
6.95 
5.90 

5.65 

6.75 
7.00 
6.80 
5.45 


MAY. 


G.  H. 


5.0O 
4.70 
4.26 
8.8b 
8.65 

8.90 
6.15 
6.90 
5.90 
6.60 

6.46 

ft.  25 

8.06 

tll.60 

10.60 

7.90 
6.80 
6.80 
4.65 
4.06 

3.G5 
8.06 
2.86 
2.70 
2.40 

2.15 
2.06 
1.96 
2.15 
2.25 

2.0O 


JUNE. 


G.  H. 


1.75 
l.?6 
1.5u 
1.40 
1.30 

1.40 
1.43 
1.40 
1.60 
1.46 

1.30 
1.80 
'  *) 
l.iO 
1.00 

0.90 
0.90 
0.80 
0.70 
0.70 

0.80 
0.80 
0.70 
0.70 
0.80 

0.80 
0.80 
0.9Q 
1.00 
1.00 


JULY. 


G.  h: 


0.90 
0.90 
1.06 
0.90 
0.80 

0.76 
0.70 
0.70 
0.65 
0.60 

0.66 
1.65 
1.80 
1.46 
1.66 

1.60 
1.60 
1.60 
1.20 
1.10 

1.00 
1.00 
0.90 
0.80 
0.70 

0.70 
0.70 
0.70 
0.86 
0.96 

0.76 


AUG. 


G.  H. 


0.65 
0.56 
0.50 
0.60 
0.50 

0.46 
0.40 
0.40 
0.40 
0.40 

0.S6 
0.60 
0.55 
0.50 
0.50 

0.45 
0.46 
0.50 
0.50 
0.66 

0.66 
0.86 
2.00 
2.66 
2.26 

1.66 
1.20 
1.00 
0.95 
0.86 

0.90 


SEPT. 


G.  H. 


0.80 
0.80 
1.06 
1.06 
0.90 

1.16 
1.26 
1.06 
0.86 
0.70 

0.6S 
0.60 
0.46 
0.40 
O.SO 

0.20 
0.20 
0.20 
0.20 

0.20 

0.16 
0.10 
0.00 
0.00 
0.00 

0.00 
-O.06 
-0.10 
—0.10 
—0.10 


*Max.  16.00'  at  5  P.  M.    tMaz.  12.1'  at  8  A.  M.    tMax.  11.80  at  6  P.  M. 


RAYSTOWN  BRANCH  JUNIATA  RIVER. 


DESCRIPTION  OF  BASIN. 

With  the  Frankstown  Branch,  which  it  joins  six  miles  below 
Huntingdon,  the  Raystown  Branch  forms  the  Juniata  River.  This 
branch  rises  on  the  eastern  slope  of  the  Allegheny  Mountains  in  the 
eastern  part  of  Somerset  County  and,  passing  into  Bedford  County, 
flows  easterly  to  near  its  eastern  border  where  it  turns  northward 
following  a  most  tortuous  course  into  Huntingdon  County  at  Saxton. 
Through  Huntingdon  County  it  follows  a  winding,  serpentine  course, 
in  a  general  northwest  direction  to  its  mouth.  The  total  length  of  the 
stream  is  approximately  110  miles,  and  its  drainage  basin  comprises 
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1,012  square  miles.  The  largest  tributaries  are  Trough,  Yellow, 
Shavers,  Cove  and  Dunning  creeks.  In  the  western  part  of  Bedford 
County  the  stream  drains  a  limestone  region,  while  its  larger  tribu- 
taries drain  well  timbered,  sparsely  developed  areas.  The  tributaries 
coming  in  from  the  east  between  Hopewell  and  Saxton  drain  the 
Broad  Top  mountain  soft  coal  district,  while  Great  Trough  Creek 
drains  the  coal  district  at  Robertsdale  and  Woodvale. 

In  Bedford  County  the  stream  and  its  tributaries  are  considerably 
used  for  domestic  and  industrial  water  supply.  At  Hawn's  Bridge, 
Huntingdon  County,  10  miles  above  the  mouth,  a  28  foot  dam  has  been 
built,  and  a  3,600  H.  P.  water  power  plant  erected.  For  over  40 
miles  above  its  mouth  there  is  no  railroad  in  the  valley,  which  is 
quite  an  exception  for  so  large  a  stream. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches.  ' 

The  discharge  has  been  measured  since  August  31,  1911,  at  Saxton, 
Bedford  County. 


SUSQUEHANNA  BASIN-STATION  NO.  31. 


RAYSTOWN  BRANCH  JUNIATA  RIVER  AT  SAXTON,  PA. 


DESCRIPTION  OP  STATION. 

LOCATION — On  two  span,  steel,  through-truss,  highway  bridge  be- 
tween Stonestown  and  Saxton  Furnace,  Bedford  County. 

RECORDS  AVAILABLE— Discharge  complete  from  August  31, 1911, 
to  September  30,  1914. 

DRAINAGE  AREA— 790  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  27.51  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  chiseled  on  stone  on  right  downstream  wingwall, 
on  top  of  stone  twelfth  course  down  from  top,  and  fifth  course 
from  bottom,  elevation  9.65  feet  above  gage  datum.  The  gage  is 
read  twice  daily  by  D.  R.  Jenkins. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  bridge  pin,  right 
downstream  side. 
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CHANNEL — The  channel  above  the  station  curves  slightly  to  the 
right  approximately  800  feet  above  the  bridge.  Below  the  sta- 
tion it  is  straight  for  300  feet.  Both  banks  are  high  but  over- 
flow during  extreme  high  stages.  The  bed  is  composed  of  sand 
gravel  and  stones. 

DISCHARGE     MEASUREMENTS     OF    RAYSTOWN     BRANCH     JUNIATA 

RIVER  AT  SAXTON,   BEDFORD  COUNTY,   PA. 

(Drainage  area  790  square  miles.) 


No. 


Date. 


1914 


1. 


11  Jan.  81. 

12  Feb.   1. 

13  Feb. 

14  Feb. 

15  Feb. 

16  I  Feb. 

17  Feb. 
IR  I  Feb. 


Hydrographer. 


Brown, 

Brown, 

Brown, 

1,  I  Brown, 

1,  '  Brown, 

2,  -  Brown, 
2,  i  Brown, 
8,     Brown, 


19  I  Sept.    5,     Taylor  &  Gongh, 
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1 
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OS 

a 

•9 

-< 

:9 
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Q 

Remarks. 


Feet. 

297 
297 
297 
295 
295 
297 
296 
296 
136 


Sq. 
ft. 
1832 
2036 
1978 
1876 
1819 
1381 
1,01 
1173 
185 


Ft. 
pfer 
sec. 
4. OS 
4.58 
4.52 
4.33 
4.22 
3.82 
2.84 
2.79 
0.54 


9'eet. 

Sec. 

ft. 

6.64 

7479 

7.31 

9330 

7.12 

8938 

6.82 

8132 

6.62 

76S2 

5.12 

4583  1 

4.52 

3411 

4.43 

326S 

0.99 

100 

Surf.  msmt. 

Snrf.  msmt. 

Surf,  nismt. 

Surf.  msmt. 

Surf.  msmt. 

Surf.  msmt. 

Surf.  msmt. 

Surf.  msmt. 
0.6  msmt. 


I 

DISCHARGE   TABLE   FOR   RAYSTOWN   BRANCH   JUNIATA   RIVER   AT 
SAXTON,  BEDFORD  COUNTY,  FROM  AUG.  31,  1911. 
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4^ 

• 
4^ 
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A 
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A 

.a 

be 
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M 

• 

M 

• 

M 

. 

M 

• 

«F« 

0) 

«? 

0) 

^ 

a> 

^ 

a« 

« 

ec 

tt 

M 

« 

be 

a< 

tc 

«> 

M 

ti 

u 

A 

u 

A 

u 

A 

b 

.a 

27 

«8 

« 

« 

oA 

OS 

C9 

1 

1 

.•4 

OS 

1 
S 

O 

o 

O 

Q 

o 

Q 

o 

o 

Q 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

0.70 

105 

.20 

600 

.70 

2290 

.20 

4666 

.70 

.80 

115 

.90 

675 

.80 

2420 

.80 

4865 

.80 

.90 

130 

.40 

760 

.90 

2560 

.40 

6060 

.90 

1.00 

145 

.50 

865 

4.00 

2700 

.50 

6250 

7.00 

.10 

160 

.80 

970 

.10 

2850 

.60 

6450 

.10 

.20 

180 

.70 

1080 

.20 

8000 

.70 

6660 

.20 

.30 

206 

.80 

1190 

.80 

31.'>0 

.80 

6870 

.30 

.40 

230 

.90 

1300 

.40 

3300 

.90 

6065 

.40 

.60 

260 

8.00 

1420 

.50 

8455 

6.00 

6800 

.50 

.60 

296 

.10 

1540 

.60 

3610 

.10 

6515 

.60 

.70 

330 

.20 

1660 

.70 

377a 

.20 

6730 

.70 

.80 

370 

.80 

1780 

.80 

3945 

.30 

6955 

.80 

.90 

415 

.40 

1905 

.90 

4120 

.40 

7180 

.90 

2.00 

470 

.60 

2030 

5.00 

4300 

.50 

7416 

8.00 

.10 

680 

.60 

2160 

.10 

4480 

.60 

7650 

Sec.  ft. 

7885 

8120 

8860 

8600 

8860 

9100 

9876 

9660 

9926 

10200 

10485 

10770 

11070 

11370 
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pAILY    MEAN    GAGE    HEIGHTS    AND    DISCHARGES    OF    RAYSTOWN 
BRANCH  JUNIATA  RIVER  AT  SAXTON,  BEDFORD  COUNTY,  PA. 


1911. 
DAY. 


1, 
2. 
3, 
4, 

5. 

6, 
7. 
8. 
^. 
10, 

11, 
12. 
13. 

14. 
15, 

16, 
17. 
18. 
19, 
20. 

21. 
22, 
28, 
24. 
25. 

27, 
28, 
29, 
SO, 

81, 


loeo 

1070 
1720 
2180 
1890 

1770 
8880 
3740 
2200 
ZIOO 
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ESTIMATED  MONTHLY  DISCHARGE  OF  RAYSTOWN  BRANCH  JUNIATA 

RIVER  AT  SAXTON,  I  BEDFORD  COUNTY,  PA. 

(Drainage  Area  790  square  miles  ) 


Discharge  in  Second- feet. 


MONTH. 


Maximum. 


Minimum. 


1911. 

September 

October,     

November,     

December,    \ . 


8S0O 
2260 
1020 
4500 


a  1912. 

January,     

February,     

March,    

April ,, 

May 

June 

July 

August,    

September,    

October 

November,     

December 


10800 

13300 

4390 

18000 

6040 

7440 

615 

4410 

718 

3530 

675 


The   year, 


18500 


1918. 


January,    .. 
February,    , 

March,    

April 

May 

June,     . . . . . 

Jul.v,    

AuguRt,     .. 
September, 
October,    . . 
November, 
December, 


7820 
1180 
7460 
2850 
•17100  I 
2820 
668  I 
288 
1120  1 
6(M0 
11000 
2190 


The  year, 


January,    ., 
February, 
March,    — 

April,    

May 

June 

Jnly 

August,     . , 
September, 


b  n\A. 


•17100 


7840 

8580 

12200 

6210 

4120 

Z\2 

410 

168 

133 


328 
888 

309 

245 


506 
586 
487 
176 
198 
178 
172 
162 
188 
160 


109 


823 
233 
402 
454 
254 
138 
157 
122 
109 
254 
854 
392 


586 


608. 
1090 
260 
IS't 
122 
118 
118 


Mean. 


1720 
876 
537 

1310 


1080 

1390 

8850 

1690 

2430 

627 

1420 

296 

809 

306 

448 

282 


1180 


2110 
498 

1220 
969 

2000 
561 
217 
157 
216 

1040 

1520 
898 


mm -off. 


I 


Second-feet 

per  square 

mile. 


950 


1440 

1260 

3100 

28^0 

1160 

206 

186 

132 

i:6 


2.177 
1.108 
0.680 
1.668 


1.367 
1.759 
4.241 
2.189 
8.076 
0.794 
1.797 
0.375 
1.024 
0.387 
0.567 
0.357 


2.671 
0.630 
1.544 
1.227 
2.582 
0.710 
0.276 
0.199 
0.278 
1.316 
1.924 
1.137 


1.490 


1.203 


1.823 
1.595 
3.924 
8.608 
1.468 
0.261 
0.235 
0.167 
0.169 


Depth  In 
inches. 


2.429 
1.278 
0.7*9 
1.912 


1.576 
1.897 
4.889 
2.887 
3.v4v 
0.886 
2.072 
0.432 
1.142 
0.446 
0.633 
0.412 


20.318 


8.079 
0.656 
1.780 
1.869 
2.S19 
0.792 
0.317 
0.2» 
0.S04 
1.517 
2.146 
1.811 


16.4!!0 


2.101 


.661 
.524 
.036 
.693 
.291 
0.271 
0.192 
0.178 


1. 
4. 
4. 
1. 
0. 


a  Creek   frozen   January   6   to  February   25   incluslTe  and   discharge   estimated    from   Frankatovn 
Branch  Juniata   Klver  at  Huntingdon. 
•Estimated, 
b  River  frozen  Feb.  14-28  inclusive  and  discbarge  estimated  from  cUmatological  records. 
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FRANKSTOWN  BRANCH  JUNIATA  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Frankstown  Branch  of  the  Juniata  River  drains  approximately 
995  square  miles  in  Bedford,  Blair  and  Huntingdon  counties.  Rising 
in  the  northern  part  of  Bedford  County,  this  stream  flows  first  in  a 
general  northerly  direction  to  Hollidaysburg,  thence  northeasterly 
through  Blair  County  to  Petersburg,  Huntingdon  County,  where  it 
flows  southeasterly  to  its  junction  with  the  Raystown  Branch,  a 
total  distance  of  approximately  58  miles,  the  general  outline  of  the 
basin  being  fan  shaped.  The  headwaters  lie  high  up  on  the  Alle- 
gheny Mountains,  but  as  the  stream  descends  it  enters  a  fertile, 
well  settled,  agricultural  valley,  through  which  it  flows  to  Peters- 
burg and  thence  through  a  deep  gorge,  cutting  through  a  succession 
of  ridges  to  its  confluence,  six  miles  below  Huntingdon,  with  the 
Raystown  Branch.  The  mountains  in  this  basin  are  well  covered 
with  second  growth  timber,  but  the  valleys  are  almost  deforested. 
The  upper  section  of  the  basin  contains  a  limestone  formation,  from 
which  issue  numerous  large  springs,  which  materially  assists  the 
flow  in  dry  weather.  As  a  whole  the  watershed  is  thickly  settled, 
especially  along  the  banks  of  the  river  and  its  principal  tributaries, 
of  which  Little  Juniata  is  the  most  important,  there  being  one  city, 
Altoona,  and  many  large  industrial  boroughs  and  villages  scattered 
over  the  area.  The  river  and  its  tributaries  are  extensively  used 
for  water  supply,  both  domestic  and  industrial. 

The  source  of  the  Frankstown  Branch  lies  at  an  elevation  of 
approximately  1,300  feet  and,  in  a  distance  of  26  miles  to  Hollidays- 
burg, (elevation  930)  the  fall  is  at  the  rate  of  20  feet  per  mile; 
from  this  point  to  Huntingdon  (elevation  610)  28  miles  further  down- 
stream, the  slope  is  12  feet  per  mile.  The  bed  is  rocky  throughout 
most  of  its  course,  with  gravel  and  sand  deposits  at  intervals  in 
the  less  rapid  portions. 

A  concrete  dam  28  feet  in  height,  erected  and  used  for  the  genera- 
tion of  water  power,  crosses  the  river  at  Warrior  Ridge,  five  miles 
above  Huntingdon,  creating  sl&ck  water  for  about  three  miles. 

The  mean  annual  precipitation  over  practically  the  entire  water- 
shed is  from  40  to  45  inches. 

Discharge  has  been  measured  since  May  1,  1895,  at  Huntingdon, 
six  miles  above  the  confluence  with  the  Raystown  Branch. 
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SUSQUEHANNA  BASIN-STATION  NO.  32. 


FRANKSTOWN  BRANCH  JUNIATA  RIVER  AT  HUNTINGDON, 

PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  county  wagon  bridge  at  foot  of  Fourth  Street, 
Huntingdon,  Pa. 

RECORDS  AVAILABLFx—Discharge  complete  from  May  1,  1895, 
to  September  30, 1914. 

DRAINAGE  AREA— ^45  square  miles. 

GAGE — A  staff  gage  is  attached  to  the  first  pier  from  the  north  or 
Huntingdon  side  of  the  bridge.  It  is  a  2x10  inch  oak  gage,  painted 
white  with  black  graduations  in  feet  and  tenths.  The  elevation 
of  zero  is  597.4  feet  above  sea  level.  Bench  Mark  No.  2  is  top 
edge  of  outer  corner  of  left  abutment,  downstream  side  of  bridge, 
elevation  22.50  feet  above  gage  datum.  The  gage  is  read  thrice 
daily  by  Lawrence  White. 

DISCHARGE  MEASUREMENTS— Taken  during  high  water  from 
the  steel  highway  bridge  about  |  mile  above  gaging  station.  Low 
water  measurements  by  wading  and  at  gaging  station  bridge. 
The  initial  point  for  soundings  is  end  of  top  angle  of  handrail^ 
left  hand,  downstream  side. 

CHANNEL — The  channel  above  and  below  the  station  is  straight. 
The  right  bank  is  low  and  subject  to  overflow.  The  left  bank  is 
high  and  not  subject  to  overflow. 

REMARKS — Low  water  readings  since  the  spring  of  1908  have  been 
affected  by  the  Pennsylvania  Hydro-Electric  Co's.  plant  at 
Warrior  Ridge,  5  miles  above  Huntingdon,  which  stores  water 
at  intermittent  periods. 
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DISCHARGE   MEASUREMENTS   OP   FRANKSTOWN    BRANCH   JUNIATA 
RIVER  AT  HUNTINGDON,  HUNTINGDON  COUNTY,  PA. 

(Drainage  area  845  square  miles). 


. 

• 

S 

• 

No.       Date. 

Hydrographer. 

• 

xa 

o 

o 

if 

ei 

Remarks. 

1 

■w 

■1 

a 

<> 

ua 

PIAV 

< 

a 

tc 

;  Ft. 

1 
1 

Feet. 

Sq. 

I     per 

Feot. 

1   Sec.    1 

1914 

ft. 

sec. 

'     "•     1 

28  ,  July       2 

Boehrlnger  ft  Taylor, 
Tajlor  ft  Gough.    — 

234 

645 

0.69 

3.4o 

446  '  0.6  mfc-mt. 

29    Sept.      4 

1 

226 

549 

1  »•« 

1 

.3.52 

258  '  0.6  msmt. 

DISCHARGE    TABLE    FOR    FRANKSTOWN    BRANCH    JUNIATA    RIVER 
AT  HUNTINGDON,   HUNTINGDON  COUNTY,  FROM  JAN.   1,   1912. 


4J 

*S 

• 

XI 

.a 

ja 

ifl 

XI 

if 

ja 

i 

• 

Xi 

• 

& 

I 

• 

ja 

i 

a 

^ 

o 

Xi 

V 

ja 

«f 

ja 

« 

Xl 

9 

■ 

m 

Si 

S 

■ff 

•    5 

u 

5 

S 

o 

^ 

O 

Q 

o 

o 

Q 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

a.  40 

70 

.80 

1960 

.2» 

6810 

.60 

18420 

la.oo 

23530 

.50 

86 

.90 

2100 

.80 

7060 

.70 

13740 

.10 

24100 

.60 

100 

6.00 

2260 

.40 

7290 

.80 

14070 

.20 

24690 

.70 

125 

.10 

2480 

.60 

7640 

.90 

14410 

.80 

25300 

.90 

160 

.20 

2600 

.60 

7790 

lO.OO 

14750 

.40 

25930 

.90 

176 

.80 

2770 

.70 

8040 

.10 

15100 

.50 

26590 

3.00 

200 

.40 

2960 

.80 

8800 

.20 

15460 

.60 

27250 

.10 

260 

.60 

8140 

.90 

8560 

.80 

15810 

.70 

27920 

.20 

800 

.60 

8880 

8.00 

8820 

.40 

16180 

.80 

28600 

.80 

850 

.70 

8520 

.10 

9090 

.50 

16560 

.90 

r92£0 

.40 

400 

.80 

8710 

.20 

9860 

.60 

16950 

18.00 

8«>:o 

.60 

460 

.90 

8900 

.80 

9640 

.70 

173B0 

.10 

307Cn 

.60 

630 

6.00 

4100 

.40 

9920 

.80 

17760 

.20 

S1460 

.70 

600 

.10 

4810 

.60 

10200 

.90 

181S0 

.80 

sn-o 

.80 

700 

.20 

4530 

.60 

10480 

11.00 

18620 

.40 

38000 

.90 

800 

.80 

4730 

.70 

10760 

.10 

19070 

/         .60 

33800 

4.00 

900 

.40 

4860 

.80 

11040 

.20 

19530 

.60 

84600 

.10 

1010 

.50 

6170 

.90 

11820 

.30 

20000 

.70 

35100 

.20 

1120 

.60 

5400 

9.00 

ueoo 

.40 

2M80 

.80 

36C01 

.80 

1250 

.70 

5630 

.10 

11890 

.50 

20970 

.90 

S7(i 

.40 

1880 

.80 

5860 

.20 

12180 

.60 

Z1460 

14.00 

37S00 

.60 

1510 

.90 

6090 

.80 

12480 

.70 

:n960 

.00 

1660 

7.00 

6330 

.40 

12790 

.80 

22470 

.70 

UOO 

.10 

6670 

.50 

18100 

.90 

22990 

Note:     This  table  is  only  applicable  anbaequent  to  Jan.   1,   1912,   and  i>  based   on  5  dlBchargo 
measurements  made  during  1910-11-12,   together  witb  former  curve. 
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ESTIMATED     MONTHLY     DISCHARGE     OF     FRANKSTOWN     BRANCH 
JUNIATA  RIVER  AT  HUNTINGDON,  HUNTINGDON  COUNTY. 

(Drainage  area  $45  square  miles). 


MONTH. 


1914. 

JaniiAiT,     

Febmaiy,   

March,     

iiS?;- .:::::::::;:::::: 

JTue,    

JaUr 

Aagoat.   

September 


Discharge  in  Second -feet. 


Run-off. 


Maximum. 

Minimum. 

Mean. 

6760 

8£ 

U20 

7640 

360 

1660 

9860 

418 

2840 

6640 

870 

2860 

4230 

200 

1270 

1010 

168 

449 

1660 

126 

462 

60O 

142 

350 

620 

160 

286 

T 


Second-feet 

per  sQuare 
mile. 

Depth  in 

inches. 

1.662 

1.801 

1.846 

1.922 

8.861 

3.875 

8.878 

8.763 

1.621 

1.869 

0.681 

0.592 

0.535 

0.617 

0.414 

0.477 

0.387 

0.876 

KISHACOQUILLAS  CREEK. 


DESCRIPTION  OF  BASIN. 

Kishacoquillas  Creek  joins  the  Juniata  River  at  Lewistown,  45 
miles  above  the  river's  mouth,  from  the  northeast,  draining  195  square 
miles,  practically  all  of  which  lies  in  Mifflin  County.  It  is  formed 
by  the  East  and  West  branches  which  join  at  Eeedville,  both 
branches  and  its  other  tributaries  rising  in  the  sandstone  ridges,  while 
the  main  stream  valley  and  those  of  the  two  branches  for  some  miles 
above  their  junction  lie  in  the  limestone  belt  resulting  in  a  weU 
maintained  flow.  Its  course  is  southwesterly  and  its  length  from 
Reedville  is  five  and  one-half  mUes,  the  basin  being  fan  shaped.  The 
main  valley  is  densely  populated  and  water  is  used  for  industrial, 
domestic  and  water  power  purposes.  Its  larger  upper  tributaries 
as  they  emerge  from  the  sandstone  area  are  used  for  supplying  Reed- 
ville, Bumham,  Yeagertown  and  Lewistown. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  August  21,  1911,  at  Kulp's, 
two  miles  above  the  mouth. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  KISHACOQUILLAS  CREEK  AT 

KULPS,  MIFFLIN  COUNTY,  PA. 

(Drainage  area  190  square  miles). 


January, 
February, 
March,     . . . 

April 

May 

June,     

July 

August.    ... 
September, 


MONTH. 


1914. 


Discharge  in  Second-feet. 

Run-off. 

Second-feet 

ULaxImum.  '  Minimum. 

Mean. 

per  square 

Depth  In 

mile. 

inches. 

1530 

181 

285 

1.500 

1.729 

1480 

164 

414 

2.179 

3.269 

3200                  143 

736 

8.874 

4.466 

2480                    428 

872 

4.589 

5.12U 

1410                   277 

541 

2.847 

3.282 

241               '      90 

152 

O.80O 

0.893 

16SI                    84 

92 

0.484 

0.558 

'    126 

84 

82 

0.431 

0.497 

110 

27 

60 

0.816 

0.353 

TUSCARORA  CREEK. 


DESCRIPTION  OF  BASIN. 

Tuscarora  Creek,  an  important  tributary  of  the  Juniata  River,  join- 
ing that  stream  at  Port  Royal,  from  the  south,  rises  in  the  southeast- 
em  part  of  Huntingdon  County  and  flows  northeasterly  through  that 
county  into  Juniata  County  and  thence  in  the  same  direction  to  the 
river.  It  total  length  is  approximately  45  miles  and  its  total  drain- 
age area  approximately  256  square  miles,  its  watershed  being  long, 
straight  and  narrow.  The  only  large  tributary  is  Licking  Creek  which, 
after  flowing  nearly  parallel  to  the  parent  stream  for  several  miles, 
joins  it  just  above  the  river.  Licking  Creek  is  used  for  industrial 
water  supply.  The  valley  is  well  cultivated  as  are  some  of  the  hill- 
sides, while  the  hill  tops  are  well  timbered.  The  main  stream  is  un- 
used for  water  supply  and  little  for  power. 

The  mean  annual  precipitation .  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  August  21,  1911,  at  Gron- 
inger's  Bridge,  four  miles  above  the  mouth. 


:!U0 


SUSQUEHANNA    BASIN— STATION    NO.    34. 


TUSCARORA  CREEK  NEAR  PORT  ROYAL,  PA. 


DESCRIPTION  OP  STATION. 

LOCATION — On  single  sj^an,  steel,  throngh -truss,  highway  bridge, 
about  2  miles  above  Port  Royal,  Juniata  County. 

RECORDS  AVAILABLE— Discharge  complete  from  August  21,  1911, 
to  September  30,  1914. 

DRAINAGE  AREA— 205  square  miles. 

GAGE — A  chain  gage  is  bolted  to  the  floor,  upstream  side.  The 
length  of  chain  from  the  bottom  of  the  weight  to  the  marker  is 
21.66  feet.  The  elevation  of  zero  is  arbitrary.  Bench  Mark  No. 
1  is  shelf  in  stone  on  face  of  right  abutment,  seventh  course 
from  top,  second  in  from  downstream  corner,  0.54  feet  down 
from  top  of  stone,  elevation  9.71  feet  above  gage  datum.  The 
gage  is  read  twice  daily  by  G.  W.  Groninger. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  and  by  wading  100  feet  upstream  during  lov 
stages.    The  initial  point  for  soundings  is  bridge  pin,  downstream 
right  abutment. 

CHANNEL — The  channel  above  the  station  is  straight  for  150  feet 
then  bends  to  the  left.  Below  the  station  it  is  straight  for  200 
feet.  Both  banks  are  low,  but  not  subject  to  overflow  except 
during  extreme  high  stages.  The  bed  is  composed  of  gravel  and 
rocks. 


DISCHARGE    MEASUREMENTS    OF   TUSCARORA    CREEK   NEAR   PORT 

ROYAL,   JUNIATA  COUNTY,   PA. 

(Drainage  area  tOS  square  milen). 
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DISCHARGE   TABLE  FOR  TDSCARORA   CREEK     NEAR   PORT   ROYAL, 

JUNIATA  COUNTY,  FROM  JAN.  1,  1913. 
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Note:  This  table  Is  only  applicable  subsequent  to  Jan. 
measarementa  made  during  1912  and  1913,  together  with 
4.1  ft. 
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ESTIMATED  MONTHLY    DISCHARGE    OF    TUSCARORA    CREEK  NEAR 

PORT  ROYAL,  JUNIATA  COUNTY,  PA. 

(Drainage  area  £05  square  miles). 


MONTH. 


Jannary.  • 
February,  . 
March,     . . . 

Zf::.:::: 

Jane 

July 

AnflTiut,  . . . 
September, 


1914. 


Discharge  in  Second-feet. 


Run  off. 


Maximum. 

Minimum. 

3670 

8680 

2980 

8410 

236 

2210 

86 

162 

86 

126 

9 

96 

6 

30 

1 

Mean. 


449 

471 

753 

787 

434 

67 

43 

29 

11 


Second-feet 

per  square 

mile. 


2.190 
2.298 
3.673 
3.595 
2.117 
0.82f7 
O.ZLO 
0.141 
0.054 


Depth  in 
inches. 


2.525 
2.893 
4.235 
4.011 
2.441 
0.3(>6 
0.242 
O.lSi 
0.000 


Note:     Creek   frozen  Jan.  13-24     Inclusive;   Feb.  12-March  16    Inclusive;  and  discharge  estimated 
from  Klshacoquillas  Creek  at  Kulps. 


JUNIATA  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Juniata  River,  the  largest  tributary  of  the  Susquehanna  River 
below  the  forks,  drains  a  crescent  shaped  area  of  approximately 
3,450  square  miles,  lying  in  the  south  central  part  of  Pennsylvania 
and  entirely  within  the  Allegheny  Mountains  and  their  foot  hills. 
This  river  is  formed  in  Huntingdon  County  at  a  point  six  miles 
east  of  Huntingdon  by  the  junction  of  the  Raystown  and  Frankstown 
branches^  the  former  rising  on  the  eastern  slope  of  the  mountains 
in  the  eastern  part  of  Somerset  County,  flowing  eastward  and  then 
northeastward,  with  a  drainage  area  of  approximately  1,012  square 
miles,  and  the  latter  rising  in  the  northwestern  part  of  Bedford 
County  on  the  eastern  slope  of  the  Allegheny  Divide,  and  flowing 
northeasterly  and  then  southeasterly  with  a  drainage  area  of  ap- 
pioximately  995  square  miles. 

From  the  junction  of  the  two  branches,  the  Juniata  River  flows  in 
a  general  easterly  direction  through  Huntingdon,  Mifflin,  Juniata 
and  Perry  counties  to  its  mouth  at  Juniata  Bridge,  a  total  distance 
of  about  80  miles.  The  valley  of  the  stream  is  narrow,  l)ounde<l 
by  high  bordering  hills,  and  flows  in  a  winding  course  cutting  through 
a  succession  of  sandstone  ridges,  the  channel  being  generally  on  a 
rocky  bed,  with  numerous  riffles  separated  by  pools,  in  which  sediment 
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to  considerable  depth  has  collected  at  some  points.  The  junction  of  the 
Frankstown  and  Raystown  branches  lies  at  an  approximate  elevation 
of  610  feet  and  the  mouth  at  360  feet,  making  an  average  fall  of  three 
feet  per  mile.  Draining,  as  this  stream  does,  a  section  of  the  Alle- 
gheny Mountains,  it  has  many  tributaries  flowing  northerly  and  south- 
erly between  the  ridges.  The  mountains  are  generally  covered  with 
second  growth  timber  but  the  larger  valleys  are  deforested  and  used 
extensively  for  farming.  The  valleys  of  the  river  and  its  main 
tributaries  are  rather  thickly  populated,  but  the  headwaters  of  the 
tributaries  are  sparsely  inhabited.  At  one  time  this  river  was 
followed  from  its  mouth  to  HoUidaysburg  by  the  Pennsylvania  Canal, 
long  since  abandoned  and  replaced  by  the  main  line  of  the  Pennsyl- 
vania Bailroad. 

The  majority  of  the  larger  towns  receive  their  domestic  water 
supply  from  tributaries  of  the  river;  the  river  itself,  being  thus  used 
only  in  case  of  emergency  is,  however,  considerably  employed  for 
industrial  purposes.  Several  of  the  lower  tributaries,  as  well  as  both 
of  the  branches,  drain  areas  of  limestone  which  contribute  to  main- 
tain a  fair  low  water  flow. 

The  mean  annual  precipitation  over  almost  the  entire  basin  is 
from  40  to  45  inches. 

The  discharge  has  been  measured  since  March  21, 1899,  at  Newport, 
twelve  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  35. 


JUNIATA  RIVER  AT  NEWPORT,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  steel,  through-truss,  highway  bridge,  800  feet  east 
of  public  square  at  Newport,  Perry  County. 

RECORDS  AVAILABLE— Discharge  complete  from  March  21,  1899, 
to  July  14,  1906,  and  from  January  7,  1907,  to  September  30, 
1914. 

DRAINAGE  AREA— 8,880  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail near  the  right  bank.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  marker  it  36.91  feet.     The  elevation  of 
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zero  is  363.ii2  feet  above  mean  sea  level.  Bench  Mark  No.  1  has 
been  destroyed.  Bench  Mark  No.  2  is  on  shelf  in  southeast 
corner  of  underpinning  of  store  of  J.  M.  Ewing,  elevation  28.87 
feet  above  gage  datum.  Bench  Mark  No.  3  is  top  of  fire  plug 
in  front  of  Swing's  store,  elevation  29.75  feet  above  gage  datum. 
Bench  Mark  No.  4  is  top  of  outer  upstream  corner  of  concrete  pier 
150  feet  above  bridge,  elevation  11.28  feet  above  gage  datum. 
The  gage  is  read  twice  daily  by  G.  A.  Sweger. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  end  of  hand- 
rail on  right  bank. 

CHANNEL — The  channel  is  straight  for  |  mile  above  and  below 
the  bridge.  Both  banks  are  high  and  not  stibject  to  overflow. 
The  bed  is  composed  of  hard  material.  There  is  a  good  measur- 
able velocity  at  all  stages. 


DISCHARGE    MEASUREMENTS    OF    .JUNIATA    RIVER    AT    NEWPORT, 

PERRY  COUNOT,  PA. 

(Drainage  area  S,S80  square  miles). 
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DISCHARGE    TABLE    FOR    JUNIATA    RIVER    AT    NEWPORT,    PERRY 

COUNTY,  FROM  JAN.  1,  1914. 
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Sec.  Ft 

0.60 

420 

.60 

10600 

.60 

26780 

.60 

46640 

.60 

70130 

.70 

490 

.70 

11160 

.70 

27220 

.70 

4710C 

.70 

70740 

.SO 
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.80 

27660 

.80 
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12960 
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.80 
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.80 
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.80 
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80840 
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61040 
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.50 
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.50 
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.50 
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.50 
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.60 
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.60 
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81260 
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.60 
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.70 
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.70 
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.70 
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.80 
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63860 
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.30 
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.60 
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.70 

18720 

.70 

3^00 

.70 

58640 

.70 

83260 

.80 

4830 

.80 

19120 

.80 

37000 

.80 

69240 

.80 

83900 

.90 

5130 

.90 

19520 

.90 

87500 

.90 

59840 

.90 

84S40 

5,00 

!io 

5440 

9.00 

19940 

13.00 

38020 

17.00 

60440 

21.00 

851S0 

5750 

.10 

20860 

.10 

38640 

.10 

61O40 

.10 

85S20 

.20 

6060 

.20 

20780 

.20 

89060 

.20 

61640 

.20, 

66460 

.30 

6880 

.30 
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.80 

89680 

.30 

62240 

.30 

87100 

.40 

6700 

.40 

21620 

.40 

40100 

.40 

62840 

.4% 

87740 

.50 

7020 

.60 

22040 

.50 

40620 

.50 

68440 
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88380 

.60 

7350 

.60 

2)2460 

.60 

41140 

.60 

64040 

.60 

89020 

.70 

7680 

.70 

22880 

.70 

41660 

.70 

&t640 

.70 

89660 

.80 

8010 

.80 

2380O 

.80 

422C0 

.80 

66240 

.80 

90800 

/90 

8340 

.90 

2t710 

.90 

42740 

.90 

65840 

.90 

90»40 

6.00 

8680 

10.00 

24110 

14.00 

43280 

18.00 

66440 

22.00! 

81580 

.10  1 

9020 

.10 

24580 

.    .10 

43820 

.10 

67040 

.10  I 

98220 

.20 

9370 

.20 

25020 

.20 

44860 

.20 

67640 

.20  1 

92860 

.30 

9720 

.80 

25460 

.30 

44900 

.80 

68260 

.40 

1006O 

.40 

25900 

.40 

45440 

.40 

68880 

.50 

1 
1 

10440 

.50 

26340 

.60 

45980 

.50 

69600 

Note:     This  table   is  only  applicable  subsequent  to  Jan.    1,   1914,    and  is  based  on   2  discharge 
measurements  made  during  1914,    together  with  former  curve. 
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ESTIMATED   MONTHLY    DISCHARGE   OF   JUNIATA   RIVER     AT   NEW- 
PORT, PERRY  COUNTY,  PA. 

(Drainage  area  S,S80  square  miles). 


Discharge  In  Second -feet. 


MONTH. 


Maximum.     Minimum. 


January,    . 
February,   . 
Marcb,    . . . . 

A5?^ ::::: 

June,    

July 

AugUBt.     . . . 

September, 


1»14. 


Ilun-off. 


Mean. 


Second-feet 

per  square 

mile. 


Depth  in 
inches. 


83100 

42200 

3K00 

209(ifO 

16100 

2120 

2680 

2240 

1110 


2560 


538U 

2020 

1060 

983 

697 

588 


eooo 

7160. 

10900' 

12000 

6260 

1530 

1390 

1170 

696 


1.776 

2.048 

2.118 

2.20tf 

S.22S 

3.718 

3.560 

8.961 

1.852 

2.183 

0.458 

0.505 

0.411 

0.474 

0.346 

0.39i» 

0.206 

0.29) 

River    frozen    Feb.    16-March    16    inclusire,    and    discharge    estimated    from    Frankstown    Branch 
Juniata  River  at  Huntingdon. 


CONODOGUINET  CREEK. 


DESCRIPTION  OF  BASIN. 

Couodoguinet  Creek  rises  in  the  highlands  of  the  west  part  of 
Franklin  County  and  flows  northeast  through  Franklin  and  Cumber- 
land counties  to  join  the  Susquehanna  River  opposite  Harrisburg.  Its 
course  is  tortuous,  its  current  slow  and  its  valley  in  the  lower  section 
is  deep  and  narrow.  The  total  length  of  the  creek  is  75  miles  and 
its  drainage  area  483  square  miles.  Its  tributaries  are  generally 
short  and  unimportant,  its  watershed  being  long  and  narrow. 
On  the  north  the  basin  is  bounded  by  a  sandstone  ridge,  while  to  the 
south  the  valley  is  composed  of  rolling,  limestone  hills,  highly  culti- 
vated. Carlisle  and  Mechanicsburg,  and  other  smaller  boroughs, 
lie  in  the  valley  of  the  stream ;  the  former  obtaining  its  water  supply 
therefrom,  and  other  towns  receiving  their  supply  from  tlie  tribu- 
taries. It  is  considerably  used  for  water  power  by  grist  mills  and  a 
few  small  hydro-electric  plants. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  September  26,  1911,  at 
Bryson's  Bridge,  16  miles  above  the  mouth. 
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SUSQUEHANNA  BASIN— STATION  NO.  36. 

•     CONODOGUINET  CREEK  AT  BRYSON»S  BRIDGE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  wooden  covered  bridge,  500  feet  below 
Spangler's  mill,  near  Hogestown,  Cumberland  County. 

RECORDS  AVAILABLE— Discharge  complete  from  September  26, 
1911,  to  September  30,  1914. 

DRAINAGE  AREA— 460  square  miles. 

GAGE — ^A  sectional  chain  gage  is  fastened  on  the  downstream  chord 
of  the  bridge.  The  length  of  chain  from  the  bottom  of  the  weight 
to  the  marker  is  19.03  feet.  The  elevation  of  zero  is  arbitrary. 
Bench  Mark  No.  1  is  corner  of  protruding  stone,  third  dowr 
from  top,  at  bridge  end  of  left  downstream  approach  wall,  eleva- 
tion 20.70  feet  above  gage  datum.  The  gage  is  read  twice  daily 
by  Robert  D.  Hoy. 

DISCHARGE  MEASUREMENTS— Taken  from  the  bridge  through 
the  floor  openings  on  the  downstream  side,  or  by  wading  at 
bridge  section.  The  initial  point  for  soundings  is  top  edge  of 
left  abutment,  downstream  side. 

CHANNEL— The  channel  is  straight  above  and  below  the  station. 
The  right  bank  is  fairly  high,  while  the  left  bank  is  low,  but 
all  water  passes  under  the  bridge  at  high  stages.  The  bed  is 
composed  of  rocks,  gravel  and  sand. 

REMARKS — Silver  Spring  Creek  enters  the  creek  about  500  feet 
above  the  bridge. 


DISCHARGE   MEASUREMENTS   OF    CONODOGUINET   CREEK   AT   BRY- 

SON'S  BRIDGE,  CUMBERLAND  COUNTY,  PA. 

(Drainage  area  460  square  miles). 


1»H 
'2Z    Sept.     15 


Taylor  &  Gough, 


Feot. 

2:22 


e 

o 

>> 

«j 

■^^ 

** 

■ 

^ 

c* 

XA 

^ 

o 

> 

• 

TUliMirti. 

df 

a 

« 

ja 

6a 

< 

s 

O 

fi 

Ft. 

' 

Sq. 

per 

Feet. 

Sec. 

1 

ft. 

Rec. 

ft 

! 

379 

0.50 

3.31 

189 

Wading  msmt. 
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DISCHARGK     TABLE     FOR     CONODOGUINET  CREEK     AT     BRYSON'S 
BRIDGE,  CUMBERLAND  COUNTY.  FROM  JAN.  1.  1912. 


M 


xa 

XI 

9 
he 

o 


0) 


.a 

OB 


I 

• 

4J 

** 

-«J 

xa 

xs 

J9 

3S 

4) 

XI 

i9 

.a 

0) 

• 

1 

1 

.0 

« 

■»^ 

0 

WH 

9 

o 

Q 

O 

Q 

O 

Q 

Feet. 

2.G0 
.70 
.80 
.90 

3.00 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 

4.00 


Bee. 


Pt. 

Feet. 

w 

.10 

156 

.20 

185 

.80 

217 

.40 

251 

.60 

287 

.60 

825 

.70 

865 

.80 

406 

.90 

460 

5.00 

495 

.10 

545 

.20 

600 

.80 

665 

.40 

710 

.50 

Bee.  Ft. 

770 

880 

890 

960 

1010 

1070 

1180 

1200 

1270 

1840 

1410 

1480 

1650 

1620 

1690 


Feet. 
.60 
.70 
.80 
.90 

6.00 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 

7.00 


Sec.  Ft. 
1770 
1860 
1980 
2010 
20OO 
2170 

aaso 

2850 
2450 
2550 
2650 
2750 
2850 
2960 
8060 


Feet. 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 
8.00 
.10 
.20 
.80 
.40 
.60 


Sec.  Pt. 
8160 
3270 
8890 
8510 
8640 
8770 
8900 
4060 
4160 
4800 
4450 
4600 
4750 
4900 
5050 


Feet. 
.60 
.70 
.80 
.90 
9.00 
.10 
.20 
.80 
.40 
.50 
.60 
.70 
.80 
.90 
10.  OO 


Sec.  Pt. 
5210 
5370 
5540 
5710 
5880 
6060 
6840 
6420 
6610 
680O 
7000 
7200 
7410 
7690 
7850 


Note:— This  table  is  applicable  subsequent  to  Jan.  1,  1912,  except  from  June  1  to  Not.  80.  1913. 
and  Jane  1  to  Nov.  80,  1914,  "wben  the  discharge  table  for  grass  conditions  applies,  and  is  based 
on  two  low  water  discharge  measurements,   together  with  former  curve. 


DISCHARGE  TABLE  FOR  GRASS  CONDITIONS  FOR  CONODOGUINET 
CREEK  AT  BRYSON'S  BRIDGE,  CUMBERLAND  COUNTY,  FROM  JUNE 
1,  1913,  TO  DEC.  1,  1913,  AND  FROM  JUNE  1,  19U  TO  DEC.  1,  1914. 
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■4 
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XI 

Xi 
o 

m 
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0) 

m 
Xi 


O 
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cr 


if 

0 
XI 


.a 


Feet. 

««M»    Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

2.00 

96 

.70 

445 

.80 

1100 

.90 

1960 

7.00 

8050 

.70 

118 

.80 

490 

.90 

1170 

6.00 

2060 

.10 

SlfiO 

.80 

143 

.90 

540 

5.00 

1240 

.10 

2150 

.20 

SSfTO 

.90 

168 

4.00 

695 

.10 

1810 

.20 

2260 

.80 

8390 

3.00 

195 

.10 

660 

.20 

1380 

.30 

2850 

.40 

S510 

.10 

225 

.20 

705 

.80 

1455 

.40 

2460 

.50 

8640 

.20 

255 

.30 

765 

.40 

1585 

.50 

2550 

.60 

3770 

.80 

290 

.40 

830 

.50 

1615 

.60 

2650 

.70 

390O 

.40 

325 

.50 

895 

.60 

1695 

.70 

2750 

.80 

4080 

.50 

860 

.60 

960 

.70 

1776 

.80 

28S0 

.90 

4160 

.60 

400 

.70 

1O0O 

.80 

1860 

.90 

2960 

8.00 

4300 

Note:  This  table  is  applicable  from  June  1  to  Nov.  30,  1913,  and  from  June  1  to  Nov.  30,  1914. 
when  grass  conditions  existed,  and  is  based  on  six  discharge  measurements,  together  with 
former  curve. 
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ESTIMATED   MONTHLY   DISCHARGE   OF   CONODOGUINET   CREEK   AT 
BRYSON'S  BRIDGE,  CUMBERLAND  COUNTY,  PA. 

(Drainage  area  ^60  square  miles). 


MONTH. 


1914. 


Janiiaiy,  . . 
Febniaiy,  . 
March,     . . . 

April 

May 

Jane 

July 

Aasrast.  ... 
September, 


Discharge  in  Second-feet. 


Run-off. 


Maximnm. 

Minimum. 

2920 

4150 

8270 

2S50 

628 

3010 

4S2 

619 

276 

1600 

S18 

2060 

283 

r76 

163 

Mean. 


891 
812 
874 
1100 
980 
366 
616 
617 
263 


Second-feet 
per  sqnare 
mile. 


1.937 
1.765 
1.900 
2.391 
2.0S2 
0.774 
1.122 
1.124 
0.660 


Depth  in 
inches. 


2.233 
1.S3S 

a.  190 

2.068 
2.331 
0.863 
1.293 
1.296 
0.614 


*Greek  frozen  Jan.  13-20  Inclnaive;  Feb.  12-Marcb  8  inclnslye.   and  dlschaise  estimated   from 
FrankHtown  Branch  Jnnlata  River  at  Huntingdon. 


SUSQUEHANNA  BASIN— STATION  NO.  37. 


SUSQUEHANNA  RIVER  AT  HARRISBURG,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  steel,  through-truss,  highway  bridge  at  Walnut 
Street,  Harrisburg. 

RECORDS  AVAILABLE— Discharge  complete  from  January  1, 1891, 
to  September  30,  1914. 

DRAINAGE  AREA— 24,100  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  upstream  handrail 
iti  the  first  span  from  the  east  side.  The  length  of  chain  from  the 
bottom  of  the  weight  to  the  marker  is  39.39  feet.  The  elevation 
of  zero  is  289.4  feet  above  sea  level.  Bench  Mark  No.  1  is  top 
upstream  comer  of  bridge  seat  on  left  abutment,  elevation  32.99 
feet  above  gage  datum.  The  gage  is  read  by  E.  R.  Demain,  Local 
Forecaster  for  the  U.  S.  Weather  Bureau,  and  employees  of  the 
Water  Supply  Commission  of  Pennsylvania. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  face  of  left 
abutment  in  both  channels,  downstream  side. 
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CHANNEI.* — The  channel  is  straight  above  and  below  the  station 
for  some  distance.  It  is  divided  into  two  parts  by  Hargest's 
Island.  Both  banks  are  high  and  not  subject  to  overflow.  The 
bed  is  composed  of  gravel  and  boulders. 

REMARKS— During  1913  and  1914,  the  erection  of  a  4^  foot  dam 
was  under  construction  4,200  feet  below  the  bridge,  and  this 
will  put  backwater  on  the  present  gage. 


DISCHARGE    MEASUREMENTS    OF    SUSQUEHANNA    RIVER    AT    HAR- 

RISBURG,   DAUPHIN  COUNTY,  PA. 

(Drainage  area  $4,100  square  miles). 


1 

f 

i 

Ko. 

Date. 

Hydrognplier. 

J 

^ 

1 

1 

S 

Bemarka. 

1 

1 

1 

§ 

S 

Ft. 

""^^ 

Feet 

Sq. 

per 

Feet. 

Sec. 

1 

ft. 

iec. 

ft. 

1914 

s 

CT 

Sept.  14. 

Wilson  ft  Gougb 

2339 

6897 

0.»1 

1.17 

tSSO    0.6  msmt. 

68 

9ept.  18, 

Wllaon.  Taylor,  Brady 
and  GoQgh. 

2312 

1 

6169 

0.64 

0.S7 

1 

4713  1  Vertical   vel.    nismt. 

DISCHARGE   TABLE    FOR    SUSQUEHANNA    RIVER   AT    HARRISBURG, 
DAUPHIN  COUNTY,   FROM  JAN.   1,   1914,  TO  SEPT.  30,   1914. 
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Feet.* 

Sec. -ft. 

Feet. 

Sec. -ft. 

Feet. 

Sec.-ft. 

Peet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

0.00 

.10 
.30 
.80 
.40 
.60 

2S960 
26280 

20S7O 
27970 
29400 

.20 
.80 
.40 
.66 
.00 

72110 
78870 
76030 
77400 
70200 

.80 
.40 
.60 
.60 
.70 

1S1680 

188690 

136700 
187720 
139760 

.40 
.60 
.00 
.70 
.80 

90190(1 

.10 

9IMMII 

.20 

206200 

.10 

808700 
211200 

.40 

2720* 

.60 

noo 

.60 

30660 

.70 

81000 

.80 

141820 

.90 

suooo 

.60 

MOO 

.70 

8280O 

.80 

82860 

.90 

143900 

U.O0 

210400 

.70 

8010 

.80 

88750 

.90 

84720 

10.00 

146000 

.10 

218000 

.80 

4M0 

.90 

86200 

7.00 

86600 

.10 

148120 

.20 

221600 

.90 

4800 

4.00 

86600 

.10 

88600 

.80 

160260 

.80 

224200 

I.OO 

6400 

.10 

38060 

.20 

90400 

.30 

162410 

.40 

226800 

.10 

W!0 

.30 

39600 

.80 

9280O 

.40 

154570 

1            .50 

220400 

.20 

1           6580 

.30 

41000 

.40 

9420O 

.60 

166740 

.00 

232000 

.30 

7240 

.40 

42f>50 

.50 

90100 

.60 

168920 

.70 

234000 

.40 

7M0 

..'lO 

44100 

.60 

98040 

1             TO 

161110 

.80 

287200 

.50 

8680 

.00 

4.5650 

.70 

90980 

'            .80 

163320 

1             .90 

239800 

.60 

9460 

.70 

47200 

.80 

101920 

.90 

1655r>0 

14.00 

242400 

.70 

10270 

.80 

ifCiA) 

.90 

103860 

11.00 

167800 

1             .10 

246100 

.80 

11110 

.90 

.-,0250 

8.00 

106800 

.10 

170100 

.20 

247800 

.90 

1200O 

5.00 

61800 

1            .10 

107770 

.20 

172400 

.30 

260600 

2.00 

12010 

.10 

53400 

1            .20 

108740 

.80 

174700 

.40 

268200 

.10 

13840 

.20 

SoO-JO    ; 

i             .30 

111710 

.40 

177000 

.60 

266800 

.» 

14790 

.80 

56tM0 

.40 

1136.>0 

1            --^ 

17»I00 

.00 

268000 

.80 

16740 

.40 

688:30 

..■» 

ll.->b\T0 

'            .60 

181800 

.70 

261300 

.40 

10700 

.60 

60000 

.60 

1176oO 

1            .70 

184200 

.80 

264000 

.60 

17070 

.00 

61700 

.70 

1196r.O 

1            .80 

186600 

.90 

266700 

.00 

18060 

.70 

68410 

.80 

1216.-0    , 

'            .90 

180000 

tf.OO 

269400 

.70 

19660 

.80 

65130 

.90 

123650 

12.00 

191400 

.10 

272200 

.80 

20680 

.90 

(U»60 

9.C0 

1256r^5 

.10 

19»^ 

.20 

275000 

.90 

21780 

6.00 

6S600    : 

.10 

1276«) 

.20 

196300 

.80 

277800 

3.00 

22800 

.10 

700.'>0    1 

1            .20 

129670 

1            .80 

198700 

.40 

280600 
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DISCHARGE   TABLE    FOR    SUSQUEHANNA    RIVER   AT    HARRISBURG. 
DAUPHIN  COUNTY,  FROM  JAN.  1,  1914,  TO  SEPT.  30,  1914.— Continued. 
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** 

mm 

• 

• 

f 

• 
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1 
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• 
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4 

a 
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1 

s 
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St 

s 

1 

1 

1 

1 

1 

J3 

s 

»et. 

Sec.-ft 

Feet. 

Sec.-ft. 

Feet 

.BO 

288400 

.70 

847700 

.90 

.60 

286200 

.80 

850600 

20.00 

.70 

289000 

.90 

868900 

.10 

.80 

2O180O 

18.00 

857000 

.80 

.90 

2Meoo 

.10 

860200 

.80 

10.00 

297400 

.» 

868400 

.40 

.10 

800Q0O 

.80 

866600 

.60 

.30 

906200 

.40 

869600 

.60 

.80 

806100 

.60 

878000 

.70 

.40 

soeooo 

.60 

876200 

.80 

.60 

811900 

.70 

879400 

.90 

.00 

814800 

.80 

382600 

21.00 

.70 

817700 

.90 

886800 

.10 

.80 

820600 

19.00 

889000 

.20 

.90 

828600 

.10 

892800 

.80 

17.00 

826400 

.20 

896600 

.40 

.    10 

329400 

.80 

898900 

.60 

.20 

882400 

.40 

402200 

.60 

.30 

88M0O 

.60 

406600 

.70 

.40 

388400 

.60 

406800 

.80 

.60 

841600 

.70 

412100 

.90 

.00 

844600 

.80 

41J6400 

22.00 

Sec.-ft. 

Feet. 

418700 

.10 

422000 

.20 

426400 

.80 

428800 

.40 

482200 

.50 

435600    r          .60  { 

439000 

.70 

442600 

.80 

446000 

.90 

449600 

28.00 

458000 

.10 

466600 

.20 

460100 

.80 

468800 

.40 

467600 

.60 

471400 

.60 

476200 

.70 

479000 

.80 

482800 

.90 

486600 

24.00 

490i00 

.10 

494200 

.20 

Sec.-ft. 

Feet. 

Sec.-ft. 

498100 

.80 

589100 

602000 

.40 

508400 

506900 

.50 

597700 

509900 

.60 

602000 

618900 

.70 

606400 

618000 

.80 

610900 

62Z100 

.90 

615400 

626200 

25.00 

620000 

680SOO 

.10 

624700 

684400 

.20 

629400 

638500 

.80 

634100 

642600 

.40 

688800 

646700 

.GO 

643600 

660000 

.60 

648800 

666100 

.70 

668100 

G6980O 

.80 

658000 

663500 

.90 

662900 

667700 

26.00 

667800 

671900 

676200 

580600 

584800 

Note.— This  table  is  only  applicable  from  Jan.    1,   1914,    to  Sept.   80,    1914,   and  is  based  on   two 
dlpchai^e  measarementa  made  In  1914,  together  -with  former  cnrre. 
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KSTIMATED    MONTHLY    DISCHAKCiE    OF    SUSQUEHANNA    RIVEK     AT 

HARKISBUKG,  DAUPHIN  COUNTY,  PA, 

(Drainage  area  2^,100  square  mileaj. 


Discharge  in  Second-feet. 


MONTH. 


Run-off. 


Maximum. 


January, 
February, 
Marcli,     ... 

April 

May 

June,    

July 

August, 
Septenober, 


1914. 


14S0O 

197000 

868000 

238000 

204000 

19900 

18S0O 

2S70D 

1S400 


Minimum. 


Mean. 


18400 


76600 
20SOO 
6110 
7520 
5830 
3620 


I 


28900 

62G00 

6880O 

128000 

70200 

11800 

U400 

9720 

7090 


Second-feet 

per  square 

mile. 


1.19S 
2.178 
2.87$ 
&.104 
2.913 
0.480 
0.478 
0.408 
0.298 


Depth  in 
Inches. 


l.j 

2.268 

S.816 

&.6M 

3.868 

0.547 

0.646 

0.46& 

0.1 


River  frozen  under  gage  Jan.  18-24  inclusive,  29  and  30,  Feb.  IK  to  24  incloalTe.  River  froaen 
Feb.  2&  to  Mar.  17  inclusive,  and  discharge  estimated  from  North  Rranch  BasQuetumna  River  at 
Danville. 


YELLOW  BREECHES  CREEK. 


DESCRIPTION  OF  BASIN. 

Yellow  Breeches  Creek,  a  tributary  of  the  Jower  Susquehanna 
River,  drains  an  area  of  approximately  225  square  miles.  Rising  in 
the  southwestern  corner  of  Cumberland  County,  it  follows  a  north- 
easterly direction  through  the  rich,  agricultural  region  of  the  Cum- 
berland Valley  to  its  mouth  in  the  Susquehanna  River  at  New 
Cumberland,  the  total  length  being  approximately  50  miles.  Its 
course  is  winding,  particularly  near  its  mouth,  and  its  slope 
flattens  as  the  river  is  approached.  There  are  numerous  small 
tributaries  rising  in  the  well  timbered,  sandstone  hills,  which  parallel 
the  entire  watershed  on  the  south.  The  creek  follows  closely  through- 
out its  long  and  narrow  watershed  the  foot  of  these  hills,  while 
on  the  north  the  valley  is  wide  and  rolling,  being  underlain  with 
limestone  and  producing  numerous  copious  springs,  notably  Boiling 
Springs,  which  are  by  far  the  largest  in  the  State,  maintaining  a 
continuous  flow  of  over  20,000,000  gallons  per  24  hours.  In  the 
entire  valley  there  are,  owing  to  the  presence  of  tliis  limestone  area, 
only  a  few  small  tributaries  entering  from  the  north.  In  the  drainage 
basin  lie  many  small  villages,  several  of  which  obtain  water  supplies 
from   the  creek  and   its  tributaries.      Yellow    Breeches    Creek    is 
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used  quite  extensively  by  grist  mills  for  power  purposes  and  its  dry 
weather  How,  maintained  by  the  limestone  springs,  is  remarkably 
large. 

The  mean  annual  precipitation  over  the  greater  portion  of  this 
watershed  is  from  35  to  40  inches,  the  balance  receiving  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  March  22, 1909,  at  Olmsted's 
Mill,  three  miles  above  the  mouth. 


SUSQUEHANNA  BASIN— STATION  NO.  38. 


YELLOW  BREECHES  CREEK  AT  OLMSTED'S  MILL,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
just  below  mill  dam,  about  one  mile  south  of  White  Hill  Station, 
Cumberland  County. 

RECORDS  AVAILABLE— Discharge  complete  from  March  23,  1909, 
to  October  31,  1909,  and  January  22,  1910,  to  September  30, 
1914. 

DRAINAGE  AREA— 223  square  miles. 

(tAGE — A  standard  chain  gage  is  attache<l  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  18.35  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  top  of  bridge  seat,  right  abutment,  outer  down- 
stream comer,  elevation  13.62  feet  above  gage  datum.  The  gage 
is  read  twice  daily  by  J.  P.  Wrightstone. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  top  edge  of 
bridge  seat,  left  abutment. 

CHANNEIi— The  channel  is  straight  above  the  station  for  200  feet 
to  a  4  foot  mill  dam.  Below  the  station  it  is  straight  for  75  feet 
and  then  bends  to  the  right.  Both  banks  are  high  and  not  sub- 
ject to  overflow.  The  bed  is  fairly  hard  and  there  is  one  channel 
at  aU  stages. 
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KKMAHKK^-Tailrace  of  iiiill  ou  left  bauk  300  feet  above  the  bridge 
comes  in  a  little  above  the  left  abutment  and,  when  mill  is 
running  all  its  wheels,  water  may  be  raised  a  little  higher  at  left 
side  of  span.  Water  runs  over  the  dam  at  all  stages.  This  stream 
keeps  up  a  remarkably  high  dry  weather  flow  on  account  of  the 
limestone  springs  on  its  watershed. 


DISCHARGE    MEASUREMENTS    OF    yELU)W    BREECHES    CREEK 
OLMSTED'S  MILL,  CUMBERIJ^ND  COUNTY,  PA. 

(Drainage  area  223  square  mUeMj. 


AT 


No.       DaU 


1914 

K    May    4, 
2e    lulj    29. 
27     8«pt.  16, 


EEydrognplier. 
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Bcckord  ft  Taylor, 
Reckoid  ft  Brady, 
Taylor  ft  Qoosh. 


Feet. 


127 
12S 
124 


Sq. 


£0 

2tf 
214 


Ft. 
per 
sec 

1.24 
0.€4 
0.57 


R^narks. 


Feet. 


1.75 
0.94 
0.S8 


Sec 
ft. 

4S 

158 

12S 


Surface  meaanrMn^it. 
0.€  measorement. 
0.6  meaanremeot. 


DISCHARGE  TABLE  FOR  YELLOW  BREECHES  CREEK  AT  OLMSTED'S 
MILL,  CUMBERLAND  COUNTY,  FROM  JAN.  1,  1914. 
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Feet. 

8ec.-ft. 

Feet. 

8ec.-ft. 

Feet. 

8ec.-ft. 

Feet. 

Sec. -ft. 

Feet. 

1 

,    Sec. -ft. 

0.€0 

80 

.10 

680 

.70 

1806 

.80 

2865 

.90 

3060 

.00 

90 

.20 

620 

.80 

1800 

.40 

2385 

7.00 

S750 

.70 

i           lOS 

.80 

660 

.90 

1415 

.50 

2405 

.» 

3860 

.80 

125 

.40 

705 

4.00 

1470 

.60 

2480 

.80 

3860 

.90 

146 

.50 

750 

.10 

1685 

.70 

8560 

.80 

1.00 

'            175 

.60 

796 

.20 

1580 

.80 

8640 

.40 

4160 

.10 

805 

.70 

840 

.80 

1616 

.90 

2786 

.80 

4270 

.20 

285 

.80 

886 

.40 

1686 

6.00 

2816 

.60 

4380 

.80 

230 

.90 

980 

.60 

1756 

.10 

2805 

.70 

4485 

.40 

805 

3.00 

976 

.60 

1815 

.80 

2896 

.80 

4610 

.50 

810 

.10 

lOQO 

.70 

1875 

.80 

8085 

.90 

4780 

.00 

880 

.80 

1086 

.80 

1985 

.40 

8116 

8.00 

4850 

.70 

480 

.80 

1110 

.90 

1996 

.50 

8270 

.80 

460 

.40 

1156 

5.00 

8060 

.00 

8865 

.90 

600 

.60 

1805 

.10 

2126 

.70 

8460 

2.00 

640 

.60 

1266 

1 

.20 

Z195 

1 

.80 

86G6 

I^ote..— This  table  Is  appUcahlL  subsequent  to  Jan.  1,  1914.   and  la  baaed  on  8  disdiarce 
ments  made  during  1914,   together  with  former  cunre. 
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E&5TIMATED  MONTHLY  DISCHARGE  OF  YELLOW  BREECHES  CREEK 
AT  OLMSTED'S  MILL,  CUMBERLAND  COUNTY,  PA. 

(Drainage  area  2M  square  miles). 


MONTH. 


Dlfldiarge  in  Second-feet. 


Run-off. 


1914. 

January,    , 

February 

March 

April,     , 

May 

Jane,    

July 

AnguRt,     . , 

September 


1 

Maximam. 

Minlmnm. 

Mean. 

1A60 

288 

4M 

USD 

2U 

448 

1070 

199 

4»8, 

1               107O 

sag 

580; 

840 

274 

464  ! 

284 

188 

a9 

890 

188 

224 

880 

18S 

178 

146 

119 

188 

Second-feet 

per  sqaare 

Depth  in 
inches. 

2.006 

8.347 

2.0OO 

2.002 

2.064 

2.868 

2.882 

2.002 

2.081 

2.890 

0.9S2 

1.08& 

1.004 

1.167 

0.77ft 

0.896 

0.606 

0.666 

BIG  SWATARA  CREEK, 


DESCRIPTION  OF  BASIN. 

Big  Swatara  Creek,  a  tributary'  of  the  Susquehanna  River  from 
Schuylkill,  Berks,  Ijebanon  and  Dauphin  counties,  drains  an  ap- 
proximate area  of  565  square  miles.  Rising  in  the  hills  in  the  south- 
western part  of  Schuylkill  County,  this  stream  flows  in  a  general 
southwesterly  direction  through  a  broad,  rolling,  farming  country, 
well  inhabited  and  largely  deforested,  to  its  mouth  at  Middletown, 
Dauphin  County,  a  distance  of  about  65  miles.  On  the  headwaters 
in  Schuylkill  County  lie  numerous  anthracite  coal  mines,  the  culm 
from  which  pollutes  the  entire  stream.  There  are  numerous  tribu- 
taries, the  principal  being  Little  Swatara  aud  Quittapahilla  creeks. 
The  sub-basins  of  some  of  the  tributaries  are  underlain  with  limestone 
and  numerous  strong  springs  contribute  to  its  flow.  The  slope  is 
flat  and  the  flow  sluggish  in  the  lower  portion.  The  city  of  Lebanon 
and  numerous  large  boroughs  and  villages  lie  on  the  watershed.  The 
main  stream  and  its  branches  are  used  to  some  extent  for  domestic 
and  industrial  supply,  while  numerous  mill  and  po\yer  dams  cause 
slack  water  for  long  stretches. 

The  upper  part  of  the  watershed  is  subject  to  a  mean  annual  pre- 
cipitation of  from  40  to  50  inches  and  the  lower  portionfrora  40  to 
45  inches. 

The  discharge  has  been  measured  at  Jonestown,  just  above  the 
mouth  of  Little  Swatara  Creek,  since  November  10,  1910. 
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SUSQUEHANNA  BASIN-STATION  NO.  39. 


BIG  SWATARA  CREEK  AT  JONESTOWN,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  steel,  through-truss,  highway  bridge  be- 
tween R.  R.  Station  and  Jonestown  proper,  Lebanon  County. 

RECORDS  AVAILABLE— Discharge  complete  from  November  21, 
1910,  to  September  30,  1914. 

DRAINAGE  AREA— 190  square  miles. 

GAGE — A  sectional  chain  gage  is  fastened  to  the  floor  of  the  bridge 
on  the  downstream  sidewalk.  The  length  of  chain  from  the  bot- 
tom of  the  weight  to  the  marker  is  22.97  feet.  The  elevation  of 
zero  is  arbitrary.  Bench  Mark  No.  1  is  niche  cut  in  top  of  corner 
stone  on  sixteenth  tier  from  top  of  left  abutment,  downstream 
face,  elevation  8.49  feet  above  gage  datum.  The  gage  is  read 
twice  daily  by  employees  of  the  Lebanon  Valley  Consolidated 
Water  Supply  Co. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading  at  low  stages.  The  initial  point 
for  soundings  is  top  face  of  left  abutment. 

CHANNEL— The  channel  is  straight  for  150  feet  above  and  200  feet 
below  the  station.  Both  banks  are  low  but  water  passes  under 
the  bridge  at  all  stages.    The  bed  consists  of  gravel  and  culm. 

REMARKS — There  is  a  mill  dam  about  6  miles  above  which  stores 
water  at  night.  This  station  is  maintained  in  co-operation  with 
the  Lebanon  Valley  Consolidated  Water  Supply  Co. 


DISCHARGE  MEASUREMENTS  OF  BIG   SWATARA   CREEK  AT  JONES 

TOWN,   LEBANON  COUNTY,   PA. 

(Drainage  area  190  square  miles). 


1 

• 

No. 

Date. 

Qjdrograidier. 

• 

^ 

1 

1 

1 

Remarks. 

1 

1 

1 

03 

Ft. 

1 

Peet. 

Sq. 
tt. 

per 
sec. 

Feet. 

Sec. 
ft. 

1914 

i 

21 

Feb.    18. 

Hosmer  ft  Beckord,  .. 

188 

351 

0.72 

4.82 

266  1  Taken  onder  lee  cortr. 

2S 

Mar.     4. 

Reckord  ft  Brown,  ... 

183 

325 

1.08 

4.40 

352 

Taken  onder  ice  corer. 

a 

Sept.  17, 

Taylor  ft  Gooffb 

lh6 

151 

0.2S 

8.10 

40 

0.0  mamt. 
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DISCHARGE    TABLE    FOR    BIG    SWATARA    CREEK    AT    JONESTOWN, 

LEBANON  COUNTY,   FROM  JAN.    1,   1912. 


® 


Feet. 

2.90 

S.OO 

.10 

.20 

.80 

.40 

.50 

.60 

.70 

.80 

.90 

4.00 

.10 


1 

^ 

m 

■M 

1 

Xl 

A 

.             1 

n 

A 

• 

1 

1 

1 
1 

1 

5- 

XI 

9f 

US 

o 

IB 

Q 

1 

O 

Q 

o 

Q 

o 

Q 

1 

Q 

Sec. -ft. 

0 

10 

80 

60 

90 

125 

160 

20O 

2« 

290 

3ffi 

386 

440 


Feet. 

.20 
.SO 
.40 
.60 
.60 
.70 
.80 
.90 
5.00 
.10 
.20 
.30 
.40 


Sec.-ft. 
600 
666 
6S0 

696 

765 

840 

916 

996 

1080 

1170 

1260 

1380 

1460 


Feet,     i 
.50 
.60 
.70 
.80, 
.90  I 
6.00 
.10 
.20 
.80  1 
.40 
.601 
.60 
.TO 


Sec.-ft. 

Feet.     . 

1660 

.80 

1660 

.90  1 

1770 

7.00 

18S0 

.10' 

1990 

.20 

2100 

.30 

2210 

.40 

2320 

.50. 

2480 

.60, 

2640 

.70 

2650 

.80 

2766 

.90 

2S82 

8.00  J 

Sec.-ft. 


S114 
3280 
3860 
8470 
3580 
3710 
3880 
3950 
4070 
4190 
4810 
4430 


Feet. 

Sec.-ft. 

.10 

4662 

.20 

4674 

.30 

4796 

.40 

4»18 

.60 

5040 

.60 

5162 

.70 

5284 

.80 

5406 

.90  j 

6628 

9.00 

1 

56^ 

Note.— This  rating  table  la  only  applicable  subsequent  to  Jan.  1,  1912,  and  is  based  on  2  bieli 
water  discharge  measurements  mado  during  1913,  together  with  former  curre,  tbe  change  baying 
affected  former  tables  above  7  ft. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  BIG  SWATARA  CREEK  AT 

JONESTOWN,    LEBANON   COUNTY. 

(Drainage  area  190  square  miles). 


MONTH. 


Discharge  In  Second -feet. 


\faxlmuin. 


1914. 

January 

Fphruary 

March 

April 

Maj' 

June,    ; 

July 

August 

September,      


Minimum. 


2770    

2110' 

1520 

1580  412  ; 

1210  '  188 

19(1  ■  72 

7S1  69 

2S9  I  22 

114  10 


Mean. 


456  I 
438 

583 
778 
529 
121 
222 
116 
49 


Run-off. 


I  Second-feet 
I  per  Moare 
I         mile. 


2.400 
2.306 
.2.806 
4.005 
2.784 
0.637 
1.168 
0.611 
0.258 


Depth   in 
inches. 


2.767 
2.400 
S.?84 
4.568 
3.210 
0.711 
1.S47 
0.704 
0.2SS 


Croek  frozen  Jan.   33-21  iDclusive,   and   Feb.   14-Mar.   15  inclusive:   and  discharge  estimated   froni 
Conodoguinet  Creek  at  Bryaon's  Bridge. 


POTOMAC  BASIN 


(225) 


•• 


(228) 
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MONOCACY  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Monocacy  River,  one  of  the  largest  tributaries  of  the  Potomac 
River,  rises  in  Adams  County,  Pennsylvania,  in  two  branches;  namely. 
Rock  and  Marsh  creeks.  Rock  Creek  rises  in  the  central  part  of 
Adams  County,  in  Strabane  Township,  and  flows  in  a  southerly  direc- 
tion into  Maryland.  Marsh  Creek  rises  in  the  western  part  of  Adams 
County,  in  Franklin  Town^ip,  and  flows  southeasterly  to  its  con- 
fluence with  Rock  Creek,  about  one-quarter  mile  below  the  state 
line,  thus  forming  the  Monocacy  River.  Several  tributaries  joining 
the  Monocacy  River,  in  Maryland,  drain  portions  of  southwestern 
and  southeastern  Adams  County,  Pennsylvania;  namely,  Alleway, 
Piney  and  Middle  creeks.  The  total  drainage  area  of  the  Monocacy 
River  is  approximately  940  square  miles,  of  which  231  lie  in  Penn- 
sylvania. Its  length,  below  the  confluence  of  Rock  and  Marsh  creeks, 
is  about  55  miles.  The  river  throughout  the  greater  portion  of 
its  course  flows  through  a  rolling,  limestone  country  of  highly  cul- 
tivated farms  and  is  polluted  by  washings  from  tanneries  and  mills 
along  its  banks  and  its  tributaries.  The  largest  towns  in  its  water- 
shed are  Gettysburg,  Pennsylvania,  and  Frederick,  Md.,  the  former 
of  which  obtains  part  of  its  domestic  water  supply  from  Marsh 
Creek,  while  the  latter  receives  its  domestic  water  supply  from  the 
parent  stream.  There  are  numerous  small  mills  on  its  tributaries 
which  are  operated  by  water  power. 

The  mean  annual  precipitation  over  this  watershed,  in  Pennsyl- 
vania, is  from  40  to  45  inches. 

The  discharge  of  this  stream  has  been  measured  at  Frederick, 
Md.,  since  August  4, 1896. 
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POTOMAC  BASIN-STATION  NO.  1 


MONOCACY  RIVER  NEAR  FREDERICK,  MD. 


DESCRIPTION  OF  STATION. 

LOCATION — At  the  county  iron  bridge  on  the  turnpike  four  miles 
northeast  of  Frederick  on  the  road  leading  from  Frederick  to 
Mt.  Pleasant,  Md.  ^ 

RECORDS  AVAILABLE— Discharge  complete  from  August  4,  1896, 
to  September  30,  1914. 

DRAINAGE  AREA— 660  square  miles. 

(tAGE — A  standard  chain  gage  is  fastened  in  the  middle  of  the  firs 
span  from  the  right  bank.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  marker  is  34.18  feet.  The  elevation  of 
zero  is  arbitrary.  Bench  Mark  No.  1  is  a  hole  drilled  in  the  top 
of  a  coping  stone  on  the  lower  wing  of  the  right  abutment,  about 
100  feet  back  from  the  initial  point  for  soundings,  elevation  29.17 
feet  above  gage  datum.    The  gage  is  read  twice  daily. 

DISCHARGE  MEASUREMENTS— Taken  from  the  two  span  high- 
way bridge.  The  right  channel  is  measured  from  the  lower  side 
and  the  left  channel  from  the  upper  side.  The  initial  point  for 
soundings  is  a  cross  cut  in  the  face  of  the  parapet  wall  on  tlie 
lower  wing  of  the  right  abutment. 

CHANNEL — ^The  channel  is  straight  above  and  below  the  station  for 
300  feet  and  100  feet  respectively.  Both  banks  are  low  and 
subject  to  overflow,  although  all  water  passes  under  the  bridge. 
The  bed  is  composed  of  gravel  and  cobble  stones. 

REMARKS — ^The  following  data  have  been  furnished  by  the  United 
States  Geological  Survey. 
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DISCHARGE 


MEASUREMENTS       OF       MONOCACY 
FREDERICK,  MD. 

(Drainage  area  660  square  miles). 


RIVER       NEAR 


No.       Date. 


Hydrographer. 


n 
•a 


• 

a 

o 

■ 

5 

tf 

o 

1 

1 

• 

§ 

a 

9 

.a 

< 

S 

O 

Q 

Remarks. 


! 


38 
89 

40 


1913 


I  Feet. 


Aug.    14,    Padgett  &  Batchelder.j 
Aug.    28,  !  Stevens 


Aug.    28,  I  Stevens, 


1S2 
76 

84 


Sq. 
ft. 
175 
68 


59 


Ft. 

per 
sec. 
0.95 
1.20 

1.29 


Feet. 

4.38 
4.04 

4.04 


Sec.    I 
ft. 
166  <  0.6  msmt. 
76  ,  Wading 
bridge. 
76  ;  Wading 
I     bridge. 


msmt. 
msmt. 


above 
above 


Note.—Tbese   lueasurements   have   hocn    published    in    the   1912   report   of   the   Water   Sapply   Com- 
mi.Hsiun.   but  have  bwn  revised  by  tho  U.  S.  Geological  Sun'ey. 


DISCHARGE  TABLE  FOR  MONOCACY  RIVER  NEAR  FREDERICK,  MD 

FOR  1912. 
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ja 

sa 

ja 

XI 

«* 

bf 
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S 

1 

.3 

§ 

w4 

§ 

1 

§ 
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§ 

O 

Q 

o 

Q 

O 

0 

O 

Q 

O 

Q 

Feet. 

Bee.-ft 

Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

Feet. 

1  Sec.-ft. 

1. 

1  Feet. 

Sec.-ft. 

8.00 

.10 

.» 
.30 
.40 
.50 
.60 
.70 
.80 

4U 
468 

408 
645 
698 
648 
686 
749 

.20 
.30 
.40 
.50 
.60 
.70 
.80 
.90 

1706 
1790 
1875 
1960 
2046 
1     2130 
2220 
2310 

.30 

.40 
.50 
.60 
.70 
.80 
.90 
10.00 

8615 
!     3710 
1    8806 

'    8900 

8906 

4090 

1     4185 

4280 

1     .40 

'     .60 

.60 

.70 

;i    .80 

.90 

12.00 

.10 

6640 

.10 

6740 

20 

6840 

.M 

6040 

.40 

6040 

.60 

0140 

.60 

6240 

.TO 

84 

6840 

.80 

86 

.90 

806 

8.00 

2400 

.10 

4375 

1     .20 

6440 

.90 

60 

6.00 

863 

.10 

2490 

.20 

4470 

.80 

6540 

4.00 

08 

.10 

922 

.20 

2580 

.30 

4665 

.40 

6640 

.10 

80 

.» 

968 

.80 

2670 

.40 

4660 

.60 

6740 

.20 

US 

.30 

1046 

.40 

2760 

.60 

4756 

.60 

6840 

.80 

180 

.40 

nil 

.60 

2865 

.60 

4850 

i     .70 

6946 

.40 

107 

.50 

1178 

.60 

2960 

.70 

4945 

.80 

7050 

.60 

197 

.60 

1247 

.70 

8045 

.80 

5040 

.90 

7156 

.60 

fXl 

.70 

1818 

.80 

8140 

.90 

6140 

18.00 

7260 

.70 

280 

.80 

1891 

.90 

S23S 

11.00 

5240 

.80 

804 

.90 

1467 

9.00 

8330 

.10 

6340 

.00 

m 

7.00 

1546 

.10 

3425 

.80 

5440 

6.00 

870 

.10 

1626 

.20 

8520 

.80 

6640 

1 

i 
1 

This  table  is  not  applicable  for  Ice  or  obstructed  channel  conditions.  It  is  based  on  4  diseharise 
measurements  made  during  low  water  of  1913  and  1914  and  form  of  previous  curves,  and  is  well 
defined  for  1913  and  1914  between  gage  heights  3.9  feet  and  4.3  feet.  Above  gage  height  12.6  feet 
the  rating  curve  is  a  tangent,  the  difference  l>eing  1(K>  per  tenth.  Fairly  well  defined  Tor  1912  and 
1918-14  above  4.8. 
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ESTIMATED    MONTHLY    DISCHARGE    OF    MONOCACY    RIVER    NEAR 

FREDERICK,   MD. 

(Drainage  area  660  square  miles). 


MONTH. 


Discharge  in  Secood-feet. 


Maximnm. 


Minimum. 


al912. 

January 

Pebruarj,     

March,     

April 

May 

June,    

July 

August 

Soptoinber 

October 

November,     

Decenil.'er,    

The  year 


8800 
13000 
14000 

2800 

i9eo 

2190 
2960 
S420 
17400 
1060 
1960 
9060 

17400 


S93 
598 
294 
197 
1S9 
139 
68 
167 
167 
189 


68 


Mean 


796 

1980 

8750 

1260 

719 

858 

496 

488 

1890 

809 

811 

877 


106O 


Ban-off. 


Second-feet 

per  Muare 

mile. 


1.210 
3.000 
6.660 
1.890 
1.090 
0.642 
0.750 
0.666 
2.110 
0.468 
0.471 
1.380 

1.600 


Depth  in 
inches. 


1.40 
8.24 
6.65 
2.11 
1.28 
0.60 
0.86 
0.76 
2.33 
0.64 
0.52 
1.63 


21.72 


January.     . 
February. 
March,     . . . 
April,     .... 

Biay 

June 

July 

August,     . . 
September, 
October,    . . 
November, 
December, 


bl91S. 


4760 
1820 

18200 
4760 
1960 
643 
831 
2220 
4860 
7890 
2400 
7890 


The  year. 


18200 


806 

197 

269 

643 

331 

167 

36 

68 

80 

101 

243 

276 


80 


1690 


2480 

1620 
ffTZ 
281 
124 
228 
272 

1060 
516 

1800 


913 


2.560 
0.967 
3.760 
2.450 
1.090 
0.426 
0.18S 
0.346 
0.412 
1.610 
0.782 
1.970 


1.880 


2.960 
1.010 
4.340 
2.730 
1.190 
0.480 
0.220 
0.400 
0.460 
1.860 
0.780 
2.270 


18.680 


January,    . 
Febraary, 
March,    ... 

April 

May 

June 

July 

August,     . . 
September, 


C1914. 


7060 
8S20 
7780 
5140 
3S80 

569 
3900 
2400 

212 


645 


646 

259 

101 

78 

59 

43 


I 


1820 

123C 

1620 

1330 

866 

281 

497 

292 

77 


2.76 

1.86 

2.46 

2.00 

1.31 

0.860 

0.758 

0.442 

0.116 


3.W 
1.94 
2.82 
2.25 
1.51 
0.89 
0.87 
0.51 
0.13 


a  Affected  by  ice  Jan.  7-27  and  Feb.  6-17. 

b  Bxtimated  January  14  to  16  and  Feb.  10  to  Mar.  6  account  Ice  effect. 

c  Oage  out  of  repair  May  1-4,  discharges  interpolated.    Probably  slight  ice  effect  during  Feb..   no 
correction  made. 
Note.— 1912  and  1913  monthly  revised  from  former  reports  on  account  of  gage  height  corrections. 


OHIO  BASIN 
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ALLEGHENY  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Allegheny  River,  the  largest  tributary  of  the  Ohio  Ri>er  in 
Pennsylvania  draining  11,775  square  miles  in  Pennsylvania  and 
New  York,  rises  in  the  hilly  plateau  on  the  west  slope  of  the  Alle- 
gheny Mountains  in  northwestern  Pennsylvania,  at  an  elevation  of 
about  2250  feet  above  sea  level.  Its  tributaries  drain  the  west  slope 
of  these  mountains  from  Somerset  County,  near  the  southern  bound- 
ary, through  the  Conemaugh  River,  to  the  extreme  northern  boundary, 
and  westward  nearly  to  the  Ohio  line  through  Oil  and  French  creeks. 

Its  actual  source  is  in  Potter  County,  in  about  the  center  of  the 
northern  border  of  the  State,  whence  it  flows  northwesterly  for 
about  50  miles  into  New  York,  thence  southwesterly  into  Pennsyl- 
vania again,  47  miles  being  in  New  York.  From  this  point  it  is 
213  miles  to  the  mouth,  its  junction  with  the  Monongahela  River  at 
Pittsburgh,  where  the  Ohio  River  is  formed,  the  total  length  of  the 
river  being  310  miles. 

In  Potter  and  McKean  counties  the  river  and  its  tributaries  are 
small  mountain  streams,  in  well  wooded,  steep  valleys,  and  a  sparsely 
inhabited  region.  In  New  York  the  main  valley  is  wide  and  flat, 
the  slope  slight  and  the  land  under  a  high  state  of  cultivation,  and 
thickly  ix)pulated.  Coming  back  into  Pennsylvania  the  hills  con- 
verge, the  valley  narrowing  and  the  slope  is  steeper.  The  population 
again  becomes  scattered,  the  tributary  valleys  well  wooded,  and  the 
bordering  hills  are  high  and  timbered.  The  larger  tributaries,  how- 
ever, contain  large  areas  of  cleared,  cultivated  land,  notably  those 
from  the  west. 

The  lower  150  miles  is  more  densely  I'opulated,  many  railroads  and 
large  towns  and  thriving  industries  bordering  its  banks,  and  using 
its  waters.  For  25  miles  above  Pittsburgh  the  river  has  been  slack- 
watered  by  three  dams  and  the  banks  are  almost  continuously  popu- 
lated. 

For  the  ujiper  30  miles,  tlie  slope  is  27  feet  per  mile,  tlie  next  05 
miles,  2.4  feet  per  mile,  the  next  87  miles,  3.7  feet  per  mile,  and  the 
lower  126  miles,  2.1  feet  per  mile. 

In  the  first  115  miles  of  its  length  the  river  bed  consists  mostly 
of  fine  sand  and  gravel,  much  of  it  lying  above  the  terminal  morain : 
from  this  point,  however,  the  bottom  changes  to  loose  stones  and 
boulders,  riffles  occur  frequently,  but  seldom  is  solid  rock  in  evi- 
dence. 
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The  largest  tributary,  the  Kiskiminitas  Biver,  draining  1,892  square 
miles,  comes  in  25  miles  above  the  junction  of  the  Monongahela  and 
Allegheny  rivers,  no  streams  of  importance  joining  it  between.  From 
that  point  up  many  large  tributaries  come  in,  mostly  from  the  east, 
as  follows:  Crooked,  Mahoning  and  Red  Bank  creeks,  Clarion  Biver 
French,  Oil,  Tionesta,  Brokenstraw,  Conewango  and  Kinzua  creeks, 
several  of  which  drain  over  1,000  square  miles.  Those  from  the  west, 
French,  Oil,  Brokenstraw  and  Conewango  drain  the  glaciated  area, 
containing  numerous  lakes  and  swamps,  and  rounded  gravel  hills 
with  little  timber  while  their  watersheds  are  quite  generally  culti- 
vated. Those  from  the  east  drain  a  mountainous,  timbered  and  less 
inhabited  and  cultivated  country. 

The  drainage  basin  is  about  124  miles  in  extreme  width  and  175 
miles  in  length,  much  narrower  at  its  southern  point,  and  its  great- 
est width  is  at  the  Pennsylvania-New  York  State  line. 

The  basin  embraces  widely  varying  topographic  conditions,  rang- 
ing from  high,  rough  mountainous  country  along  the  east  boundary, 
to  broad,  terraced  valleys  with  wide  bottom  lands  in  New  York  State. 
In  it  are  included  the  oil  and  gas  producing  regions,  vast  bituminous 
coal  fields,  much  of  the  remaining  merchantable  timber  and  many 
other  valuable  natural  resources. 

Most  of  this  basin  lies  in  the  zone  of  40  to  45  inch  rainfall,  whUe 
a  small  portion  along  the  southwestern  part  is  subject  to  45  to  50 
inch  rainfall,  and  another  small  section  near  the  mouth  from  35 
to  40  inches. 

The  flow  is  measured  at  Kittanning,  48  miles  above  Pittsburgh, 
and  at  Bed  House,  New  York,  since  August  18,  1904,  and  September 
4,  1903,  respectively. 


OHIO  BASIN— STATION  NO.   1. 


ALLEGHENY  RIVER  AT  RED  HOUSE,  N.  Y. 


DESCRIPTION  OF  STATION. 

LOCATION — On  K(m1  House  l>ridge  near  the  station  of  the  Erie  and 
Pennsylvania  railroads  about  5  miles  below  Salataanca,  N.  Y. 

RECORDS  AVAILABLE— Discharge  complete  from  September  4, 
1903,  to  September  30,  1914. 

DRAINAGE  AREA— 1,640  square  miles. 
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GAGE — A  standard  chain  gage  is  fastened  to  the  upstream  side  of 
the  bridge  near  middle  of  left  span.  The  length  of  chain  from 
the  bottom  of  the  weight  to  the  marker  is  24.16  feet.  The  eleva- 
tion of  zero  is  arbitrary.  Bench  Mark  No.  1  is  a  circle  cut  on 
the  downstream  side  of  the  left  abutment,  elevation  21.09  feet 
above  gage  datum.    The  gage  is  read  by  O.  A.  Gates. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  left  end  of 
downstream  side  of  bridge. 

CHANNEL — The  channel  is  straight  above  and  below  the  station  for 
800  feet.  The  right  bank  is  high  and  does  not  overflow.  The 
left  bank  overflows  only  at  flood  stages.  The  bed  is  composed 
of  gravel. 

REMARKS — The  following  data  have  been  furnished  by  the  IJ.  S. 
Geological  Survey. 


DISCHARGE  MEASUREMENTS  OF  ALLEGHENY  RIVER  AT  RED  HOUSE, 

N.  Y. 

(Drainage  area  1,6^0  square  miles). 
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DISCHARGE  TABLE  FOR  AI^LEGHENY  RIVER  AT  RED  HOUSE,  N.  Y., 

FROM  APRIL  1  ,1913. 
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urements made  during  1912  and  1913  and  coincides  with  former  curve  above  gage  height  6.1  ft 
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ESTIMATED  MONTHLY  DISCHARGE  OF  ALLEGHENY  RIVER  AT  RED 

HOUSE,  N.  Y. 

(Drainage  area  t,6k0  square  tnUes), 


Olscharge  in  Second-feet. 


MONTH. 


:ni. 

Janaar7, 

February,    

March.    

April 

iUj 

Jane 

Juljr 

Auffast,    

September,    


90000 

idsoo 

22900 
1440 

456 
810 
865 


23401 

1170' 
410. 
200l 

aooj 

200' 

) 


1 
Maximum. 

Minimum. 

-                    1 

Mean. 

< 

i 

1 
1 

1              15800 

•••••     •«••« 

1 

2810 
2600 

••••••>>•••• 

5940 

8499 
361.S 

34G 
370 
3S^> 


Run-off. 


Second -feet 

per  Muare 

mile. 


1.41 
l.oc! 
3.62 
5.18 

3.4;; 

.416 
.211 
.22G 
.231 


Depth  in 
inches. 


1.63 
1.58 
4.17 
5.7^ 

.47 
.-'4 
.1'6 


I 


KINZUA  CREEK. 


DESCRIPTION  OF  BASIN. 

Kinzoa  Creek,  a  tributary  of  the  Allegheny  River  in  Warren  County, 
drains  an  area  of  approximately  one  hundred  and  eighty  square  miles. 
Rising  in  the  center  of  McKean  County,  it  follows  a  general  westerly 
(liieetion  tlirough  a  rou{>b,  sparsely  settled  area,  covered  partly  with 
second  growth  timber,  very  little  farming  being  carried  on  along 
its  course,  to  its  mouth  at  Kinzua,  Warren  County,  a  distance  of 
about  »»5  miles.  The  slope  is  st(H*p  and  in  general  the  stream  flows 
iu  a  deep,  narrow  valley  between  high  mountain  ridges.  Of  the 
many  tributaries,  the  principal  one  is  the  South  Branch.  The  head- 
waters of  one  of  its  tributaries  are  used  for  a  water  supply.  The 
mean  annual  precipitation  over  this  watershed  is  from  40  to  45 
inches. 

The  discharge  has  been  measured  since  October  23,  1909,  at  Dew- 
drop,  approximately  three  miles  above  the  mouth. 
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OHIO  BASIN—STATION  NO.  2 


KINZUA  CREEK  AT  DEWDROP,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
3  miles  above  the  mouth. 

RECORDS  AVAILABLE— Discharge  complete  from  November  1, 
1909,  to  November  20,  1911,  and  July  22,  1912,  to  September  30, 
,  1914. 

DRAINAGE  AREA— 171  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  side 
of  the  bridge.  The  length  of  the  chain  from  the  bottom  of  the 
weight  to  the  marker  is  16.39  feet.  The  elevation  of  zero  is  arbi- 
trary. Bench  Mark  No.  1  is  outer  downstream  corner  of  coping  on 
left  abutment,  elevation  10.95  feet  above  gage  datum.  Bench  Mark 
No.  2  is  a  square  cut  in  stone  on  top  of  downstream  end  of  right 
bridge  seat,  elevation  10.92  feet  above  gage  datum.  The  gage  is 
read  once  daily,  except  Sundays,  by  C.  R.  Morrison. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings,  isj  top  edge  of  left 
bridge  seat. 

CHANNEL — The  channel  is  straight  above  and  below  the  station  for 

'     300  feet  and  600  feet  respectively.     Both   banks  overflow   at 

extreme  high  stages.    The  bed  is  composed  of  rocks  and  gravel. 

DISCHARGE    MEASUREMENTS    OP    KINZUA    CREEK    AT    DEWDROP, 

WARREN  COUNTY,  PA. 

(Drainage  area  171  square  miles). 
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17    April      6 
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Hosmer 

WUboh  ft  Taylor, 


■a 

5 


• 

a 

o 

5 

• 

OB 

s 

«4 
O 

P- 

t 

1 

§ 

a 

" 

^ 

o 

P 

37 


Sq. 
ft. 
3W 
35 


Ft. 

per 

Feet. 

Sec. 

sec. 

ft. 

2.14 

3.02 

661 

1.&4 

0.96 

1 

41 

BcmarkB. 


0.6  measurement. 
Wading    meaaarement    50' 
above  bridge. 


2^3 

DISCHARGE  TABLE   FOR   KINZUA   CREEK     AT   DEWDROP,    WARREN 

COUNTY,   FROM  JAN.   1,   1914. 
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p:stimated  monthly  discharge  of  kinzua  crkek  at  1)i:w 

drop,  warren  county,  pa. 

(Drainage  area  171  square  miles). 


Discharge  In  8(;oon(l-feet. 


1  villi -4  iff. 


MONTH. 


January.     . 
P'ebruarj*, 
Marcli,     ... 
April.      ... 

May 

June,    

July 

August,     . . 
September, 


1P14. 


Second-fwt 

per  square 

mile. 


1.906 
2.696 
4.409 
4.982 
4.068 
0.S38 
0.810 
0.338 
0.8S6 


Ooptli  iu 
inrlios. 


2.197 
2.808 
5.063 
5.568 
4.713 
O.60O 
0.357 
0.891 
0.431 


Creek   frozen   Jon.   Ti   to   29   Inclusive;    Feb.   16-Mar.    26  inclusive,    and   discha-ge   estimated    from 
Brokenstraw  Creek  at   Youngs vlll«.\ 
tEstiinated. 


CONEWANGO  CREEK. 


DESCRIPTION  OF  BASIN. 

Conewango  Creek  is  one  of  the  largest  tributaries  of  the  Allegheny 
River,  draining  a  total  area  of  approximately  825  square  miles,  688 
of  which  lie  in  New  York  State.  Rising  in  the  western  part  of  Cal- 
laJagus  County,  N.  Y.,  it  flows  southwardly  across  the  New  York- 
Pennsylvania  State  line,  in  Warren  County,  about  10  miles  west  of 
where  the  Allegheny  River  crosses.  Its  source  and  all  of  its  basin  lie 
in  the  once  glaciated  region,  abounding  in  lakes,  ponds  and  marshes, 
the  country  being  rolling  and  largely  deforested,  under  cultivation 
and  well  inhabited.  The  valleys  are  broad  and  flat.  The  Chaut- 
auqua Lake  in  New  York,  lies  on  a  tributary  of  Cassadoga  Creek,  and 
below  its  junction  the  valley  is  particularly  flat,  and  the  stream 
very  sluggish. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  October,  1909,  at  Frews- 
burg,   New  York. 
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OHIO  BASIN— STATION  NO.  3. 


CONEWANGO  CREEK  AT  FREWSBURG,  N.  Y. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
known  as  Whitman's  Bridge,  about  1  mile  above  Frewsburg, 
N.  Y.,  and  18  miles  above  the  mouth. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  October  25,  1909,  to  September  30,  1914. 

DRAINAGE  AREA— 690  square  miles. 

GAGE — A  sectional  chain  gage  is  fastened  to  the  railroad  ties  near  the 
left  abutment  of  the  railroad  bridge  crossing  the  stream  75  feet 
upstream  from  the  highway  bridge.  The  length  of  chain  from 
the  bottom  of  the  weight  to  the  marker  is  22.43  feet.  The  eleva- 
tion of  zero  is  arbitrarj\  Bench  Mark  No.  1  is  outer  downstream 
comer  of  coping  stone  of  left  abutment,  downstream  wingwall, 
elevation  "10.87  feet  above  gage  datum.  Bench  Mark  No.  2  is 
outer  downstream  corner  of  wingwall  of  left  abutment  on  top 
of  last  step  down  from  top,  painted  red,  elevation  11.06  feet 
above  gage  datum.  The  gage  is  read  once  daily  by  Freeland  P. 
Hobart 

DISCHARGE  MEASUREMENTS— Taken  from  the  downsti-eam  side 
of  the  highway  bridge  and  at  railroad  bridge  during  extreme 
floods,  as  the  water  passes  around  both  ends  of  the  highway 
bridge.  The  initial  point  for  soundings  is  center  handrail  post, 
left  end  of  bridge  looking  downstream. 

CHANNEL — The  channel  above  the  station  is  straight  for  75  feet 
to  the  railroad  bridge,  then  makes  a  bend  to  the  left.  The  chan- 
nel below  the  station  is  straight  for  600  feet.  The  right  bank  is 
a  wide,  low  meadow  and  both  banks  overflow  during  high  stages. 
The  bed  is  composed  of  clay  and  gravel. 
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DISCHARGE  MEASUREMENTS   OF   CONEWANGO   CREEK     AT  FREWS 

BURG,  N.  Y. 

(Drainage  area  690  $quare  mUe%), 


No. 


Date. 


IS 
14 


1914. 


April 
Aug. 


Hydrograpb^r. 


Remarks. 


Fi*er, 


Hoamer 

Wilaon  ft  Taylor. 


I 


157 
122 


!    Ft. 

Sq. 

'    per 

Feet. 

ft. 

sec. 

1688 

1.87 

7.80 

648 

o.ao 

0.88 

Sec. 

ft. 

2965    0.6 
112  I  o.e 


method, 
method. 


DAILY  MEAN  GAGE  HEIGHTS  OF  CONEWANGO  CREEK    AT  FREWS- 
BURG,  N.  Y. 


1. 

2, 
S. 
4. 
5. 

?: 

9, 

10. 

11. 

12. 
13. 
14, 
15. 

Ifi. 

IV. 

IS. 

19. 
20. 

21. 
22. 
23. 
24, 
25. 

28. 
27, 
28. 

80. 
W. 


1914. 


DAY. 


JAN. 


a.  H. 


2.48 
2.30 
9..  80 
?.43 
"^.48 

2.48 
2.48 
2.49 
2.tiS 
8.48 

8.5.S 
t3  6a 

8.68 
•8.76 

3.76 

3.68 
3.48 

3.2S 

3.:8 

3.23 

3.43 
3.79 
3.86 
4.28 
I.SS 

r>.4S 
5.08 
7.96 
9.42 
10.98 
11.99 


FEB. 


G.  H. 


11.92 
11.62 

ic.ao 

8.87 
6.87 


MAB. 


4.02 
3.79 
3.52 
8.42 
3.82 

8.27 
3.27 
3.26 
8.23 
8.17 

8.17 
3.02 
2.92 
t2.84 
2.77 

2.T7 
2.76 
2.72 


G.  H.       G.  H 


APR. 


t2.60 
2.28 
2.41 
2.61 
2.44 


6.77 

2.46 

6.52 

2.63 

ti-.28 

2.46 

4.08 

}2.88 

4.12 

2.81 

2.86 
3.22 
3.1f 
3.21 
8.41 

3.71 

8.18 
9.31 
9.21 
8.41 

5.86 
6.16 
4.11 


tl3.21 
12.06 
11.78 
11.60 
10.76 

9.10 

7.80 

9.88 

10.90 

10.82 

10.82 

10.00 

9.36 

8.50 

7.75 

7.67 
6.56 
6.30 
6.10 
6.00 

5.4o 
6.80 

5.10 


6.66 

-v.w 

4.86 

9.86 

4.90 

10.96 

4.76 

14.06 

4.67 

14.44 

4.20 

13.98 

4.08 

IS.U 

MAT. 


G.  H. 


8.74 
8.64 
8.44 
8.19 
4.04 

8.19 
8.47 
8.89 
8.74 
8.91 

8.91 

9.44 

11.89 

12.47 

12.18 

11.79 
8.96 
7.19 
6.41  ! 
4.89 

4.09 
8.84 
3.65 
8.49 
3.29 

3.11 
8.01 
2.96 
2.90 
2.82 
8.54 


JUNE. 


G.  H. 


8.04 
2.62 
2.62 
2.88 
2.98 

2.47 
2.86 
2.28 
2.18 
2.08 

1.93 
1.S6 
1.84 
1.72 
1.66 


1.48  I 
1.88! 
1.23  I 
1.24 
1.53  I 

1.62 
1.46 
1.44 
1.88 
1.38 

1.26 
1.24 
1.88 
1.28 
1.26 


JULY. 


G.  H. 


1.27 
1.28 
1.22 
1.12 
1.02 

0.92 
0.89 
0.92 
0.91 
0.87 

0.82 
0.87 
1.02 
0.96 
0.92 

0.96 
0.96 
0.91 
0.86 
0.76 

0.60 
0.66 
0.64 
0.64 
0.56 

0.58 
0.66 
0.64 
0.62 

0.48 
0.44 


AUG. 


G.  H. 


0.86 
0.84 
0.89 
0.88 
0.82 

0.80 
0.26 
0.17 
0.20 
0.18 

0.28 
0.88 
0.80 
0.41 
0.S7 

0.82 
0.26 
0.41 
0.45 
0.86 

1.85 
1.84 

1.82 
1.68 
1.66 

1.68 
1.55 
1.36 
1.80 
2.82 
1.86 


SEPT. 


G.  H. 


1.69 
1.62 
1.64 
1.63 
1.48 

1.88 
1.8S 
1.82 
1.28 
1.15 

1.00 
0.98 
0.90 

0.87 
0.85 

0.8S 
0.78 
0.69 
0.66 
0.66 

0.«7 
0.66 
0.06 
0.70 
0.80 

0.87 
0.90 
0.9S 
0.96 
0.90 


I 


*Creek  froaen  Jan. 
polated. 


14-27  inclusive;  Feb.  11-Mar.  8  Incluslye.     fHax.  18.61  at  7:45  a.  m.    tinter- 
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BROKENSTRAW  CREEK. 


DESCRIPTION  OP  BASIN. 

Brokenstiaw  Creek,  a  tributary  of  the  Allegheny  River,  draius  an 
area  of  approximately  324  square  miles,  70  of  which  lie  in  New 
York  State.  Rising  in  Chautauqua  County,  New  York,  about  five 
miles  north  of  the  Pennsylvania  State  line,  it  flows  in  a  general  south- 
erly direction  and  enters  P>ie  County,  Pa.,  near  its  northeastern  cor- 
ner, and  turning  southeasterly  passes  into  and  through  Warren 
County  to  its  mouth  at  Irvineton,  a  distance  of  about  35  miles.  This 
stream  flows  through  a  rolling,  agricultural  country,  bordered  by  a 
wide  valley,  sparsely  settled  and  considerably  deforested.  A  few 
boroughs  lie  in  the  basin  and  some  farming  villages.  The.  flow  of  this 
stream  is  not  rapid,  the  source  lying  at  an  elevation  of  1,720  feet 
and  the  mouth  at  1,140  feet,  the  average  slope  per  mile  being  10 
feet  from  the  New  York  State  line  through  Pennsylvania  to  its 
mouth.  Tlie  upper  watershed  lies  within  the  glacial  area.  There 
are  many  tributaries,  Little  Brokenstraw  being  the  largest,  and  on 
the  headwaters  there  are  a  few  lakes,  ponds  and  swamps.  It  is  not 
used  for  water  supply  and  very  little  power  has  been  developed. 

The  mean  aunual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  of  this  creek  has  been  measured  since  October  22, 
1900,  at  Younjjsville,  Warren  County,  approximately  3  miles  above 
its  mouth. 


OHIO  BASIN— STATION  NO.  4 


BROKENSTRAW  CREEK  AT  YOUNGSVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOC'ATFON — On  single  si)aii,  steel,  through -truss,  highway  and  trol- 
ley bridge  at  Youngsville,  3  miles  above  i\w  month. 

KK(X)1U)S  AVAILAHLK— Discharge  roniplete  from  October  22, 
1900,  to  September  30,  1914. 

DHAINACJE   AREA— 290   square  miles. 
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GAGE — ^A  14  foot  staff  gage  is  spiked  to  the  face  of  the  right  abut- 
ment. The  elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1 
is  ring  cut  in  stone  on  top  of  upstream  comer  of  right  abutment 
on  the  outer  edge  near  the  date  1891  cut  in  stone,  elevation  12.42 
feet  above  gage  datum.  The  gage  is  read  twice  daily  by  W.  F. 
Schnell. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  Low  water  measurements  taken  by  wading.  The 
initial  point  for  soundings  is  face  of  retaining  wall  under  end 
of  downstream  handrail,  right  end. 

CHANNEL — The  channel  above  the  station  curves  to  the  right  look- 
ing upstream,  and  there  is  a  rifQe  300  feet  above.  The  channel 
below  the  station  is  straight  for  1,000  feet  with  a  riffle  400  feet 
below.  The  right  bank  is  high  and  does  not  overflow.  The  left 
bank  overflows  for  a  short  distance  under  approach  trestle  at 
high  stages.  The  bed  is  composed  of  clay  and  gravel,  the  sec- 
tion is  deep  and  the  current  sluggish. 

REMARKS — At  approximately  10  feet  gage  height  water  leaves  the 
regular  creek  channel  about  ^  mile  above  the  gaging  station  and 
discharges  through  a  flood  channel  to  the  west.  Since  the  quan- 
tity of  water  flowing  in  the  flood  channel  is  unknown  at  the 
present  time,  discharges  above  gage  height  10.0  feet  have  not 
been  published. 

DISCHARGE  MELiSUREMENTS  OF  BROKBNSTRAW  CREEK  AT  XOUNGS- 

VILLE,  WARREN  COUNTY,  PA. 

(Drainage  area  290  square  miles). 


So. 


Date. 


17 
18 


m4. 

April      8 
Aug.       6 


I 


Hydrographer. 


• 

a 

tf 

• 

%4 

o 

1 

A 

m 

• 

t 

a 

1 

< 

S3 

o 

Q 

Hoszner , 

Wilaon  ft  Taylor. 


Feet. 

120 
8.*; 


I  Ft. 

Sq.   ,  per 

ft.    I  sec. 

882  I  S.S7 

3S2  I  0.12 


Feet. 

Sec. 

ft. 

4.81 

»76 

-0.24 

46 

Renuurka. 


Sorface  meaaorement. 
0.2  and  0.8  measurement. 
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DISCHARGE  TABLE  FOR  BROKENSTRAW  CREEK  AT   YOUNGSVILLE, 

WARREN  COUNTY,  FROM  JAN.  1,  1913. 


4>l 

• 

• 

A 

A 

A 

.a 

ja 

if 

• 

Si 

ft 

if 

• 

Si 

if 

± 

if 

• 

» 

% 

tf 

%. 

tf 

^ 

tf 

4> 

eS 

« 

« 

(d 

|M 

1 

■s 

m 

s 

0) 

1 

Q 

1 

1 

1 

1 

ja 

1 

Peet. 

Sec. -ft. 

Peet. 

Sec. -ft. 

Peet. 

1  Sec. -ft. 

.Peet. 

Sec.-ft 

Peet. 

Sec. -ft. 

-.80 

30 

.60 

427 

.50 

1765 

.40 

8775 

.80 

6790 

—.20 

35 

.70 

486 

.60 

1865 

.60 

8905 

.40 

6860 

—.10 

40 

.80 

587 

.70 

1946 

.60 

4040 

.60 

7U0 

0.00 

60 

.90 

692 

.80 

2005 

.70 

4175 

.60 

780O 

.10 

60 

2.00 

1     650 

.90 

2180 

.80 

4815 

.70 

7475 

.20 

71 

.10 

710 

4.00 

^S3f^ 

.90 

4460 

.80 

7969 

.80 

88 

.20 

775 

.10 

2S1d 

6.00 

4610 

.90 

7885 

.40 

97 

.30 

840 

.80 

2485 

.10 

4765 

8.00 

8000 

.60 

US 

.10 

1     905 

.80 

2525 

.20 

4925 

.10 

8175 

.60 

181 

.50 

976 

.40 

2680 

.80 

6090 

.20 

8860 

.70 

161 

.60 

1045 

.50 

2785 

.40 

5200 

.80 

8525 

.80 

178 

.70 

1120 

.60 

2840 

.60 

5480 

.40 

870O 

.90 

197 

.80 

1     1195 

.70 

2060 

.00 

6600 

.60 

88n 

1.00 

228 

.90 

1270 

.80 

8060 

.70 

6770 

.60 

9Q60 

.10 

251 

3.00 

1860 

.90 

S17S 

.80 

6040 

.70 

9226 

.20 

282 

.10 

1480 

6.00 

8290 

.90 

6U0 

.80 

MOO 

.30 

816 

.20 

;     1610 

.10 

8406 

7.00 

8260 

.90 

9576 

.40 

858 

.30 

'    1566 

.20 

8526 

.10 

•460 

8.00 

97SO 

.60 

893 

.40 

1680 

.80 

8650 

■ 

.20 

6620 

Note:— Thlii  table  Is  only  unplicablo  subsequent  to  Jan.  1,   1918,   and  is  based  on  two  discbaise 
mensurements  made  In  1918.   tofrothc-r  wltb  former  curve. 
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ESTIMATED    MONTHLY   DISCHARGE   OF   BROKBNSTRAW   CREEK    AT 

YOUNGSVILLE,  WARREN  COUNTY,  PA. 

(Drainage  area  290  $quare  miles). 


January, 
Februarj, 
March,     ... 

April 

W&y 

June 

Jnly,     

Auinist.     . . 
September, 


MONTH. 


1M4. 


Maxim  am 

Minimum 

1 

60B0 

2B» 

8880 

2T0D 

282 

<               3&SD 

97 

i                 122 

40 

50 

36 

71 

30 

00 

80 

746 

482 

1250 

967 

616 

68 

38 

39 

87 


Run-off. 


Second-feet 

per  square 

Deptb  in 

mile. 

inches. 

2.S72 

2.966 

1.663 

1.731 

4.S10 

4.968 

8.80O 

8.682 

1.7T9 

2.061 

0.217 

0.243 

0.181 

0.161 

0.184 

0.164 

0.128 

0.143 

Creelc  frozen  Jan.  11-17  incluxire;  Feb.  S-Mar.  18  inclusive.    Discharge  estimated  from  climatolo- 
gical  records. 


TIONESTA  CREEK. 


DESCRIPTION  OF  BASIN. 

Tionesta  Creek,  one  of  the  large  tributaries  of  the  Allegheny  River, 
drains  approximately  485  square  miles  in  Warren,  McKean  and 
Forest  counties.  The  main  stream  rises  on  the  west  slope  of 
the  All^heny  Mountains  in  the  southcentral  part  of  Warren  Coulity, 
and  flows  in  a  northeasterly  direction  for  approximately  13  miles 
to  Clarendon,  Warren  County,  where  it  turns  and  flows  in  a  general 
southerly  direction  for  approximately  13  miles  to  the  Warren-For- 
est county  line,  thence  flowing  in  a  general  southwesterly  direction 
for  approximately  32  miles  to  its  mouth  in  the  Allegheny  River  at 
Tionesta,  Forest  County,  a  total  distance  of  approximately  58  miles. 

The  valley  of  the  stream  near  its  headwaters  is  fairly  broad,  the 
creek  flowing  through  low,  marshy  land,  hut  after  it  leaves  Shef- 
field, it  enters  a  gorge-like  valley  with  the  hills  rising  500  feet  to  600 
feet  on  either  side,  to  its  month.  The  valleys  in  the  lower  reaches  are 
farmed  to  a  small  extent,  while  on  the  adjoining  hills  is  some  virgin 
and  second-growth  timber.  A  large  portion  of  the  high  ground  is 
tinder  cultivation. 

There  is  considerable  lumbering  carried  on  in  its  drainage  basin, 
and  there  are  several  saw  mills  along  the  course  of  the  stream  and 
its  tribntaries.     There  are  also  several  small  water  power  installa- 
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tions  along  this  stream,  some  of  wbicli,  however,  have  been  abandoned. 
It  is  proposed  to  erect  a  3Q0-foot  dam  near  the  mouth  of  the  creek, 
in  connection  with  a  proposed  hydro-electric  power  plant,  which  will 
hack  water  up  almost  to  Sheffield. 

The  elevation  of  tlie  creek  at  Saybrook,  at  the  mouth  of  Four-Mile 
Hun,  18  miles  below  its  source,  is  KM8  feet  above  mean  sea  level, 
while  at  its  mouth  at  Tionesta  it  is  1044  feet  above  mean  sea  level, 
a  fall  of  304  feet  in  a  distance  of  approximately  40  miles,  or  at  the 
rate  of  7^  feet  per  mile. 

There  are  no  large  streams  entering  the  creek,  although  there  are 
numerous  small  tributaries  from  the  east  and  west.  Several  of  the 
tributaries  above  Sheffield  and  Clarendon  come  from  wooded  hills, 
and  are  clear  and  pure. 

The  largest  'communities  in  its  watershed  are  Nebraska,  Sheffield, 
Clarendon,  none  of  whlth,  however,  are  of  any  considerable  size. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  bee?n  measured  since  July  26,  1912,  at  Butler 
Bridge,  about  2  miles  above  Nebraska,  Forest  County,  Pa. 


OHIO  BASIN— STATION  NO.  6. 


TIONESTA  CREEK  AT  BUTLER  BRIDGE,  PA. 


DESCRIPTION  OF  STATION. 

IX)CATION — On  three  span  bridge,  2  deck  spans  and  one  througli- 
truss  steel  span,  about  2  miles  above  Nebraska,  Forest  County. 

RECORDS  AVAILABLE — Dischal-ge  measurements  and  gage  heights 
from  July  26,  1912,  to  September  30,  1914. 

DRAINAGE  AREA-~420  square  miles. 

GAGE — A  sectional  chain  gage  is  fastened  to  the  face  of  the  wooden 
guard-rail.  The  length  of  chain  from  the  bottom  of  the  weight  to 
the  marker  is  32.77  feet.  The  elevation  of  zero  is  arbitrary. 
Bench  Mark  No.  1  is  a  cross  chiseled  on  the  downstream  side  of 
the  right  pier,  marked  R.  M.  and  W.  S.  C.  of  Pa.,  elevation  17.77 
feet  above  gage  datum.  The  gage  is  read  \^nQe  daily  by  Mrs. 
P.  S.  Mooro. 

DTSCHARfiE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  right  end  of 
downstream  handrail. 


^»;. 
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CHANNEL— The  channel  is  straight  for  200  feet  above  and  1,500 
feet  below  the  station.  Both  banks  are  high,  not  subject  to  over- 
flow, and  wooded.    The  bed  is  composed  of  gravel  and  boulders. 

Rr]MARKS — The  creek  flows  under  .through-truss  steel  span,  except 
during  extreme  floods. 


DISCHARGE    MEASUREMENTS    OF    TIONESTA    CREEK    AT    BUTLER 

BRIDGE,  FOREST  COUNTY,  PA. 

(Drainage  area  420  square  miles). 


1 

d 

1 

o 

fi 

42 

No. 

Date. 

Hydrographer. 

i 

• 

§ 

"S 

i, 

J 

• 

Remarka. 

t 

4> 

*i 

^ 

•< 

^ 

s 

• 

a 

Ft. 

Feet 

Sq. 
ft.     1 

per 

Feet. 

Sec. 
ft. 

1914. 

8 

April      9 
Aoff.       6 

Hosmer,     

147 
90 

1 

849 
70 

1 

4.63 
0.60 

7.28 
8.16 

4849 
42 

flnrfx^A     mMIRTK'AmAnf 

4 

Wilson  ft  Taylor 

Wading  BW  above  brid«t\ 

DAILY    MEAN    GAGE    HEIGHTS    OF    TIONESTA    CREEK    AT    BUTLER 

BRIDGE,  FOREST  COUNTY,  PA. 


1914. 

JAN. 

FFF. 

MAR. 

APR. 

MAY. 

JUNE. 

JULY. 

AUG. 

SEPT. 

DAY. 

G.  H. 

G.  H 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

Q.  H. 

1 

4.80 
4.60 
•4.60 
4.60 
4.60 

4.60 
5.00 
5.00 
4.90 
5.00 

5.00 
5.00 
5.00 
5.00 
5.10 

5.10 
5.10 
5.10 
.^.10 
5.10 

.=>.10 

r..io 

.-.20 
5.60 
.-,.70 

.■..no 
r..so 
G.oo 

7..'iO 
8.00 
7.00 

7.88 
6.59 
5.99 
6.29 
6.29 

5.79 
5.39 
5.19 
4.79 
•7.79 

7.49 
6.69 
6.69 
6.69 
6.69 

6.69 
6.69 
6.39 
6.28 
6.29 

6.09 
6.09 
o.9» 
.-..S9 
.-.79 

:..ti9 
■..69 
.'..49 



6.68 
6.4S 
6.38 
6.88 
5.48 

5.48 
5.38 
6.38 
6.38 

5.18 

5.18 
5.28 
6.28 
6.28 
r).4S 

6.88 
7.28 
7.68 

7.18 
6.48 

5.98 
5.98 
5.9S 
.-.78 

r..6s 

12.73 
7.98 

10.83 
9.78 
8.28 
7.48 

6.78 
6.98 
6.68 
6.6S 
6.06  > 

6.38 
7.68 
6.96 
6.98 
6.06 

5.88 
6.06 
5.78 
5.88 
6.18 

6.06 
5.78 
5.88 
5.38 
5.38 

0.28 
5.06 
5.06 
4.78 

4..S8 

<i.98 
(;.3S 
5.78 
5.48 
5.28 

4.86 
4.76 
4.46 
4.56 
5.46 

5.76 
5.26 
5.16 
6.46 
5.36 

5.36 
7.86 
9.46 
7.86 
6.66 

6.96 
5.66 
5.16 
4.96 

4.76 

4.66 
4.46 
4.36 

4. 26 
4.16 

4.06 
4.06 
4.26 
4.56 
4.76 
4.26 

8.94 
8.94 
8.84 
4.<N 
4.04 

8.94 
3.84 
3.74 
8.64 
8.64 

3.64 
3.54 
8.54 
3.54 
8.84 

3.84 
8.84 
8.44 
8.44 
3.44 

3.44 
8.94 
4.04 
8.74 
8.64 

3.54 
3.44 
3.44 
3.64 
3.54 

8.62 
8.42 
3.42 
3.42 
8.42 

3.42 
8.82 
8.82 
8.22 
3.22 

3.32 
8.82 
8.82 
3.42 
8.52 

8.52 
8.82 
8.82 
8.82 

3.22 

3.22 
3.22 
3.22 
8.12 
3.22 

3.22 
3.28 
8.22 
8.12 
3.22 
8.22 

8.20 
8.20 

8.36 
8.10 
8.20 

3.19 
3.16 
8.16 
.8.16 
8.16 

8.86 
3.86 
8.86 
8.26 
8.86 

8.16 
8.26 
8.26 
8.88 
3.28 

3.26 
3.86 
8.86 
8.86 
3.66 

3.36 
3.26 
3.26 
3.86 
3.26 
3.36 

8.86 

2       

4.86 

3       

4.56 

4 

8.96 

5   ::::..::....:::... 

8.66 

6 

8.56 

7 

8.56 

8            

8.86 

5  ;::::::::...:.:.::: 

8.86 

10 

8.86 

*  • 

11 

'  s.n 

12 

^  W 

13 

8.9 

14 

8.26 

15 

8.98 

16 

1   '    •  - 
8.88 

17 

8.16 

18 

8.16 

19.      

8.18 

20 

8.16 

21 

».16 

22 

8.1$ 

23 

8.U 

LM       

s.m 

2r»     

3.16 

26 

3.16 

'-'7 

I'S 

LH 

8.26 

8.86 
8.26 

'>0 

8.86 

«jlf           .........•.•••••■•■ 

•Crwk  frozen  Jan,  3  to  29  Inclusive;  Feb.  lO-Mar.  26  induBlve,   with  gorge  below  gage  on  Mar.  26. 
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OIL  CREEK. 


DESCRIPTION  OF  BASIN. 

Oil  Creek,  a  tributary  of  the  Allegheny  River,  drains  an  approxi- 
mate area  of  335  square  miles  in  Erie,  Crawford,  Warren  and  Ven- 
ango counties.  It  rises  in  Oil  Creek  Lake,  Crawford  County,  which 
is  fed  by  numerous  streams  and  runs  heading  in  Erie  County;  the 
East  Branch  of  Oil  Creek  rising  in  a  large  lake  at  Spartansburg, 
Crawford  County,  'is  also  fed  by  numerous  streams  rising  in  Erie 
County.  These  two  streams  join  at  Centerville,  Crawford  County, 
the  creek  proper  having  a  fall  of  116  feet  in  a  distance  of  6  miles, 
while  the  East  Branch  has  a  fall  of  150  feet  in  eight  miles.  From 
the  junction  of  these  streams  Oil  Creek  flows  in  a  general  southerly 
direction  through  Crawford  and  Venango  counties  to  its  mouth  at 
Oil  City,  a  distance  of  30  miles.  From  Centerville  (elevation  1,275) 
to  Oil  City  (elevation  985),  the  fall  of  the  creek  is  at  a  uniform 
rate  of  10  feet  per  mile.  There  are  many  tributaries,  none,  however, 
of  any  considerable  size.  The  valley  of  Oil  Creek  is  wide  and  flat, 
the  hills  rising  abruptly  and  often  with  cliffs,  from  its  flood  plaiii. 
Its  upper  section  lies  in  the  glacial  area.  The  valley  is  underlain 
with  productive  oil  fields,  farming  and  oil  production  being  carried 
on  throughout  the  basin.  Its  valley  is  largely  deforested,  and  along 
its  course  lie  numerous  large  boroughs  and  villages.  The  stream  is 
used  extensively  for  industrial  water  supply  but  no  domestic  supplies 
are  obtained  from  it. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  October  20,  1909,  at  Rouse- 
ville,  about  two  and  one-half  miles  above  the  mouth. 
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OHIO  BASIN-STATION  NO    6. 


OIL  CREEK  AT  ROUSEVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  steel,,  through-truss,  highway  bridge, 
i  mile  below  Rouseville,  and  2^  miles  above  the  mouth. 

RECORDS  AVAILABLE— Discharge  complete  '  from  October  20, 
1909,  to  September  30,  1914. 

DRAINAGE  AREA— 330  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  handrail  on  the 
downstream  side  of  the  bridge  in  the  right  span.  The  length  of 
chain  from  the  bottom  of  the  weight  to  the  marker  is  22.37  feet. 
The  elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1  is  top  cor- 
ner at  upstream  end  of  stone  in  bottom  course  at  downstrc^am 
corner  of  right  abutment,  elevation  1.46  feet  above  gage  datum. 
Hendi  Mark  No.  2  is  bottom  of  iron  bed-plate  on  right  abutment, 
downstream  truss,  elevation  15.76  feet  above  gage  datum.  Bench 
Mark  No.  3  is  chiseled  rod  seat  on  second  stone  in  from  end,  dow^n- 
stream  side  of  right  abutment,  eighth  course  down  from  bridge 
seat,  elevation  5.30  feet  above  gage  datum.  The  gage  is  read 
once  daily  by  C.  H.  Wright. 

J^rsCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  and  by  wading  at  extreme  low  stages.  The  initial 
point  for  soundings  is  top  edge  of  right  bridge  seat. 

CHANNELr— The  channel  is  straight  and  the  flow  quiet  for  200  feet 
above  bridge.  The  channel  below  is  straight  for  1,000  feet.  The 
right  bank  overflows  in  extreme  floods,  and  the  left  bank  is  high 
nnd  <loes  not  overflow.  Tlie  bed  is  composed  of  gravel,  and  is 
clean. 


267 

DISCHARGE  MEASUREMENTS  OF  OIL  CREEK    AT  ROUSBVILLB,   VE- 
NANGO COUNTY,  PA. 

(Drainage  area  9S0  square  miles). 
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DISCHARGE   TABLE    FOR   OIL   CREEK     AT    ROUSEVILLB,    VENANGO 

COUNTY,  FROM  OCT.  20,  1909. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  OIL  CRKKK  AT  ROUSEVILLE, 

VENANGO  COUNTY,  PA. 

(Drainage  area  S90  square  miles). 


January, 
February, 
March,     ... 

April 

May 

June,    

July 

Au^st, 
September, 


MONTH. 


1914. 


Discbarge  in  St  cond-f eet. 


Maximum    i    Minimum 


Mean. 


6580 
3:'40 
7060 
4J$40 
5460 
328 

lor 

140 

no 


355 
14& 
17 
45 
45 
45 


784 

697 

1240 

1710 

1120 

130 

73 

79 

79 


Run -off. 


Serond-feet 
I     per  square 
mile. 


2.376 
2.112 
8.758 
5.182 
3.394 
0.3»i 
0.221 
0.239 
0.239 


Depth  in 
inches. 


2.738 
2.199 
4.883 

5.781 
8.918 
0.489 
0.255 
0.276 
0.267 


Oeek  frozen  Jan.  G  to  Js  inclusive,  and  Feb.  17  to  Mar.  16  inclusive,  and  discharge  estimated  from 
climatological  records. 


NORTH  BRANCH  OF  FRENCH  CREEK. 


DESCRIPTION  OF  BASIN. 

The  North  Branch  of  French  Creek,  the  largest  tributary  of  French 
Creek,  rises  in  the  southwestern  corner  of  New  York  State,  in  num- 
erous tributaries,  draining  an  area  of  approximately  217  square 
miles,  114  of  which  lie  in  New  York  State,  and  flows  in  a  general 
westerly  direction  into  Erie  County,  Pa.  and  thence  continues 
in  a  general  southerly  direction  to  its  junction  with  the  South 
Branch,  at  Leboeuf,  Erie  County,  a  distance  of  approximately  30 
miles,  the  entire  watershed  lying  north  of  the  terminal  morain. 

The  headwaters  of  this  stream  flow  through  broad,  flat  valleys,  the 
side  hills  being  low  and  rolling  and  covered  with  second  growth 
timber.  There  are  a  few  small  lakes  and  swampy  areas  at  the  head- 
waters, the  largest  lake  being  Findley  Lake,  in  New  Y'^ork  State,  near 
the  New  York-Pennsylvania  state  line.  As  the  stream  approaches 
its  confluence  with  the  South  Branch  the  hills  become  higher  and  the 
fall  greater.  Throughout  the  entire  course  it  flows  through  a  well 
populated,  agricultural  region.  There  are  numerous  small  towns 
and  boroughs  in  the  watershed,  the  largest  of  which  is  Wattsburg. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  of  the  stream  has  been  measured  since  May  4, 
1910,  at  Kimraeytown,  about  six  miles  above  its  mouth. 
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OHIO  BASIN— STATION  NO.  7. 


NORTH  BRANCH  FRENCH  CREEK  AT  KIMMEYTOWN,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  steel  highway  bridge  at  Kimmeytown,  5  miles  above 
the  mouth  of  the  creek. 

RECORDS  AVAILABLE— Discharge  complete  from  May  16,  1910, 
to  September  30,  1914. 

DRAINAGE  AREA— 190  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  19.95  feet.  The  elevation  of  zero  is  1235.7  feet  above 
sea  level.  Bench  Mark  No.  1  is  on  west  abutment,  downstream 
side,  top  of  caisson,  elevation  1250.09  feet  above  sea  level.  The 
gage  is  read  twice  daily  by  Mrs.  J.  L.  Carter. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  and  by  wading  at  a  section  200  feet  above  bridge 
at  extremely  low  stages.  The  initial  point  for  soundings  is 
outer  face  of  caisson  at  left  end  of  bridge. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  300  feet  and  600  feet  respectively.  Both  banks  are  subject 
to  overflow  at  extremely  high  stages.  The  bed  is  composed  of 
gravel. 

DISCHARGE  MEASUREMENTS  OF  NORTH  BRANCH  FRENCH  CREEK 

AT  KIMMEYTOWN,  ERIE  COUNTY,  PA. 

(Drainage  area  190  square  miles  J. 


Hydrographer. 


1914. 
Ang.       4 
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Wading   measurement. 
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DISCHARGE  TABLE  FOR  NORTH  BRANCH   FttLM  H   CREEK  AT   KIM 
MEYTOWN,  ERIE  COUNTY,  FROM  MAY  16,  1910. 
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0.60 

26 

.10 

414 

.60 

1120 

.10 

2060 

.60 

8820 

.70 

82 

.20 

450 

.70 

IISO 

.20 

2140 
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8420 

.80 

46 

.80 
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2220 
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8620 
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1.00 

86 

.50 

672 
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6.00 

2780 

.60 

4840 

.80 

216 

.   .10 
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ESTIMATED    MONTHLY    DISCHARGE    OF    NORTH    lUlANCH    FRENCH 
CREEK  AT  KIMMEYTOWN,  ERIK  COUNTY,  PA. 

(Drainage  area  190  square  miles). 


Discbarge  in  Second-feet. 


Run-off. 


MONTH. 


Maximum    i    Minimum 


Mean. 


January,     . 
February, 
March,     ... 

April 

May 

June 

July 

August.     . . 
September, 


1914. 


•5180 t 

1400  ' 

•9710 

28S0 

•4620 

138 

68 

160 

86 


194 


813 

'a 

21 
20 

20 


894 

319 

UOO 

IWO 

712 

60 

83 

42 

33 


Second-feet 

per  iwiuare 

mile. 


4.706 
1.879 
5.789 
6.816 
8.747 
0.S16 
0.174 
0.221 
0.174 


Depth  in 
inches. 


6.425 
1.748 
6.674 
6.981 
4.820 
0.868 
0.201 
0.256 
0.194 


Creek  froaon  Jan.  19  t(»    ^  Inclu.slvc,  Feb.  6  to  17  Inclusive,  and  discharge  estimated  from  Broken- 
straw  Creek  at  loungsville. 
•Estimated. 


CUSSEWAGO  CREEK. 


DES(^RIPTION  OF  BASIN. 

Cussewago  Creek,  one  of  the  largest  tributaries  of  French  (^reek, 
draining  ninety-two  square  miles,  rises  in  the  southern  part  of  Erie 
County  and  flows  in  a  general  southerly  direction,  through  Erie 
and  Crawford  counties,  for  a  distance  of  about  twenty  miles  to  the 
parent  stream  opposite  Meadville.  This  creek  foUow^s  a  tortuous 
course  and  the  flow  is  sluggish  throughout  its  entire  length,  passing 
through  a  wild,  shallow,  drift  filled  valley,  the  side  hills  of  which 
often  rise  abruptly  from  the  plains,  with  numerous  small  tributaries 
coming  in  from  the  east  and  west.  The  watershed  lies  entirely  within 
the  glacial  area,  the  hills  being  low,  rolling  and  largely  deforested, 
while  the  basin  is  well  populated  by  an  agricultural  community. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  of  this  creek  has  been  measured  since  May  2,  1910, 
at  Jone's  Farm,  above  Meadville,  Crawford  County. 
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OHIO  BASIN-STATION  NO.  S. 


CUSSEWAGO  CREEK  NEAR  MEADVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  steel,  highway  bridge,  near  Jones'  Farm,  4.5  miles 
above  Meadville,  and  4.5  miles  above  the  mouth  of  the  creek. 

RKOORDS  AVAILABLE— Discharge  complete  from  May  3,  1910, 
to  September  30,  1914. 

])KA1NA(}E  AREA— 90  square  miles. 

(lAOE — A  chain  gage  is  attached  to  the  bridge.  Tlie  length  of  chain 
from  the  bottom  of  the  weight  to  the  marker  is  14.86  feet.  The 
elevation  of  zero  is  1071.77  feet  above  sea  level.  Bench  Mark 
No.  1  is  on  top  of  upstream  side  of  left  abutment,  elevation 
1085.4  feet  above  sea  level.  The  gage  is  read  twice  daily  by 
J.  E.  Hofius. 

DrftCHAROE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  ])oint  for  soundings  is  outer  edge  of 
left  abutment. 

CHANNEL — Tlie  rliaimel  above  and  below  the  station  bends  slightly 
to  the  left.  Molh  banks  are  subject  to  overflow  at  pig<*  height 
of  about  S  feet.     T1m»  h(Ml  is  soft  ami  subject   to  chang(\ 

DISOHAKCJE   MKASIJHKMENTS   OF   (^USSEWAliO   (4tKKK    NKAU    MiOAD- 

VILLE.    (CRAWFORD   COUNTY.    PA. 

(Driiinage  area  90  tsqudrc  milcH). 
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DISCHARGE    TABLE    FOR    CUSSBWAGO    CREEK    NEAR 

CRAWFORD  COUNTY,  FROM  MAY  3,  1910. 
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ESTIMATED   MONTHLY   DISCHARGE    OF   OUSSEWAGO    CREEK    NEAR 

MEADVILLE,  CRAWFORD  COUNTY,  PA. 

(Drainage  area  90  square  miles). 


Discbarge  in  Second-feet. 


MONTH. 


I 


Run-off. 


'   Maximum 


January,    . 
February, 
March,     ... 

April 

May 

June,    

July 

AuffUflt,     . . 
September, 


1914. 


82D 

663 

1010 

709 

1220 

88 

9 

7 

52 


Minimum 

Mean. 

39 

139 

117 
229 
298 

53 

12 

241 

4 

10 

1 

4 

1 

8 

2 

8 

Second-feet 

per  square 

mile. 


1.544 
1.900 
2.544 
8.311 
2.(r78 
O.Ul 
0.044 
0.022 
0.089 


Depth  in 
Inches. 


1.780 
1.354 
2.988 
3.684 
3.088 
0.124 
0.051 
0.025 
0.099 


Creek  froxen  January  16-30  Inclusive ;  February  15-March  19  inclusiye,  and  discharge  estimated  from 
climatologrlcal  records. 


FRENCH  CREEK. 


DESCRIPTION  OF  BASIN. 

French  Creek,  in  northwestern  Pennsylvania,  is  one  of  the  largest 
feeders  of  the  Allegheny  River,  draining  approximately  1,249  square 
miles,  of  which  about  114  lie  in  New  York  State.  It  rises  in  the 
plateau  in  the  southwestern  corner  of  New  York  State,  and  flows 
approximately  25  miles  southwesterly  to  the  Pennsylvania  line, 
crossttig  it  into  Erie  County,  Pa.,  17  miles  south  of  Lake  Erie. 
From  this  point  the  stream  continues  in  a  general  southwesterly 
direction  through  Erie  and  Crawford  counties,  cutting  across  the 
northeast  corner  of  Mercer  County  into  Veilango,  it  follows  a  south- 
easterly course  to  its  mouth  at  Franklin,  the  total  length  being  about 
100  miles.  This  stream  throughout  its  entire  length  Hows  through  a 
well  inhabited,  agricultural  country,  almost  defoi-ested,  and  con- 
taining in  its  basin  many  important  and  thriving  communities.  In 
general  this  stream  flows  through  a  broad  valley,  bounded  by  rolling 
hills  and  is  tortuous  in  its  course,  flowing  slowly  with  a  gen  lie  slope, 
often  through  long  deep  pools.  From  where  it  enters  V'enango 
County,  however,  to  its  mouth,  a  distance  of  12^  miles,  the  fall  is 
steeper,  often  broken  by  rapids,  the  hills  on  eitlier  side  being  higher. 
The  source  of  French  Creek  lies  at  an  approximate  elevation  of 
1700  feet,  and  to  LeBouef,  12  miles  below  the  Pennsylvania  State 
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line,  it  falls  at  tlie  rate  of  14  feet  per  mile;  tlience  to  the  Mereer- 
Venaiigo  county  line,  a  distance  of  50  miles,  the  rate  is  about  3  feet 
per  mile,  and  from  this  point  to  the  mouth,  approximately  12  miles 
the  rate  of  fall  is  8  feet  per  mile.  All  but  a  small  section  of  this 
basin  near  the  mouth,  lies  within  the  glacial  area,  and  at  Cam- 
bridge Springs,  where  the  valley  of  the  creek  for  about  eight  miles 
above  and  below  the  town  is  extremely  broad  and  flat,  is  said  to 
have  been  formerly  the  bed  of  a  large  glacial  lake.  There  are  many 
mineral  springs  in  this  section  of  the  drainage  basin.  Throughout 
the  entire  drainage  area  of  French  Creek  are  numerous  lakes,  ponds 
and  swamps  from  which  the  tributaries  of  the  stream  emanate, 
(^onneant  Lake,  said  to  be  the  largest  in  Pennsylvania,  lies  in  this 
watershed.  The  principal  tributaries  are — South  Branch,  Le  Boeuf, 
Conewago  Creek,  Contieautee  Creek,  Muddy  Creek,  Conneaut  Creek, 
Woodcock  Creek  and  Big  Sugar  Creek.  Numerous  domestic  and  in- 
dustrial water  supplies  are  obtained  from  French  Creek  and  its  tribu- 
taries. This  creek  at  one  time  was  extensively  used  by  grist  and 
flour  mills  for  power  purposes,  all  but  a  few  of  these  plants  have 
been  abandoned.  At  one  period  a  state  canal  followed  the  lower 
portion  of  this  stream. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  April  29,  1908,  at  Carlton, 
about  l.*^  miles  above  the  mouth. 


OHIO  BASIN— STATION  NO.  9. 


FRENCH  CREEK  AT  CARLTON,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  steel,  throug:h- truss,  highway  bridge  near 
Erie  Railroad  Station,  Carlton,  Mercer  County. 

HECOUDS  AVAILABLE— Discharge  complete  from  April  29,  1908, 
to  August  7,  1914,  juid  gage  heights  from  August  8  to  Sep- 
tember aO,  1914. 

DRAINAGE  AREA— 1,070  square  miles. 

GAOE — A  standard  chain  gage  is  attached  to  the  downstream  hand- 
rail, left  span.     The  length  of  chain  from  the  bottom  of  the 
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weight  to  the  marker  is  22.82  feet.  Tlie  elevation  of  zero  is 
1033.67  feet.  Bench  Mark  Ko.  1  is  right  hand  downstream  cor- 
ner of  center  pier  coping,  elevation  1051.25  feet  above  sea  level. 
Bench  Mark  No.  2  is  aluminum  tablet  in  top  stone  at  northeast 
corner  of  bridge,  stamped  ^*1052-1908,''  elevation  1052.034  feet 
above  sea  level.  Bench  Mark  No.  3  is  on  the  doAvnstream  left 
abutment  on  the  fourth  course  below  bridge  seat  near  face  of 
abutment  on  wingwall,  elevation  1047.0  feet  above  sea  level. 
The  gage  is  read  twice  daily  by  E.  E.  Dean. 

DISCHARGE  M EASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading  during  extreme  low  stages.  The 
initial  i)oint  for  soundings  is  end  of  upper  angle  of  downstream 
handrail  at  right  bank. 

CHx\NNEL — The  channel  above  and  below  the  station  curves  gradu 
ally  to  the  left.  There  is  an  old  dam  800  feet  upstream,  and  an 
old  dam  IJ  miles  downstream.  The  right  bank  is  high  and  not 
subject  to  overflow.  The  left  bank  is  low  and  water  passe.^ 
around  several  feet  deep  for  width  of  400  feet  during  high  floods. 
The  left  aj>proach  is  8  feet,  more  or  less,  below  floor  of  bridge. 
The  bed  is  com])osed  of  sand,  gravel  and  boulders. 

]{ EM  ARKS— Prior  to  August  8,  1914,  a  staff  gage  fastened  to 
the  downstieam  si<le  of  the  j^er  in  the  right  span  was  read  twice 
(hilly.  On  August  7,  11)14,  n  chain  gage  was  i)laced  on  tbe  same 
datum  over  the  left  dianiiel  where  tbe  water  surface  is  at  a 
difTerent  elevation  than  at  the  old  staff  gage,  which  will  require 
a  re-rating  of  the  lower  part  of  the  curve. 

DISCHARGE  MEASUREMENTS  OF  FRENCH  CREEK    AT  CARLTON,  MER- 
CER COUNTY,  PA. 

(Drainage  area  1,070  square  miles). 


No. 


Date. 


Hydrographor. 
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DISCHARGE 


TABLE    FOR    FRENCH    CREEK    AT    CARLTON,    MERCER 
COUNTY,  FROM  APRIL  29,  1908. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  FRENCH  CREEK  AT  CARL- 
TON, VENANGO  COUNTY,  PA. 

(Drainage  area  1,070  square  miles). 


Discharge  In  Second-feet. 


MONTH. 


1914. 

January 

Kebruary,     

March 

AprU,      

May 

June 

July 


Maximam. 

Minimum. 

15700 

62S 

18700 

600 

17700 

460 

8820 

1500 

13700 

472 

640 

190 

262 

105 

Mean. 


Run -off. 


Second-feet 

per  square 

mile. 


Depth  in 
incises. 


8080 
2220 
4280 
4800 
8300 
800 
161 


2.879 
2.075 
4.000 
4.486 
S.271 
O.280 
0.150 


S.319 
2.162 
4.612 
5.006 
S.771 
0.S12 
0.178 


Creek  frozen  Feb.  21  to  Mar.  18  inclusive,  discharge  estimated  from  cUmatoIogical  records. 

On  Aug.  7  a  chain  gage  was  placed  on  the  same  datum  over  the  left  channel  whwe  the  water 
Nurface  is  at  a  diffe  ent  elevation  than  at  the  old  staff  gage,  which  will  require  a^rerating  of  tho 
lower  part  nt  the  curve. 


SUGAR  CREEK. 


DESCRIPTION  OF  BASIN. 

Sugar  Creek,  one  of  the  largest  tributaries  of  French  Creek,  rises 
in  two  branches  in  the  southeast  comer  of  Crawford  County  and  flows 
in  a  general  southerly  direction  with  numerous  large  tributaries  from 
the  east  and  west,  draining  approximately  173  square  miles,  to  its 
mouth  at  Sugar  Creek  Station,  Venango  County,  a  distance  of  ap- 
proximately twenty  miles.  It  flows  through  a  well  populated,  agri- 
cultural region,  the  side  hills  being  low  and  rolling  and  the  valleys 
wide  and  flat.  There  are  numerous  small  villages  in  the  watershed, 
the  largest  of  which  is  Cooperstown  Borough.  The  production  of 
oil  is  extensive  through  the  valley. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  of  this  stream  has  been  measured  since  May  6, 
1910,  at  Wyattville,  about  three  miles  above  the  mouth. 


273 


OHIO  BAkSIN-STATION  no.  10. 


SUGAR  CREEK  AT  WYATTVILLE,  PA. 


description  of  station. 

LOCATION — On  steel,  highway  bridge  at  Wyattville,  3  miles  above 
the  mouth  of  the  creek. 

RECORDS  AY AILABLP]— Discharge  complete  from  May  7,  1910, 
to  September  30,  1914. 

DRAINAGE  AREA— 160  square  miles. 

GAGE — A  chain  gage  is  attached  to  the  bridge.  The  length  of  chain 
from  the  bottom  of  the  weight  to  the  marker  is  13.77  feet.  The 
elevation  of  zero  is  1050.96  feet.  Bench  Mark  No.  1  is  on  top 
of  left  abutment,  downstream  side  of  bridge,  elevation  1062.48 
feet  above  sea  level.  Bench  Mark  No.  2  is  chiseled  rod  seat  on  pro- 
jection of  fifth  course  down  from  top  on,  upstream  end  of  left 
abutment,  elevation  6.49  feet  above  gage  datum,  or  1057.46  feet 
above  sea  level.    The  gage  is  read  once  daily  by  T.  G.  Wyatt. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  or  by  wading  at  a  section  J  mile  below  the  bridge 
at  low  stages.  The  initial  point  for  soundings  is  face  of  left 
abutment. 

CHANNEL — The  channel  above  and  below  the  station  is  straight 
for  600  feet  and  1,500  feet  respectively.  The  right  bank  is 
high  and  does  not  overflow.  The  left  bank  overflows  only  at 
extremely  high  stages.    The  bed  is  composed  of  gravel. 

REMARKS — At  low  water  a  pool  is  formed  owing  to  the  flat  slope 
of  the  creek. 
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DISCHARGE  MEASUREMENTS  OF  SUGAR  CREEK  AT  WYATTVILLE, 

VENANGO  COUNTY,  PA. 

(Drainage  area  160  square  miles). 


No. 


Date. 


Hjdrc^npher. 
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Wading    msmt.    600    feet 
below    bridge. 


DISCHARGE  TABLE  FOR  SUGAR  CREEK  AT  WYATTVILLE,  VENANGO 

COUNTY,  FROM  MAY  7,  1910. 
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1910 

.80 

2810 

.80 

60 

.90 

491 

.90 

1165 

.90 

,          2000 

.90 

2900 

.90 

76 

8.00 

655 

4.00 

1240 

5.00 

1           2090 

6.00 

2990 

2.00 

M 
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ESTIMATED   MONTHLY   DISCHARGE   OF   SUGAR   CREEK   AT   WYATT- 

VILLB,  VENANGO  COUNTY,  PA. 

(Drainage  area  160  square  miles). 


MONTH. 


1914. 


JanoArj,    . 
Febraai7« 
March,     . . , 

April,    

May 

Jane 

July,     

AuirnBt,    ... 
September, 


Discharge  in  Second- feet. 


Maximnm. 

Minimum. 

Mean. 

2040 

819 

1010 

268 

2ftao 

488 

1640 

820 

6» 

2730 

77 

620 

149 

49 

68 

49 

80 

SO 

58 

30 

49 

47 

87 

44 

Ran -off. 


Second -feet 

per  sqaare 

mile. 


1.994 
1.644 
8.019 
8.900 
8.875 
0.425 
0.244 
0.806 
0.276 


Depth  in 
Inches. 


3.29S 
1.712 
8.481 
4.S51 
4.468 
0.474 
0.2S1 
0.353 
0.306 


Creek  frocen  January  1,   2,    18,   14;   Feb.  9  to  March  S  tocIuslTe.    and  discharge  estimated  Feb. 
9  to  March  8  Inclusive  from  Oil  Creek  at  Rouseville.  f 


SANDY  CREEK. 


DESCRIPTION  OF  BASIN. 

Sandy  Creek,  with  a  total  drainage  area  of  159  square  miles  and 
a  length  of  36  miles,  rises  in  the  southern  part  of  Crawford  County 
and  follows  a  southeasterly  direction  to  Sandy  Lake  Borough  and 
then  an  easterly  course  to  its  mouth  in  the  Allegheny  River.  The 
elevation  of  the  source  is  1,350  feet  and  of  the  mouth  930  feet;  the 
first  6^  miles  from  the  source  has  a  slope  of  23  feet  per  mile,  the  next 
16  miles  to  Reeds  Furnace,  a  slope  of  2.5  feet  per  mile  and  thence  to 
the  mouth,  a  distance  of  13^  miles,  the  slope  is  17  feet  per  mile. 

Sandy  Creek  drains  a  country  with  rolling  hills  and  broad  valleys. 
The  basin  above  Reeds  Furnace  lies  within  the  glaciated  area  and 
contains  marshes  and  small  lakes,  including  Sandy  Lake.  The  stream 
has  a  number  of  small  tributaries,  the  largest  of  which  is  South 
Sandy  Creek  with  a  length  of  10  miles  and  a  drainage  area  of  27 
square  miles. 

Polk  and  Sandy  Lake  are  the  largest  towns  in  tlie  basin  and, 
in  addition  to  farming  and  coal  mining,  there  are  oil  and  gas  wells. 
The  stream  is  used  for  water  power  by  a  few  small  grist  mills. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  May  11, 1914,  at  Sandy  Lake 
Borough. 
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OHIO  BASIN— STATION  NO.  11. 


SANDY  CREEK  AT  SANDY  LAKE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — At  single  span,  iron,  through-truss,  highway  bridge,  at 
Lake  Street,  Sandy  Lake,  Mercer  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  May  11,  to  September  30,  1914. 

DRAINAGE  AREA--54  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  guardrail  on  the 
downstream  side  of  the  bridge.  The  length  of  chain  from  \he 
bottom  of  the  weight  to  the  marker  is  14.31  feet.  The  eJevation 
of  zero  is  1150.875  feet  above  sea  level.  Bench  Mark  No.  1  is 
small  point  on  stone  on  extreme  corner  of  coping  stone,  down- 
stream end  of  east  abutment,  or  southeast  corner  of  left  abut 
ment  looking  downstream,  and  is  marked  with  white  paint,  eleva- 
tion 1150.520  feet  above  sea  level.  The  gage  is  read  twice  daily 
by  T.  S.  Bailey. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  and  by  wading  at  a  section  250  feet  below  bridge. 
The  initial  point  for  soundings  is  face  of  flat  stone,  second  course 
from  top,  near  downstream  corner  of  west  abutment  or  right  look- 
ing downstream. 

CHANNEL — ^The  channel  is  straight  for  a  short  distance  above  and 
below  the  station.  There  are  two  islands  above  the  bridge,  and 
one  below,  the  latter  becoming  submerged  at  approximately  gage 
height  2.5  feet.  Both  banks  are  low,  with  small  willows  border- 
ing the  creek  channel.  The  bed  is  composed  of  gravel  and  stones, 
with  occasional  sand  bars. 
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DISCHARGE   MEASUREMENTS   OF    SANDY    CREEK   AT   SANDY    LAKE, 

MERCER  COUNTY^  PA. 

(Drainage  area  54  square  miles). 


No. 


1 

2 
3 
4 

5 
6 

7 
8 


Date. 


I 


1914. 

May  8. 

May  12. 

May  12, 

May  13, 

May  18, 

May  14, 

May  20, 

Aug.  10, 


Hydrographer. 


■ 

o 

e 

m 

• 

.a 

sc 

5 

if 

• 

• 

43 

o 

0) 

9 

t 

'*-) 

a 

9i 

.a 

es 

< 

1 

1 

o 

00 

Knight 

Knight 

Knight 

Knight 

Knight 

Kn!ght 

Knight 

Wilson  ft  Taylor,  ... 


Feet. 

84 
88 
99 
99 
99 
99 
44 
23 


Remarks. 


Sq. 

ft. 

91 

177 

227 

326 

312 

250 

26 

10 


Pt. 

per 

see. 
2.04 
2.18 
D.41 
3.10 
2.95 
2M 
1.20 
1.79 


TTeet. 

1.71 
2.71 
3.26 
4.82 
4.06 
3.42 
1.10 
0.70 


Sec. 

ft. 
185 
386 

548 

loce 

919 

664 

31 

19 


0.2  and  0.8  method. 
0.2  and  0.8  method. 
0.2  and  0.8  method. 
Snrf.   mamt. 
Surf.  mamt. 
0.2  and  0.8   method. 
Wading    msmt. 
Wading  msmt. 


DAILY  MEAN   GAGE  HEIGHTS  OF  SANDY   CREEK  AT   SANDY   LAKE, 

MERCER  COUNTY,  PA. 


1914. 


DAY. 


1 

2.    

8 

4 

& 

6 

7 

8 

9 

10 

U 

12 

18 

!♦ 

16 

18 

17 1 

18 

19 

20 

a.  

22 

23 

24 

25 

26 

27 

28 

29 

30.    

81 


MAY.     I     JUNE. 


G  H 


1.37 

O    QO 

km  •  «fC} 

4.20 
3.28 
2.22 

1.75  ' 
1.38  I 
1.21  ' 
l.OO 
1.09  j 

I 

1.06 
1.07  I 
1.06  I 
1.01 
0.97  i 

0.91 
0,87 
0.84 
0.92 
0.84 
0.74 


G  U 


0.79 
0.77 
0.80 
0.88 
1.02 

0.94 
0.84 

0.84 
0^2 
0.81 

0.88 
0.70 
0.66 
0.42 
0.57 

0.62 
0.32 
0.53 
0.74 
0.76 

0.52 
0.81 
1.06 
1.04 
0.91 

0.58 
0.79 
0,45 
0.81 
0.47 


JULY. 


G  H 


0.45 

0.43 
0.46 
0.54 
0.47 

0.41 
0.48 
0.40 
0.44 

0.56 

0.45 
0.01 
0.62 
0.75 
0.76 

0.69 
0.76 
0.77 
0.67 
0.64 


0. 
0. 
0. 
0. 


65 
40 
55 
51 


0.&5 

0.44 
0.70 
0.37 
0.25 
0.36 
0.43 


AUG. 


G  H 


0.63 
0.24 
0.25 
0.24 
0.45 

0.39 
0.84 

0.49 
0.44 
0.51 

0.57 
0.91 
0.33 
0.27 
0.44 

0.31 
0.43 
0.63 
0.44 
0.47 

0.48 
0.46 
0.53 
0.80 

0.83 

0.86 
0.60 
0..5.S 
0.53 
0.64 
0.68 


SEPT. 


G  H 


0.^ 
0.T6 
0.59 
0.5S 
0.53 

0.43 
0.47 

0.40 
0.37 
0.34 

0.S1 
0.41 
0.34 
0.70 
0.37 

0.4S 
0.51 

56 


O 

0 
0 


41 

31 


0.31 
0.47 
0.4b 
0.4o 
0-47 

0.42 
0.45 
0-47 
0.63 
0.^. 
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CLARION  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Clarion  Biver,  one  of  the  largest  tributaries  of  the  Allegheny 
River,  draining  an  area  of  approximately  1,232  square  miles,  rises 
in  several  branches  in  the  southern  part  of  McKean  Cou^nty.  The 
upper  branches  flow  in  a  general  southerly  direction  to  Johnsonburg, 
Elk  County,  where  they  unite  to  form  the  Clarion  River  proper.  From 
this  point  the  river  flows  in  a  general  southwesterly  direction,  in  a 
very  tortuous  course,  to  its  mouth,  at  Foxburg,  a  distance  of  ap- 
proximately 95  miles.  The  elevation  of  the  main  stream  at  Johnson- 
burg  is  1442  feet,  while  at  its  mouth  it  is  846  feet,  giving  an  average 
slope  of  six  and  one-half  feet  per  mile.  From  Johnsonbur:^  the  river 
flows  through  a  fairly  broad  valley  until  it  passes  Ridgway,  Elk 
County,  where  it  enters  a  deep  and  narrow  valley,  with  high  sides, 
which  gradually  increase  in  height  as  the  gorge  narrows,  so  that 
when  the  river  reaches  Clarion  County  it  flows  in  a  narrow  bed,  with 
very  high  precipitous  sides,  often  reaching  an  altitude  of  40(>  feet 
above  the  stream.  The  hillsides  below  Ridgway  have  beea  practically 
deforested  of  their  virgin  timber  and  are  now  covered  with  a  heavy 
second  growth. 

The  upper  portion  of  the  main  valley  is  more  thicklv  inhabited  and 
moje  largely  devoted  to  agriculture  than  is  the  lowe*  section,  in 
which  portion  the  main  valley  is  very  sparsely  inhabited  and  largely 
forest  covered,  while  tl|e  plateau  land,  on  either  side,  is  quite  gen- 
erally under  cultivation.  In  the  upper  portions  of  the  watersheds 
of  the  tributaries  much  of  the  timber  has  been  destroyed  by  forest 
firos  and  removed  by  pulp  and  paper  companies,  i)at  tiiere  arr  mun- 
e^ous  bmall  bituminous  coal  operations,  while  in  the  lower  part  of  the 
main  valley  gas  wells,  in  considerable  quantities  are  operated.  In 
Elk  County  the  tributaries  are  used  quite  considerably  for  domestic 
and  industrial  water  supply,  while  in  Clarion  County,  with  the  ex- 
ci'plion  of  the  borough  of  Clarion,  the  stream  is  little  use  I.  In  Elk 
County  the  stream  is  badly  polluted  by  tanneries,  paper  mills  and 
cl:eniicjil  works.  The  main  tributaries  are  the  West  I'rauch,  EP:, 
T^ntle  'Joby,  in  Elk  County,  and  Licking,  Deer,  Piney,  Toby  and  Big 
Mills  creeks,  in  Clarion  County. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  March,  1908,  at  Clarion, 
about  thirtv  miles  above  the  mouth. 
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OHIO  BASIN-STATION  NO.  12 


CLARION  RIVER  AT  CLARION/ PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 

about  one  mile  from  Clarion,  Clarion  County. 
RECORDS  AVAILABLt>— Discharge  complete  from  November  22, 

1909,  to  September  80,  1914.     Prior  to  this  date,  gage  heights 

were  obtained  since  November  17,  1884,  by  the  U.  S.  Weather 

Bureau. 
DRAINAGE  AREA— 910  square  miles. 
GAGE — A  Mott  gage  is  attached  to  the  downstream  side  of  the 

bridge.    The  length  of  tape  is  33.85  feet.    The  elevation  of  zero 

is  1052.0  feet.    Bench  Mark  No.  1  is  top  line  of  right  abutment, 

elevation  1080.48  feet.     The  gage  is  read  once  daily  by  J.  A. 

Miller. 
DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 

of  the  bridge.    The  initial  point  for  soundings  is  right  end  top 

angle  of  downstream  handrail. 
CHANNEIj — The  channel  above  and  below  the  station  is  straight 

for  800  feet  and  1,200  feet  respectively.    The  banks  are  high  and 

not  subject  to  overflow.     The  bed  is  composed  of  rock,  gravel 

and  boulders. 


DISCHARGE    MEASUREMENTS    OF    CLARION     RIVER    AT    CLARION, 

CLARION  COUNTY,  PA. 

(Drainage  area  9X0  8quare  miles). 


g 

• 

4-» 

t? 

• 
4rf 

a! 

V 

ja 

No. 

Date. 

Hydrographer. 

o 

> 

a; 

Remarks. 

S 

2 

< 

a 

1 

1 

9l 

t 

Pt. 

Feet. 

Sq. 

per 

Feet. 

Sec. 

1914. 

ft. 

sec. 

ft. 

22 

April     4. 
April     fi. 
April  10. 
Aug.   10, 

Crick     

186 
178 
175 
131 

1229 

1156 

1031 

428 

4.41 
8.64 
4.41 
0.26 

4.60 

4.22 

4.2S 

-0.62 

3432 

4206 

4646 

111 

0.2  and  0.8   method. 

28 

Crick     

0.2  and   0.8   method. 

24 

Hosmer,   

Snrf.  mamt. 

25 

WilBon  &  Taylor,    ... 

O.e  mamt. 
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DISCHARGE  TABLK  FOR  CLARION  RIVER  AT  CLARION,  CLARION 

COUNTY,  FROM  JAN.   1,  1912. 


■** 

** 

*i 

* 
•4^ 

4J 

*x 

■ 

JQ 

# 

.a 

, 

A 

■ 

A 

« 

M 

9 

Ml 

«> 

M 

« 

U 

» 

9t 

% 

m 

? 

if 

"S 

Sf 

% 

^ 

» 

1 

at 

A 

tt 

1 

XI 

4> 

43 

A 

5 

^ 

» 

o 

a 

J 

O 

Q 

o 

Q 

o 

0 

O 

Q 

0 

Q 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

—0.70 

90 

.30 

1640 

.30 

6440 

.80 

14480 

.30 

23180 

—0.60 

100 

.40 

1740 

.40 

6660 

.40 

14720 

.40 

23420 

—0.60 

110 

.50 

1840 

.50 

6880 

.50 

15010 

.60 

28710r 

—0.40 

120 

.60 

1950 

.60 

7100 

.60 

15300 

.60 

24000 

—0.30 

136 

.70 

2060 

.70 

7380 

.70 

16690 

.70 

24200 

-0.20 

156 

.80 

2180 

.80 

7560 

.80 

16880 

.80 

24680 

—0.10 

180 

.90 

2800 

.90 

7790 

.90 

16170 

.90 

24870 

0.00 

215 

3.00 

2425 

6.00 

8020 

9.00 

16460 

12.00 

25160 

.10 

260 

.10 

2550 

.10 

8260 

.10 

16760 

.10 

25460 

.20 

285 

.20 

2680 

.20 

8500 

.20 

17040 

.20r 

25740 

.30 

325 

.30 

2810 

.80 

8750 

.80 

17880 

.80 

26080 

.40 

370 

.40 

2960 

.40 

9000 

.40 

17620 

.40 

26320 

.50 

420 

.50 

3096 

.50 

9260 

.50 

17910 

.60 

26610 

.60 

470 

.60 

8240 

.60 

9630 

.60 

18200 

.60 

26900 

.70 

520 

.70 

3390 

.70 

.9600 

.70 

18490 

.70 

27190 

.80 

570 

.80 

8S60 

.80 

looeo 

.80 

18780 

.80 

27480 

.90 

620 

.90 

8710 

.90 

10670 

.90 

19070 

.90 

27770 

1.00 

675 

4.00 

8880 

7.00 

1066O 

10.00 

19860 

18.00 

280«?0 

.10 

785 

.10 

4060 

.10 

10960 

.10 

19G50 

.10 

28860 

.20 

795 

.20 

4220 

.20 

11240 

.20 

19040 

.20 

28640 

.30 

860 

.30 

4400 

.30 

11580 

.80 

20^ 

.80 

28980 

.40 

W£ 

.40 

4600 

.40 

11820 

.40 

2052O 

.40 

29220 

.50 

996 

.50 

430O 

.50 

12U0 

.50 

2061O 

.50 

29510 

.fH> 

1065 

.60 

500O 

.60 

12400 

.60 

21100 

.60 

29800 

.70 

1135 

.70 

520O 

.70 

12690 

.70 

21890 

.70 

8009O 

.80 

1210 

.80 

6400 

.80 

12980 

.80 

21680 

.80 

8068O 

.90 

1290 

.90 

5600 

.90 

13270 

.90 

21970 

.90 

30670 

2.00 

1870 

5.00 

5800 

8.00 

13560 

11.00 

22260 

14.00 

30960 

.10 

1460 

.10 

6010 

.10 

13850 

.10 

22650 

.20 

1560 

.20 

6220 

.20 

14140 

.20 

22840 

Note.— Thl«   tAble   i»  only   applicable   siibnequent   to  January    1,    1912,    and   la   baaed   on   former 
<*ur\'e  and  3  hlsh  water  menpurementa  made  during  1913. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  CI^ARION  RIVER  AT  CLARION, 

CLARION  COUNTY,  PA. 

(Drainage  area  910  square  miles). 


MONTH. 


DiBcbiirg®  in  Second -feet. 


Maxlmnm. 


1914. 


January,  . . 
F'ebrnary,  . 
March,    — 

April 

B4ay 

Jane,   

July 

Aui^flt,  . . . 
September, 


Mlnlmam.         Mean 


Run-off. 


7100 

1600 

IVM 

2590 

20200 
8020 

4680 
4480 

1«40 

19400 

995 

3560 

2180 

285 

908 

1290 

260 

573 

420 

90 

19'i 

620 

100 

240 

Second -feet 

per  squnrn 

mile. 


1.758 
2.780 
5.148 
4.92^) 
3.918 
0.998 
0.680 
0.214 
0.264 


Depth  In 
inches. 


2.027 
2.89f. 
5.929 
5.492 
4.610 
1.U4 
0.726 
0.M7 
0.294 


River    frozen    Jan.    1-3   inclusive,    Feb.    14-March    16    inclusive,    and   discharge    estimated    from 
climatologlcal  records. 


RED  BANE  CREEK. 


DESCRIPTION  OF  BASIN. 

Red  Bank  Creek,  an  important  feeder  of  the  Allegheny  River  from 
Jefferson,  Clarion  and  Armstrong  counties,  drains  an  area  of  ap- 
proximately 585  square  miles  and  rises  in  two  streams,  Sandy  Lick 
and  North  Branch,  the  former  heading  in  Clearfield  County  and  the 
latter  in  Jefferson  Countv'.  Red  Bank  Creek  is  formed  by  their 
junction  at  Brookville,  Jefferson  County,  and  thence  flows  in  a  gen- 
eral westerly  direction,  with  many  twists  and  turns,  to  its  mouth 
at  Bed  Bank,  a  distance  of  about  44  miles.  The  stream  flows  through 
a  hilly  country,  sparsely  populated,  except  in  the  valley  where  farm- 
ing and  lumbering  is  carried  on.  The  slope  of  the  creek  is  rapid, 
flowing  as  it  does  in  a  narrow  gorge  between  high  hills,  the  channel 
being  full  of  large  rocks.  The  junction  lies  at  an  elevation  of  1235 
feet  and  the  mouth  at  844  feet,  giving  the  stream  an  average  fall  of 
9  feet  per  mile.  There  are  a  few  boroughs  and  numerous  villages 
along  the  stream,  some  of  which  obtain  their  domestic  water  supply 
from  it.  Some  bituminous  coal  mining  and  oil  and  gas  wells  are 
found  in  this  basin. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
50  inches. 

The  discharge  of  this  stream  has  been  measured  at  St.  Charles,  since 
October  19,  1909,  approximately  15  miles  above  the  month. 
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OHIO  BASIN— STATION  NO.  13. 


RED  BANE  CREEK  AT  ST.  CHARLES,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  wooden,  through-truss  bridge,  at  St. 
Charles,  Clarion  County. 

RECORDS  AVAlLABLIi}— Discharge  complete  from  October  30, 
1909,  to  September  30,  1914. 

DRAINAGE  AREA— 540  square  miles. 

GAGE — A  chain  gage  is  fastened  to  the  bridge  floor  on  the  upstream 
side,  50  feet  from  the  north  abutment.  The  length  of  chain  from 
the  bottom  of  the  weight  to  the  marker  is  23.97  feet.  The 
elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1  is  rod  seat 
chiseled  in  east  comer  stone,  upper  course  of  nose  of  east  abut- 
ment (left  looking  upstream)  painted  white,  7  feet,  more  or 
less,  below  top  of  bridge  seat,  elevation  13.32  feet  above  gage 
datum.  Bench  Mark  No.  2  is  rod  seat  in  southeast  corner  of 
top  of  same  abutment  (bridge  seat),  painted  white,  7  feet,  more 
or  less,  above  B.  M.  No.  1,  elevation  20.21  feet  above  gage 
datum.    The  gage  is  read  twice  daily  by  W.  H.  Bish. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
the  bridge,  and  by  wading  at  lowest  stages.  The  initial  point  for 
soundings  is  top  edge  of  bridge  seat,  north  abutment. 

CHANNEIj — ^The  channel  is  straight  both  above  and  below  the  sta- 
tion. The  right  bank  overflows  at  extreme  high  stages.  The 
left  bank  is  high  and  does  not  overflow.  The  bed  is  composed 
of  large  rocks,  but  is  fairly  regular. 


DISCHARGE  MEASUREMENTS  OF  RED  BANK  CREEK  AT  ST.  CHARLES, 

CLARION  COUNTY,  PA. 

(Drainage  area  SJ^O  square  milea). 


• 

• 

*i 

No. 

Date. 

Hydrographer. 

« 

1 

1 

1 

m 

Remarks. 

• 

^ 

> 

n 

s 

■ 

s 

c 

OS 

^ 

• 

gt 

< 

?? 

5 

Pt. 

P»M't. 

Sq. 

per 

Foot. 

.Soc. 

1914 

1 

ft. 

S(fi!. 

ft. 

n    Jnm-    15, 

Ifowen   &  Taylor,    ... 

133 

4.'50 

1.% 

2.sn 

889 

0.6   msmt. 

14    Aug.    11. 

Wilson  A  Taylor 

1 

96 

116 

1.07 

l.l'H 

184  >  WadlDK  SOr  above  tu-idge. 
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DISCHARGE    TABLE    FOR    RED    BANK    CREEK    AT    ST.     CHARLES, 

CLARION  COUNTY,  FROM  JANUARY  1,  1912. 


• 

«i 

*i 

«i 

*i 

SA 

.a 

a 

ja 

A 

if 

• 

? 

m 

g 

? 

g 

• 

* 

ja 

b 

ja 

9m 

ja 

K 

X3 

H 

A 

M 

at 

1 

s 

» 

j 

I 

;5 

Q 

O 

a 

O 

0 

O 

fi 

C 

0 

Feet. 

S«C.  ft 

Feet. 

Sec.  ft. 

Feot. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

0.60 

6 

.10 

420 

.60 

ua6 

.10 

4000 

.00 

6806 

.70 

10 

.20 

470 

.70 

1710 

.20 

42ffi 

.70 

0900 

.80 

16 

.30 

520 

.80 

1840 

.80 

4400 

.80 

7175 

.90 

26 

.40 

670 

.90 

19*76 

.40 

4586 

.90 

7800 

1.00 

40 

.50 

6S0 

4.00 

2L» 

.60 

4770 

7.00 

7646 

.10 

60 

.60 

700 

.10 

2276 

.00 

.  4066 

.10 

77» 

.20 

80 

.70 

770 

.20 

£440 

.70 

6140 
6SZ5 

.20 

7915 

.SO 

HO 

.80 

840 

.90 

2610 

.80 

.80 

8100 

.40 

140 

.90 

910 

.40 

sreo 

.90 

6610 

.40 

8286 

.50 

175 

8.00 

900 

.50 

2060 

6.00 

5696 

.50 

8470 

.60 

210 

.10 

1020 

.60 

8126 

.10 

6800 

.60 

8666 

.70 

246 

.20 

1150 

.70 

8300 

.20 

6066 

.TO 

8840 

.80 

286 

.90 

1240 

.80 

8476 

.SO 

6260 

.80 

9006 

.00 

sso 

.40 

1260 

.90 

2600 

.40 

6416   1 

.00 

9210 

2.00 

S76 

.90 

1466 

5.00 

8M6 

.60 

6620 

8.00 

9S86 

Note.— This   table  la  only   applicable  rabseqnent  to  Jan.   1,    1912,    and   is   based  on  3  dlachaive 
meoBarementfl  made  darlnic  1911-12-13,  together  witb  former  curve. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  RED  BANK  CREEK  AT  ST. 

CHARLES,  CLARION  COUNTY,  PA. 

(Drainage  area  5^0  square  miles). 


.Innujiry,     . 
Fobruary. 
March,     ... 

April 

M«y 

Jane,    

Jnl.v 

Au};ust, 
St'iiteniiK?r, 


MONTH. 


Discharge  in  Second-feet. 


Ran-off. 


1914. 


1 
1 

1 

Second-feet 

Maximum. 

Mlninium. 

1 

Mean. 

per  square 
mile. 

Depth   In 
Inches. 

7180 

1 
253 

1240 

2.296 

2.&47 

6100 

363 

1520 

2.815 

2.9S2 

8470 

2370 
2090 

4.389 
3.870 

&.060 

4960 

<SC.'. 

4.818 

t9G70 

2«o 

1480 

2.741 

8.160 

889 

66 

289 

0.53-> 

0.596 

366 

2S 

1?6 

0.231 

0.266 

411 

23 

loe 

0.202 

0.233 

&6o 

1» 

184, 

1 

0.248 

0.277 

C-Tvek  frozen  Mar.  2  to  14  lucluBlve,   and  discharge  frfr-t.'mated  from  Clarion  Klver  at  Clarion. 
tEstiiuated. 


MAHONING  CREEK. 


DESCRIPTION  OF  BASIN. 

Mahoning  Creek,  a  tributary  of  the  AUejrheny  River  from  Arm- 
strong. Jefferson,  Clearfield  and  Indiana  counties,  drains  an  area  of 
approximately  425  square  miles.  Rising  in  the  southwestern  part 
of  Clearfield  County,  this  stream  flows  in  a  general  westerly  direction 
with  many  windings  through  a  rough,  hilly  country,  to  a  small 
extent  covered  with  second  growth  timber,  to  its  mouth  at  Mahoning 
on  the  Allegheny  River,  a  distance  of  approximately  65  miles.  The 
headwaters  of  this  stream  are  barren  and  not  farmed  to  an}-  consider- 
able extent,  but  numerous  bituminous  coal  mines  are  located  in  this 
region.  In  the  lower  region  some  farming  is  carried  on.  The  water- 
shed is  sparsely  inhabited,  although  a  few  large  boroughs  are  located 
in  the  valley  of  the  stream.  The  v-fllley  is  not  wide,  the  stream  in 
general  flowing  between  hills  and  often  rapid  in  its  descent  but  at 
numerous  points  slow  and  sluggish.  The  channel  is  rocky  and  usually 
covered  with  boulders.  The  stream  is  not  used  for  domestic  supply 
but,  to  some  extent,  for  industrial  purposes. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
50  inches. 

The  discharge  has  been  measured  since  October  18,  1909,  at 
P\irnace  Bridge  (Dee)  about  two  and  one-half  miles  above  the 
mouth. 

26 


288 


OHIO  BASIN— STATION  NO.  U. 


MAHONING  CREEK  AT  FURNACE  BRIDGE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
2^  miles  above  the  mouth  at  Furnace  Bridge  (Dee),  Pa. 

RECORDS  AVAILABLE — Discharge  measurements  and  discharge 
table  from  October  18,  1909,  to  December  31,  1913,  and  discharge 
complete  from  January  1  to  September  30,  1914. 

DRAINAGE  AREA-^420  square  miles. 

GAGE — A  chain  gage  is  attached  to  the  downstream  handrail.  The 
length  of  chain  from  the  bottom  of  the  weight  to  the  marker  is 
25.22  feet.  The  elevation  of  zero  is  arbitrary.  Bench  Mark 
No.  1  is  on  the  downstream  right  wingwall,  top  of  seventh  course 
below  top  of  wall,  downstream  edge  and  at  end  of  sixth  course, 
elevation  18.54  feet  above  gage  datum.  Bench  Mark  No.  2  is 
top  downstream  outer  corner  of  course  number  6,  directly  above 
Bench  Mark  No.  1,  elevation  19.62  feet  above  gage  datum.  The 
gage  is  read  twice  daily  by  track  walkers  of  the  P.  &  S.  Railroad 
Co. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  and  by  wading  at  low  stages.  The  initial  point 
for  soundings  is  top  edge  of  left  bridge  seat. 

CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  800  feet  and  150  feet  respectively.  The  right  bank  is  high 
and  does  not  overflow.  During  extreme  floods,  the  water  passes 
around  the  left  end  of  the  bridge.    The  bed  is  composed  of  rocks. 

DISCHARGE   MEASUREMENTS    OF    MAHONING   CREEK   AT    FURNACE 

BRIDGE,  ARMSTRONG  COUNTY,  PA. 

(Drainage  area  ^20  square  milea). 


No. 


Date. 


1       1914 
IS  I  June   2G, 
19     Aag.    25, 


Hydrograpber. 


d 


• 

• 

4i 

1 

ja 

• 

9 

%4 

o 

> 

5 

S 

t 

2 

.a 

< 

?< 

O 

a 

Bowen  &  Taylor, 
Hosmer  &  Brady. 


Ff<'t. 


140 

100 


Sq. 

ft. 
?^9 
^12 


Ft. 

per 

Poet. 

»ec. 

2.30 

3.r»2 

0..T7 

1.69 

Reznarka. 


I 


Sec. 
ft. 

792  I  0.6  msnit. 
78  '  0.6  msmt. 


280 

DISCHARGE  TABLE  FOR  MAHONING  CREEK  AT  I^RNACE  BRIDGE, 

ARMSTRONG  COUNTY,  FROM  OCT.  18,  1900. 


1 

1 

■ 

• 

• 

«j' 

ja 

Xi 

xt 

d 

d 

to 

1 

i 

^ 

ja 

*S 

• 

sS 

V 

g 
5 

St 

•ff 

OS 

•«4 

«i 

«H 

« 

i3 

.M 

» 

0 

;5 

Q 

O 

Q 

Q 

CS 

0 

Feet. 

Bee.  ft. 

Fwt. 

Sec.  ft. 

Feet. 

1 
Sec.  ft 

Fet't, 

Sec.  ft. 

Feet. 

Sec.  ft. 

0.90 

6 

.90 

535 

.90 

2125 

.90 

5610 

.90 

10600 

1.00 

7 

3.00 

590 

5.00 

2240 

7.00 

5840 

9.0O 

11100 

.10 

8 

.10 

650 

.10 

2360 

.10 

6070 

.10 

11400 

.20 

10 

.20 

710 

.20 

2490 

.20 

6300 

.20 

11700 

.30 

15 

.80 

776. 

.30 

2680 

.30 

6650 

.80 

12026 

.40 

23 

.40 

840 

.40 

2780  1 

.40 

6800 

.40 

12860 

..10 

ao 

.50 

906 

.50 

2940 

.60 

7050 

.50 

12876 

.00 

40 

.60 

976 

.60 

8U0 

.60 

7800 

.eo 

13026 

.70 

65 

.70 

106O 

.70 

8280 

.'0 

7550 

.70 

13375 

.80 

75 

.80 

1126 

.80 

3450 

.80 

7800 

.80 

18760 

.90 

100 

.90 

1200 

.90 

3630 

.90 

8060 

.90 

14126 

2.00 

126 

4.00 

1280 

6.00 

3800 

8.00 

8300 

10.00 

1450O 

.10 

156 

.10 

1860 

.10 

3980 

.10 

8650 

.10 

14900 

.20 

185 

.20 

1446 

.20 

4160 

.20 

880O 

.20 

1530O 

.30 

225 

.30 

1  30 

.80 

4360 

.80 

90GO 

.90 

15725 

.40 

270 

.40 

1620 

.40 

46SO 

.40 

9826 

.40 

16150 

.50 

320 

.50 

1710 

.50 

fm 

.50 

9600 

.50 

16800 

.60 

S70 

.60 

1800 

.60 

4960 

.60 

9900 

.70 

426 

.70 

1900 

.70 

6170 

.70 

loaoo 

.80 

480 

1 

.80 

2010 

.80 

6860 

.80 

10600 

290 
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ESTIMATED  MONTHLY  DISCHARGE  OF  MAHONING  CREEK  AT  FUR- 
NACE BRIDGE,  ARMSTRONG  COUNTY,  PA. 

(Drainage  area  Jt20  square  miles). 


^  MONTH. 


Discbarge  in  Secoud-feet. 


Maximum. 


1911. 

January 

Feuruary,    

March,     

April 

May, 

J'.mp 

Jul*' 

August, 

Sti>tcmt)er 


Minimum. 


6600 

146 

4110 

156 

6160 

6^6 

2990 

827 

2970 

40(i 

879 

^  189 

632 

197 

614 

43 

122 

18 

Run-off. 


Mean. 


1280 

1140 

20GO 

1660 

942 

441 

346 

267 

43 


6econd'-feet 

per  square 

mile. 


3.(MS 
2.714 
4.881 
8.714 
2.243 
1.06O 
0.824 
0.636 
0.102 


Depth   in 
inches. 


8.514 
2.826 
5.627 
4.148 
2.586 
1.171 
0.950 
0.788 
0.114 


OHIO  BASIN— STATION  NO.  15. 


ALLEGHENY  RIVER  AT  KITTANNING,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — At  five  span,  steel,  through-truss,  highway  bridge  at 
Market  Street,  Kittanning,  Pa. 

RECORDS  AVAILABLP>-l)ischarge  complete  from  August  18, 
1904,  to  September  30,  1914. 

DRAINAGE  AREA— 9,010  square  miles. 

GAGE — A  standard  chain  gage  is  bolted  to  the  upstream  handrail 
in  first  span  from  left  bank.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  marker  is  39.54  feet.  The  elevation  of  zero 
is  arbitrary'.  Bench  Mark  No.  1  is  upstream  outer  corner  of  top 
course  of  stones  of  left  abutment,  elevation  33.83  feet  above  gage 
datum.    The  gage  is  read  twice  daily  by  S.  C.  Carr. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  the  left  end 
of  handrail,  downstream  side  of  bridge. 

CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  500  feet  and  1,000  feet  respectively.  Both  banks  are  high, 
clean,  and  do  not  overflow.    The  bed  is  composed  of  gravel. 
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DISCHARGE  MEASUREMENTS    OF    ALLEGHENY    RIVER    AT  KITTAN 

NING,  ARMSTRONG  COUNTY,  PA. 

(Drainage  area  9,010  square  tnile$). 


• 

1 

• 

No. 

Date. 

Hydrograpber. 

• 

5 

1 

1 

s 

• 

Remarke. 

pt 

-< 

S 

o 

1 

Pt. 

1 

PCH't. 

Sq. 
ft. 

per 
sec. 

Feet. 

Sec. 
ft. 

1914 

1 

42 

June   24, 

Bowen  A  Taylor 

670 

319S 

1.28 

:       8.40 

4094 

0.6 

msmt. 

4Z 

Aug.    2S, 

Hosmer  &  Brady.  .... 

610 

228S 

0.84 

I      Z.16 

1 

1932 

0.6 

mamt. 

DISCHARGE  TABLE  FOR  ALLEGHENY  RIVER  AT  KITTANNINO,  ARM- 
STRONG COUNTY,  FROM  AUG.  18,  1904. 
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ja 

i  • 
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ja 
0 

0 
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JB 

"3 

ja 

• 

Si 

i 

bo 

U 

be 
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K 

u, 

u 

^ 

as 

•S 

C3 

S3 

flB 

•S 

9 

^•« 

O 

Q 

0 

Q 

c 

Q 

0 

Q 

0 

c 

Poet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft 

Feet. 

Sec.  ft. 

1.00 

.10 
.20 
.80 
.40 

9686 
10080 
10686 
10S80 

.10 
.20 
.80 
.40 

82875 
88060 

88726 
84400 

.10 
.20 
.80 
.40 

6160O 
62410 
68220 
•4040 

.10 
.20 
.80 
.40 

97590 

.10 

98590 

.20 

906BO 

.30 

"775 

lOOOM 

.40 

880 

.60 

11440 

.60 

86100 

.50 

64870 

..tO 

lOltiZU 

.50 

990 

.60 

11900 

.60 

85800 

.60 

65700 

.60 

102640 

.60 

1100 

.70 

12S70 

.70 

86600 

.70 

66'i'in 

.70 

108670 

.70 

1220 

.80 

12840 

.80 

8720O 

.80 

67890 

.80 

104710 

.80 

1340 

.90 

13S16 

.90 

37900 

.90 

68240 

.90 

106760 

.90 

1466 

6.00 

13800 

10.00 

3860O 

14.00 

69100 

18.00 

106800 

2.00 

1606 

.10 

14285 

.10 

39810 

.10 

68970 

.10 

107860 

.10 

1766 

.20 

14770 

.    .20 

40000 

.20 

70640 

.20 

loeno 

.20 

•    ISM 

.30 

15260 

.80 

40730 

.80 

71720 

.80 

100970 

.30 

2086 

.40 

15765 

.40 

41H0 

.40' 

72800 

.40 

111010 

.40 

2260 

.60 

16260 

.50 

42150 

.60 

7M90 

.50 

lUUO 

.50 

2446 

.60 

16760 

.60 

42S60 

.60 

74880 

.60 

118200 

.60 

2640 

.70 

17290 

.70 

43570 

.70 

75270 

.70 

114290 

.70 

2880 

.80 

17840 

.80 

442S0 

.80 

76170 

.80 

116M0 

.80 

8060 

.90 

18410 

.90 

44890 

.90 

1         77080 

.90 

116490 

.90 

8270 

7.00 

19000 

11.00 

4t".7O0 

15.00 

77900 

19.00 

117600 

9.00 

8400 

.10 

19590 

.10 

46420 

.10 

78800 

.10 

118710 

.10 

8716 

.20 

20190 

.30 

47140 

.20 

79700 

.20 

119620 

.20 

8040 

.80 

20790 

.80 

47860 

.80 

80600 

.80 

120060 

.30 

4166 

.40 

21400 

.40 

48590 

.40 

81500 

.40 

1220GO 

.40 

4890 

.60 

22025 

.60 

49320 

.50 

82410 

.60 

12S170 

.60 

4620 

.60 

22860 

.60 

SOOTiO 

.60 

83320 

.60 

1S4280 

.60 

4860 

.70 

28276 

.70 

60780 

.70 

84230 

.70 

125410 

.70 

6060 

.80 

23900 

.80 

61520 

.80 

85150 

.80 

126640 

.80 

6385 

.90 

24525 

.90 

52260 

.90 

86070 

.90 

127030 

.90 

6580 

8.00 

25150 

12.00 

6300O 

16.00 

87O0O 

20.00 

128800 

4.00 

5840 

.10 

25800 

.10 

63760 

.10 

87980 

21.00 

140900 

.10 

6106 

.20 

26460 

.20 

54510 

.20 

88S70 

22.00 

152000 

.20 

6880 

.80 

27100 

.80 

W«0 

.80 

89810 

28.00 

164200 

.80 

6660 

.40 

27750 

.40 

56060 

.40 

9076O 

24.00 

176800 

.40 

6965 

.60 

28400 

.50 

56840 

.50 

1         91720 

25.00 

189000 

.60 

7260 

.60 

29060 

.60 

57630 

.60 

92680 

26.00 

206000 

.60 

7600 

.70 

29700 

.70 

58420 

.70 

93660 

27.00 

217000 

.70 

7966 

.80 

3085O 

.80 

69210 

.80 

94630 

28.00 

2B1000 

.80 

8375 

.90 

8102b 

.90 

60000 

.90 

96610 

29.00 

246000 

.90 

8T76 

9.00 

31700 

13.00 

6080O 

17.00 

96600 

\          30.00 

269000 

5.00 

9800 

1 

1 

1 
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ESTIMATED  MUNTHI.Y  DISCIIAKGE  OF  ALLECJllENY  RIVEU  AT  KIT- 

TAiNNlNG,  ARMSTRONG  COUNTY,  PA. 

(Drainage  area  9,010  square  miles). 


MONTH. 


Discharge  io  Second-fe«t. 


Maximum.   .   Mialmum. 


January,     . 
Ft'bruary, 
March,     ... 

April 

May 

June,    

July 

Aii^st.   ... 
September, 


Mean. 


Run-off. 


Second -feet 

per   square 

mile. 


1914. 


9K60O 

&17(X) 

leTHKW 

1219000 
8900 
8060 
8270 
6200 


87S0 

::;:coo 

19i>00 

li-ifjOO 

7110 

2280 

775 

670 

775 


19800 

3S()C0 

39600 

oO(»00 

8330O 

4600 

1770 

1480 

19(i0 


Note.— From  Mar.  25  to  April  9  Inclusive,  readings  talcen  oi\  pier  gnge. 


CROOKED  CREEK. 


2.19S 
3.951 
4.885 
5.54i» 
3.696 
0.49i 
0.196 
0.164 
0.216 


^  I 


Depth   in 
inches. 


2.5M 
4.114 
5.067 
6.191 
4.261 
0.557 
0.226 
0.189 
0.241 


DESCRIPTION  OF  BASIN. 

Crooked  Creek,  a  tributary  of  the  Allegheny  River  in  Armstrong 
County,  drains  approximately  290  square  miles.  Rising  in  numerous 
branches  in  the  west  central  part  of  Indiana  County,  it  follows  first 
a  general  southwesterly  cour.se  tlu*ough  a  coal  mining  and  farming 
region  to  the  Indiana-Armstrong  county  line,  and  then  turns  north- 
west through  a  sparsely  settled  farming  region  to  its  mouth  at  Ross- 
town,  a  total  distance  of  ai)proximately  54  miles. 

This  basin  is  largely  deforested,  and  in  some  sections  the  hillsides 
are  bare.  The  elevation  of  the  source  of  Crooked  Creek  is  about  1400 
feet,  and  of  the  mouth  786  feet.  Near  the  headwaters  the  slope  is 
steep,  averaging  in  seven  and  one-half  miles  about  40  feet  per  mile, 
while  below  this  point  to  its  mouth,  a  distance  of  approximately  46 
miles,  there  is  a  uniform  slope  of  7  feet  jier  mile.  The  principal 
tributaries  are  Plum  and  Cherr\'  creeks.  Tliis  eic^k  flows  in  a  bioad 
valley,  which  lies  about  300  to  400  feet  below  the  elevation  of  the  ad- 
jacent hills,  the  bottom  is  stony  and  the  stieaui  tortuous  in  its  course. 


An 


i^ 


IS 


D  Crooked  Creek  nt  Htlemnti's  Form. 


Crooked  Creek  looking  Up.itrPiim  from  GiiKiiifc  Stntion  lit  Hilemau'B  Farm. 
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Xumeroiis  f.armiii^  and  coal  mining  villages  lie  in  this  drainap:'^ 
area,  and  some  of  these  obtain  water  supplies  from  the  stream  or 
its  tributaries.  The  stream  proper  is  badly  polluted  by  effluents 
from  coal   washing  at   the  mines. 

The  mean  annual  ]»recipitation  over  this  watershed  is  from  40 
to  45  inches. 

The  discharge  has  been  measured  since  October  16,  1909,  at  Hile- 
man's  Farm,  approximately  3  miles  above  the  mouth. 


OHIO  BASIN— STATION  NO.   16. 


CROOKED  CREEK  AT  HILEMAN'S  FARM,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss,  highway  bridge, 
about  3  miles  above  the  mouth,  and  about  3^  miles  from  Ford 
City. 

RECORDS  AVAILABLE— Discharge  complete  from  October  16, 
1909,  to  Sei)tember  30,  1914. 

DRAINAGE  AREA— 279  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  eyebar  on  the  up- 
stream side  of  the  bridge.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  marker  is  22.01  feet.  The  elevation  of  zero 
is  arbitrary.  Bench  Mark  No.  1  is  on  top  of  stone  in  upstream 
face  of  wing\vall  of  right  abutment  2  inches  from  right  end  of 
stone.  Stone  is  seventh  course  down  from  bridge  seat,  and  eighth 
stone  in  from  face,  (5  feet,  moie  or  less,  down  from  top  of  wall, 
elevation  12.95  feet  above  gage  datum.  The  gage  is  read  twice 
daily  by  J.  T.  Hileman. 

DISCHARGE  MEASUREMENTS— Discharge  measurements  are 
taken  from  the  downstream  side  of  the  bridge  and  by  wading  at 
low  stages.  The  initial  point  for  soundings  is  top  edge  of  bridge 
seat,  right  abutment. 

OHANNjpL — The  channel  above  and  below  the  station  is  straight 
for  800  feet  and  500  feet  respectively.  Both  banks  are  high  and 
not  subject  to  overflow.  The  bed  is  composed  of  rock  and  the 
section  is  deep  and  the  current  sluggish. 
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DISCHARGE  MEASUREMENTS  OF  CROOKED  CREEK  AT  HILEMAN'S 

FARM,  ARMSTRONG  COUNTY,  PA. 

(Drainage  area  279  square  mileaj. 
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Feet. 
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Feet. 

Sec. 

1914 

ft. 

sec. 

ft. 

IB 

June  24, 

Bowen  &  Taylor 

132 

297 

0.18 

1.5o 

52   0.6  msmt. 

16 

Aug.    11. 

Wilson  &  Taylor 

39 

19 

0.95 

1.17 

18  1  Wading  80O'  below  bridge. 
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DISCHARGE   TABLE    FOR    CROOKED    CREEK    AT    HILEMAN'S    FARM. 

ARMSTRONG  COUNTY,  TOOM  OCT.  16,  1909. 
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0.00 
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.30 
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4480 
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.80 

ffiOO 

.10 
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.60 
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408 
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ESTIMATED  MONTHLY   DISCHARGE   OF  CROOKED   CREEK   AT   HILE- 

MAN'S  FARM,  ARMSTRONG  COUNTY,  PA. 


■N 


(Drainage  area  279  square  miles). 


MONTH. 


1914. 


JanuaiT,    . 
Pebniary, 
March,     . . . 
April,     . . . . 

May.     

June,     — 
September, 


I 
Discharge  in  Sw-ond-feet. 

1 

iLun-off. 

Maximum. 

Minimum. 

1 
Mean. 

Second-feet 

per  square 

mile. 

Depth  In 
Inches. 

3940 

1490 
4380 
3120 
3730 
338 
451 

••••■•••■#•■ 

lOSOi 
345 

3.W1 
1.287 
4.194 
2.792 
2.717 
0.226 
0.172 

4.4es 

1.28S 

1170 

4  836 

330 

35 

7 

11 

1 

779 

758 
63, 

48 

1 

8.11& 
3.183 
0.252 
0.192 

Creek  frosen  January  13-21  inclusive;   February  10-March  14  inclusive,    and  discharge  estimated 
from   climatological  records. 
During  July  and  August  the  gage  was  out  on  account  of  repairs  to  bridge. 


STONY  CREEK. 


DESCRIPTION  OF  BASIN. 

Stony  ('reek  rises  in  central  Somerset  County  at  Berlin  on  the 
divide  between  the  Allegheny,  Youghiogheny,  Juniata  and  Potonuu* 
drainage  basins  at  an  elevation  of  2300  feet  and  flows  in  a  general 
northerly  direction  through  Somerset  and  Cambria  counties  to  its 
mouth  at  Johnstown  where,  together  with  the  Little  Conemaugh 
River,  it  forms  the  Conemaugh  River  at  an  elevation  of  1160  feet. 
It  is  34  miles  long  and,  from  a  point  7  miles  below  its  source  for 
12  miles  to  the  mouth  of  Quemahoning  Creek,  it  has  a  slope  of  55.5 
feet  per  mile,  thence  to  Johnstown,  a  distance  of  15  miles,  the  slope 
is  24.7  feet  per  mile. 

The  stream  drains  a  total  of  466  square  miles  tlirough  an  elevated 
and  rolling  plateau,  bordered  on  the  east  by  the  Allegheny  Mountains 
and  on  the  west  by  Laurel  Ridge.  In  these  mountains  are  extensive 
soft  coal  mines,  whose  wastes  pollute  the  stream.  Tn  addition  to 
coal  mining  there  is  some  agriculture  carried  on  in  the  valleys  and 
there  are  large  steel  w-orks  in  Johnstowm.  During  times  of  drought, 
Ihe  main  stream  is  used  for  industrial  supply,  while  Quemahoning, 
Shade,  Paint  and  Bens  creeks,  its  principal  tributaries,  are  used  for 
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domestic  and  industrial  supplies  in  the  mining  districts  and  at 
Johnstown.  The  stream  is  also  used  for  the  development  of  elec- 
tricity and  for  power  by  small  grist  mills. 

The  mean  annual  precipitation  over  this  watershed  is  from  45  to 
50  inches. 

The  discharge  of  this  creek  has  been  measured  since  June  18, 
1913,  at  Johnstown. 


OHIO  BASIN— STATION  NO.  17 


STONY  CREEK  AT  JOHNSTOWN,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION— On  Poplar  Street  Bridge,  Johnstown,  Pa. 

RECORDS  AVAILABLE — Discharge  measurements;  gage  heights 
from  January  1  to  September  30,  1914, 

DRAINAGE  AREA— 465  square  miles. 

GAGE — A  vertical  chain  gage  is  fastened  to  a  bridge  post,  down- 
stream truss.  The  length  of  chain  from  the  bottom  of  the 
weight  to  the  marker  is  23.24  feet.  The  elevation  of  zero  is 
1154  feet  above  sea  level.  Bench  Mark  No.  1  is  top  of  last  iron 
pin  on  concrete  waft,  left  side,  immediately  below  bridge  (stands 
out  of  wall  on  top),  elevation  1173.63  feet  above  sea  level. 
Bench  Mark  No.  2  is  northwest  corner  of  third  step  of  Emer- 
lings  Brewery,  elevation  1174.57  feet  above  sea  level.  Bench 
Mark  No.  3  is  on  downstream  corner  of  wingwall  on  right  bank 
on  top  of  fifth  course  from  top,  elevation  H70.315  feet  above 
sea  level.    The  gage  is  read  once  daily  by  J.  T.  Griffith. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  creek  side  of 
iron  post  on  right  bank,  at  end  of  iron  handrail. 

CHANNEL— The  channel  is  straight  for  1,000  feet  above  and  500 
feet  below  the  station.  Both  banks  are  high  and  do  not  overflow. 
The  b^d  is  stony. 
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DISCHARGE   MEASUREMENTS   OF    STONY   CREEK 

CAMBRIA  COUNTY,  PA. 

(Drainage  area  465  square  miles). 


AT   JOHNSTOWN, 


No. 


Date. 


1918 
Aug.    16, 

1914 
July     6, 
Sept.  21. 


Hjdrographer. 
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•a 


■ 

a 

5 

** 

i 

• 
4^ 

S 

•c 

A 

CO 

o 

4^ 

• 

•s 

gj 

^ 

» 

« 

s 

i3 

1       ^ 

Disch 

Boehrtnger, 


Wilson  &  Taylor. 
Bo  wen  ft  Brady, 


Rexnarka. 


Feet. 

Sq. 
ft. 

Ft. 
per 
see 

Feet. 

Sec. 
ft. 

132 

62 

0.84 

1.07 

52 

Wading  msmt. 

S6 
12» 

262 
67 

1.T7 
0.58 

2.18 
0.96 

465 
39 

0.6  msmt. 
Surf.  msmt. 

801 

DAILY    MEAN    GAGE    HEIGHTS    OF   STONY    CREEK    AT    JOHNSTOWN, 

CAMBRIA  COUNTY,  PA. 


1914. 

JAN 
G.  H. 

FEB. 

MAli 

APR. 

MAY. 

JUNE 

JULY 

AUG. 

SEPT. 

DAT. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.  H. 

G.H. 

G.  H. 

G.H. 

1       

•1.69 
1.59 
1.60 

tl.74 
1.79 

i.69 
1.69 
1.79 
2.09 
3.00 

t3.06 
3.01 

•2.09 
2.81 
2.61 

1.40 
2.39 
t2.28 
2.19 
2.29 

6.19 
8.87 
8.89 
4.29 
14.14 

8.99 
8.61 
4.09 
6.41 
6.79 

5.99 

t5.60 

4.80 
4.18 
8.96 
8.80 

8.86 

8.10 

t2.84 

•2.68 
3.46 

2.40 
2.20 
2.18 
1.90 
tX.64 

1.19 
2.09 
2.00 
4.50 
4.45 

4.06 
tZ.88 
8.72 
8.62 
8.40 

3.00 
2.82 
2.18 

1 

t2.00 
1.82 
2.10 
2.28 
2.00 

8.09 

2.02 

tl.96 

1.90 

1.80 

1.92 
1.72 
1.82 
1.80 
t8.76 

5.72 
7.30 
6.98 
6.82 
4.96 

4.2D 
t4.11 
4.02 
8.10 
8.80 

6.82 

6.80 

7.10 

to.  98 

16.87 

6.78 

5.71 
7.02 
6.12 
5.41 
t4.61 

8.81 

8.62 
3.46 
4.01 
3.31 

8.63 
t8.82 
3.01 
2.79 
6.66 

t7.13 
6.41 
4.69 

t4.46 
4.81 

6.U 
4.28 
4.76 
8.41 
4.89 

96.61 
6.73 
4.51 
4.88 
3.51 

8.21 
2.92 
t2.68 
2.44 
2.51 

6.83 
4.11 
8.45 
3.68 

t8.28 

2.93 
2.80 
2.91 
2.76 
2.43 

:>.8i 
t2.18 
2.06 
2.01 
1.91 

1.83 
1.76 
1.71 
1.66 
1.69 

1.51 
1.51 
1.96 
1.86 
tl.66 

1 

1.47 
1.87 
1.22 
1.17 
2.97 

2.12 

tl.83 

1.54 

1.42 

1.72 

1.70 
1.52 
1.34 
1.26 
1.17 

1.12 
0.97 
0.92 
0.92 
0.91 

0.96 
1.02 
1.42 
1.12 
6.82 

8.12 
2.97 
94.52 
4.02 
2.87 

2.17 

2.22 

1.92 

tl.96 

t2.08 

2.09 
1.86 
1.61 
1.58 
1.48 

1.44 
tl.68 
1.83 
1.91 
2.11 

2.21 
1.88 
1.58 
tl.45 
1.36 

1.16 
1.18 
1.11 
1.16 
l.Zl 

tl.28 
1.26 
1.21 
1.06 
1.01 

0.96 

1.06 
tl.08 
1.10 
1.10 
1.10 

1.10 
1.10 
1.10 

ti.io 

1.10 

1.06 
1.28 
1.3> 
1.25 
1.22 

tl.l? 

i.oe 

1.02 
1.00 
1.90 

1.00 
1.00 
1.01 
1.02 
l.OO 

1.00 
1.00 

0.98 
1.00 

ti.oo 

1.00 

0.97 

2 

0.94 

4»,      ......•••.....■•••• 

3 

0.94 

4 

0.94 

5 

0.94 

6 

0.96 

7       

0.92 

s      

0.89 

d 

O.hd 

10     

0.89 

11 

0.89 

12 

0.88 

13       

t0.s9 

14 

0.88 

15 

0.88 

16 

0.8: 

17 

0.88 

18 

0.88 

19 

0.87 

20 

to.  87 

21 

0.87 

22.     

0.87 

23 

0.87 

24 

0.87 

0.87 

0.87 

27 

tO.87 

0.87 

29 

0.87 

0.87 

•Creek  frozen  Jan.  1  to  8  inclusive,  Jan.  18  to  16  Inclusive,   Feb.  9  to  Mar.  16  inclusive.     UMax. 
7.85  at  6  p.  m.    fMax.  7.61  at  6  p.  m.    tinterpolated.    9E8timated. 


BLACK  LICK  CREEK. 


DESCRIPTION  OF  BASIN. 

Black  Lick  Creek,  one  of  the  largest  of  the  tributaries  of  the 
(^onemaugh  River,  is  formed  by  tlie  junction  of  the  North  and  South 
branches  on  the  line  between  Indiana  and  Cambria  counties  at 
Vintondale.  It  thence  flows  westerly  through  the  southern  part  of 
Indiana  County  for  about  26  miles  to  its  mouth  near  Blairsville. 
The  total  drainage  area  tributary  above  its  mouth  is  412  square  miles. 
The  North  Branch  rises  in  the  southwestern  part  of  Carroll  Township, 
at  an  elevation  of  2000  feet,  and  is  16  miles  long,  draining  70  square 
mileS;  and  the  latter  rises  in  the  northern  part  of  Cambria  Township 
and  is  approximately  the  same  length,  draining  48  square  miles. 
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In  its  extreme  upper  portion  the  North  Branch  flows  through  a 
steep  mountainous  country,  while  the  lower  portion  contains  more 
cleared  land,  is  more  inhabited  and  the  hills  are  lower  and  less  steep. 
The  watershed  of  the  South  Branch  is  similar  but  is  more  inhabited 
and  includes  considerable  bituminous  coal,  which  is  being  actively 
mined. 

The  valley  of  the  main  creek  is  rather  broad,  with  numerous  w4de 
flat  areas,  similar  to  the  one  at  its  junction  with  its  chief  tributary, 
Two  Lick  Creek,  at  Josephine.  The  rounded  hills,  which  lise  some 
400  to  500  feet  on  either  side  are  often  wooded. 

Below  the  forks  of  the  North  and  South  branches  and  extending 
to  its  mouth  and  up  Two  Lick  Creek,  is  an  extensive  bituminous 
coal  field.  The  main  valleys  are  largely  under  cultivation,  but  numer- 
ous tributaries  drain  areas  densely  covered  with  second  growth. 

The  slope  between  the  forks  and  mouth  is  IHM  feet  i)er  mile,  quite 
sluggish  at  some  points  and  exceedingly  raj)i(l  at  others. 

The  North  and  South  branches  and  Two  Lick  Creek  are  all  used 
for  domestic  and  industrial  supply  as  well  as  certain  other  tributaries, 
while  the  use  of  water  from  the  main  stream  and  the  tributaries  by 
coal  mines,  steel  works,  etc.,  is  extensive. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
50  inches. 

The  discharge  has  been  measured  since  August  16,  1904,  at  Black 
Lick,  just  below  the  mouth  of  Two  Lick  Creek. 


OHIO  BASIN-STATION  NO.  18. 


BLACK  LICK  CREEK  AT  BLACK  LICK,  PA. 


DESCRIPTION  OF  STATION. 

L()(-ATION — ()n  three  span,  steel,  through-truss,  highway  bridge, 
\  mile  from  railroad  station  at  Black  Lick,  Indiana  County. 

KK(\)in)S  AVAILABLE— Discharge  complete  from  August  16,  1904, 
to  December  31, 1905,  and  from  January  8,  1907,  to  September  30, 
1014. 

DRAINAGE  AREA— 886  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  upstream  hand- 
rail.   The  length  of  chain  from  the  bottom  of  the  weight  to  the 
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marker  is  20.63  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  nail  in  first  maple  tree  from  door  of  Maynard's 
house,  1  foot  above  ground,  driven  horizontally,  and  bent  over  1 
inch  from  head,  elevation  13.92  feet  above  gage  datum.  Bench 
Mark  No.  2  is  heads  of  four  spikes  driven  into  the  root  of  large 
maple  45  feet  from  edge  of  low  water  and  about  190  feet  up- 
stream from  bridge,  elevation  12.96  feet  above  gage  datum. 
Bench  Mark  No.  3  is  upper  edge  of  horizontal  cross  plate  at 
elevation  of  guard  rail  on  upstream  side  of  bridge,  4.3  feet  from 
initial  point  for  soundings,  elevation  14.43  feet  above  gage  datnm. 
Bench  Mark  No.  4  is  a  point  encircled  by  red  paint  about  one- 
half  foot  from  end  of  upstream  left  wingwall  on  fifth  course 
below  top,  elevation  12.668  feet  above  gage  datum.  The  gage 
is  read  twice  daily  by  Mrs.  D.  J.  Walling. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
the  highway  bridge  at  ordinary  stages,  from  coal  tipple  J  mile 
above  bridge  at  high  stages,  by  wading  above  bridge  at  lowest 
stages.  The  initial  point  for  soundings  at  the  highway  bridge 
is  first  angle  post  in  upstream  handrail  at  left  bank. 

CHANNEI^—The  channel  is  straight  above  the  station  for  2,000  feet 
and  below  the  station  for  250  feet.  The  right  bank  is  not  subject 
to  overflow.  The  left  bank  overflows  at  gage  height  11.5  feet. 
The  bed  is  composed  of  gravel,  sand,  and  boulders. 

DISCHARGE    MEASUREMENTS    OF.  BLACK    LICK    CREEK    AT    BIAOK 

LICK,  INDIANA  COUNTY,  PA. 

(Drainage  area  S86  square  miles). 
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DISCHARGE  TABLE   FOR  BLACK   LICK  CREEK  AT  BLACK   LICK,    IN 

DIANA  COUNTY,  FROM  JAN.  1,  1912. 
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Note.— This  table  \s  only  applicable  sabseqiient  to  Jan.  1,  1912, 
urementB  made  during  1912-1913,   together  with  former  carre. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  BLACK  LICK  CREEK  AT  BI^CK 

LICK,  INDIANA  COUNTY,  PA. 

(Drainage  area  S86  square  miles). 


T)i8charge  tn  Second-feet. 


MONTH. 


January, 
February , 
Marcb,    . . . 
April 

May 

June,    

July 

August. 
September, 


1914. 


[ 

Mazimnm. 

Minimum. 

Mean. 

3200 

320 

1030 

3620 

696 

4620 

1110 

53S0 

674 

1540 

6820 

196 

946 

IMO 

66 

263 

925 

48 

207 

219 

33 

88 

» 

11 

37 

Bun -off. 


Second-feet 
per  aqnare 


Depth   In 
Inches. 


2.668 

3.076 

1.808 

1.877 

2.876 

3.816 

8.990 

4.4S2 

2.448 

2.828 

0.666 

0.730 

0.636 

0.618 

0.216 

o.ais 

0.086 

0.107 

Creek  frozeu  I«Vti.  13  to  Mar.  17  incluaivi',   and  discharge  estimated  from  climatologlcal  records. 


KISKIMINITAS  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Kiskiminitas  River  is  the  largest  tributary  of  the  Allegheny, 
and  joins  it  near  Freepor.t,  approximately  30  miles  above  Pittsburgh, 
in  the  northwestern  corner  of  Westmoreland  County.  It  is  known 
by  this  name  as  far  as  the  mouth  of  Loyalhanna  Creek,  27  miles  up, 
above  which  point  it  is  called  the  Conemaugh  River.  The  total  drain- 
age area  of  the  stream  is  1892  square  miles. 

The  Conemaugh  River  proper  is  formed  by  the  junction  of  the  Little 
Conemaugh  and  Stony  Creek  at  Johnstown.  The  former  rises  in  the 
western  slope  of  the  AUeghenies,  on  the  eastern  boundary  of  Cam- 
bria County,  and  flows  northwesterly  for  about  30  miles  to  Johns- 
town. Stony  Creek  rises  in  the  high  ridges  of  Somerset  County,  and 
flows  northerly  for  about  40  miles  to  Johnstown.  Both  are  rapid 
mountain  streams,  with  steej)  slopes,  rocky  beds,  and  abrupt  valleys. 
Their  watersheds  have  been  [)ractically  deforested,  although  the 
higher  ridges  are  well  timbered  now  with  second  growth.  The  water- 
shed of  Little  Conemaugh  River,  including  about  188  square  miles, 
is  densely  inhabited,  lying  in  the  Cambria  County  bituminous  coal 
field,  and  contains  large  areas  of  agricultural  land.  The  Stony  Creek 
watershed  is  much  less  densely  populated,  although  the  Somerset 
County  coal  field,  in  the  lower  section,  supports  a  large  population. 
The  upper  watershed  is  sparsely  inhabited,  but  little  farmed,  and 
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contains  considerable  forest  areas.  The  headwaters  of  both  streams 
rise  at  an  elevation  of  about  2300  feet,  and  at  Johnstown  are  at  ele- 
vation 1160  feet 

Below  Johnstown  the  river  follows. a  winding  course  in  a  general 
northwesterly  direction,  between  precipitous  banks  and  high  tim- 
bered hillsides,  and  over  a  rocky  bed,  its  slope  to  the  mouth  of 
Loyalhanna  Creek,  50  miles,  being  6.8  feet  per  mile.  From  this  latter 
point  to  the  mouth  at  Freeport  on  the  Allegheny  Eiver,  the  slope  is 
at  the  rate  of  approximately  4  feet  per  mile. 

The  most  important  tributaries  below  Johnstown  are  Black  Lick 
Creek,  drainage  area  approximately  412  square  miles,  from  the  north 
near  Blairsville,  and  Loyalhanna  Creek,  from  the  southeast.  Both  of 
these  streams  drain  thickly  populated  and  well  cultivated  areas,  con- 
taining large  bituminous  coal  fields. 

The  stream  is  lined  with  railroads,  towns  and  industrial  plants, 
while  numerous  coal  mines  are  operated  on  the  bordering  hills  and 
in  the  valleys  of  its  tributaries. 

The  Kiskiminitas  River  carries  vast  quantities  of  alluvial  material 
washed  from  its  banks,  and  from  the  cultivated  fields  in  its  water- 
shed, and  is  usually  of  a  yellow  color,  due  to  this  cause,  and  to  the 
sulphur  in  the  coal  mine  water  of  which  it  receives  a  considerable 
amount. 

The  tributaries  of  the  Little  Conemaugh  above  Johnstown  are  al- 
most without  exception  used  for  water  supply  purposes,  some  of 
these  containing  large  storage  basins.  At  a  point  a  short  distance 
above  Johnstown  this  stream  has  been  known  to  be  absolutely  dry 
in  seasons  of  draught.  The  lower  tributaries  of  Stony  Creek,  and 
the  tributaries  of  the  Conemaugh  are  similarly  almost  all  in  use  for 
domestic  or  industrial  supply.  The  main  river  is  little  used  for  do- 
mestic supply,  but  many  large  industrial  plants  use  it. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
50  inches. 

The  discharge  has  been  measured  since  May  29,  1907,  at  Avon- 
more,  approximately  24  miles  above  its  mouth. 
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OHIO  BASIN-STATION  NO.  19. 


KISKIMINITAS  RIVER  AT  AVONMORE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  highway  bridge  on  road  leading  to  P.  R.  R.  Station, 
Avonmore,  about  ^  mile  from  village  of  Avonmore,  Westmoreland 
County. 

RECORDS  AVAILABLE]— Discharge  complete  from  May  29,  1907, 
to  September  30,  1914. 

DRAINAGE  AREA— 1,720  square  miles. 

GAGE — ^A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail. The  length  of  chain  from  the  bottom  of  the  weight  to  the 
marker  is  40.30  feet.  The  elevation  of  zero  is  arbitrary.  Bench 
Mark  No.  1  is  outer  downstream  corner  of  right  stone  masonry 
bridge  seat  marked  B.  M.,  elevation  33.267  feet  above  gage  datum. 
Bench  Mark  No.  2  is  east  rail  of  west  track  of  highway  cross- 
ing, elevation  35.034  feet  above  gage  datum.  The  gage  is  read 
twice  daily  by  Ralph  Fickes. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  left  face  of  lower 
right  masonry  guard  fence  of  approach  to  bridge. 

CHANNEL — The  channel  above  and  below  the  station  is  straight  for 
400  feet  and  300  feet  respectively.  The  right  bank  is  high  and 
rocky.  The  left  bank  is  low  and  liable  to  overflow.  The  bed  is 
soft  and  sandy. 


DISCHAR(iK    MEASUREMENTS    OF    KISKIMINITAS    RIVER    AT    AVON 

MORE.  WESTMORELAND  COUNTY,  PA. 

(Drainage  area  1,720  square  miles  J. 
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Feet. 

Sq. 
ft.     , 
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sec. 

Feet. 

Sec. 
ft. 

1914 

29    June   26, 

Bowen  St  Taylor. 

....       891 

1353  , 

1.69 

4.61 

1946 

30  ;  Aug.    26. 

Hoamer  St  Brady, 

185 

313 

0.99 

2.42 

311 

0.6  oimnt. 
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DISCHARGE    TABLE     FOB     KISKIMINITAS     RIVER     AT    AVONMORE, 
WESTMORBIAND  COUNTY,  FROM  JAN.  1,  1913. 
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Sec.  ft. 
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Feet. 
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Feet. 

Sec.  ft. 

l.OO 

.80 
.40 

6010 
6140 

.80 

161S0 

16480 

.10 
.20 

83476 
oooSSP 

26.00 
.10 

6  920 

.50 

46* 

66840 

.60 

65 

.60 

6270 

.40 

16680 

.80 

84166 

.20 

56700 

.70 

70 

.60 

6400 

.50 

18980  t 

.40 

84510 

.80 

67180 

.80 
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.70 

6640  . 

.60 

17180 

.50 

84800 

.40 

6:600 

.90 

115 

.80 

6680 

.70 

17480 

.60 

36210 

.50 

5800) 

2.00 
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.90 

5820 

.80 

17680 

.70 

85665 
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68M0 

.10 

176 

8.00 

6800 

.90 

1         17986 

.80 

35920 

.70 
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.20 

206 

.10 

6110 

14.00 

18190 

.90 

86276 

.80 

69280 

.80 
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.20 

6260 
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18146 

20.00 

86690 

.99 

59700 

.40 
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.80 
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.60 
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.40 
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.80 

,         18966 
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875 

.60 

6710 
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.80 
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.60 

6860 

.60 

10470 

.40 
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.80 

61380 

.80 
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.70 

7010 

.60 

19730 

.50 

88426 

.40 
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.90 
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.80 
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27.00 

64320 

.50 
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.40 

8120 

.» 

91680  i 

.20 

40980 

1           .10 

64740 

.60 

1016 

.50 

8290 

.40 

21920 

.80 

41346 

.20 

6->l60 

.70 

1000 

.60 

8400 

M 

mio 

.40 

41710 

>     M. 

6'580 

.80 

U6& 

.70 

8680 

.80 

22600 

.60 

4' 075 

66000 

.80 

1246 

.80 

8800 

.70 

22790 

.60 

42440 

1            .50 

6M20 

4.00 

1826 

.90 

8980 

.80 

2806O 

.70 

42806 

!            .60 

66840 

.10 

1           1410 

10. 00 

9170 

.90 

28876 

.80 

43175 

1            .70 

67260 

.20 

1600 

.10 

9380 

16.00 

23670 

.90 

43S15 

.80 

'         6680 

.80 

1680 

.20 

1          9660 

.10 

23966 

2B.00 

48920 

.90 

68100 

.40 

1680 

.80 

9740 

.20 

24260 

.10 

44296 

2S.00 

68620 

.50 

1770 

.40 

9980 

.80 

24555 

.20 

44670 

.10 

6  940 

.60 

1880 

.50 

10120 

.40 

24850 

.80 

45046 

.20 

69300 

.70 

1956 

.60 

10820 

,50 

25150 

.40 

45426 

.30 

69780 

.80 

206O 

.70 

10620 

.60 

26450 

.50 

45.«05 

.40 

7O20O 

.90 

2160 

.80 

10720 

.70 

K750 

.60 

4«?185 

.50 

70620 

5.00 

2250 

.90 

10020 

.80 

260)0 

.70 

46.'>70 

.60 

7!040 

.10 

2£6 

11.00 

11120 

.90 

26365 

.80 

46SG6 

.70 

71460 

.20 

2466 

.10 

US80 

17.00 

26660 

.90 

47'»40 

!            .80 

71880 

.80 

i          2676 

.20 

11640 

.10 

26966 

28.00 

47780 

.93 

1         72300 

.40 

2685 

.80 

'11750 

.20 

27270 

.10 

4M20 

29.03 

72720 

.50 

2800 

.40 

11970 

.80 

27676 

.20 

48.->10 

.10 

73140 

.60 

2915 

.60 

12190 

.40 

Z78S6 

.30 

48905 

;           -20 

78600 

.70 

8090 

.00 

12410 

.50 

?M9o 

.40 

4C30-> 

.30 

73966 

.80 

8145 

.70 

1         12680 

.60 

28510 

.60 

4970R 

1             .40 

"4410 

.90 

1           3260 

.80 

i         12860 

.70 

28830 

.60 

50110 

1            .60 

74835 

6.00 

88S0 

.90 

1300O 

.80 

29150 

.70 

50515 

.60 

75260 

.10 

8600 

12.00 

13320 

.90 

:9475 

.80 

50626 

.70 

7.-690 

.20 

1          8620 

.10 

18556 

18.00 

1         29800 

.90 

6' 386 

.80 

76120 

.30 

'          3740 

.20 

13790 

.10 

'          90125 

24.00 

51750 

I            .90 

76550 

.40 

3866 

.80 

14026 

.20 

30460 

.10 

R216.> 

i        80.00 

76980 

.60 

3990 

.40 

14280 

.    .80 

80780 

.2") 

525'0 

!            .10 

77416 

.60 

4115 

.50 

14486 

.40 

31110 

.30 

52996 

1,            .20 

i         77860 

.70 

4240 

.00 

14730 

.50 

31445 

.40 

;         i>?410 

1              .-JO 

78286 

.80 

4866 

.70 

14370 

.60 

31780 

.50 

'         P8826 

•W 

7  720 

.90 

4490 

.80 

!         16210 

.70 

.32115 

.60 

i          5  240 

1              .50 

79160 

7.00 

4620 

.90 

15460 

.80 

32450 

.70 

r4660 

.60 

79600 

.10 

1           4750 

18.00 

15600 

.90 

32790 

.80 

^5060 

.70 

80O4O 

.20 

48S0 

.10 

1         10935 

I 

10.00 

33130 

.0) 

'         55  00 

81.00 

82.00 

1 

81360 
85760 

Note.— Thin  table  U  only  applicable  aulMeqtient  to  Jan.   1,    1918.    and    Is  ba8ed   on   11   discbarsc 
ineasurementa  made  In  1912-18  and  14. 
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ESTIMATED    MONTHLY    DISCHAKGE    OF    KISKIMINITAS    RIVER    AT 

AVONMORE,  WESTMORELAND  COUNTY,  PA. 

(Drainage  area  1,720  square  miles). 


Janaarr. 
February, 
March,     . . . 

April 

May 

June 

July 

Au^st 
September, 


MONTH. 


Discharge  in  Socond-feet. 


1914. 


ISbOO 

13800 

21200 

290800 

15300 

7750 

1480 

1010  t 

4S0I 


i690 


32S0 
93S 
352 

26» 
202 
229 


4440 

3230 

65C0 

7200 

3390 

1830 

741 

378 

324 


Run-Off. 


Second-feet 

per  square 

mile. 


2.681 
1.878 
3.S14 
4.1(v6 
2.087 
0.785 
0.431 
0.220 
0.188 


Deptti  in 
iDcbeo. 


2.975 
1.95e 
4.897 
4.671 
2.406 
G.876 
0.497 

0.210' 


River  froicn  Jan.  13  to  22  inclushe,   Feb.  9  to  Mar.   1.')  Inclusive,   and  discharge  estimated   f.iim 
Black  Lick  Creek  at  Black  Lick  and  climatologlcal  records. 


WEST  FORK  RIVER. 


DKSCRIPTION  OF  BASIN. 

The  West  Fork  iiiver  rises  in  the  western  part  of  Upshur  County, 
W.  Va.,  and  flows  northwestward  into  Lewis  County,  thence  flowing 
in  a  slight  northeasterly  direction  to  its  junction  with  the  Tygart 
River  near  Fairmount,  W.  Va. 

Its  length  is  approximately  seventy  miles  and  its  drainage  area, 
above  the  mouth,  is  about  845  square  miles.  The  elevation  of  the 
hills  at  the  source  is  about  1500  feet,  while  at  its  mouth  the  eleva- 
tion is  about  860  feet.  It  flows  through  a  broad  valley,  the  border- 
ing hills  being  steep  and  precipitous  and  slightly  forested.  There 
are  no  lakes,  ponds  or  swamps  on  the  drainage  area.  There  are  nu- 
merous tributaries,  the  largest  of  which  are  Ten  Mile  Creek,  Simpson 
Creek  and  Stone  Coal  Creek.  Its  watershed  is  underlain  by  very 
valuable  and  extensive  coal  beds  and  contains  oil  and  gas  in  abund- 
ance. There  are  several  large  towns  in  the  drainage  area,  the  most 
important  of  which  are  Clarksburg  and  Weston. 

Little  water  power  has  been  developed,  although  the  main  stream 
and  its  tributaries  afford  ample  opportunity. 

The  mean  annual  precipitation  over  this  watershed  is  between  45 
and  50  inches. 

The  discharge  has  been  measured  since  1907,  at  Enterprise,  W. 
Va.,  33  miles  above  the  mouth. 
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OHIO  BASIN— STATION  NO.  20. 


WEST  FORK  RIVER  AT  ENTERPRISE,  W.  VA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  steel  highway  bridge  at  Enterprise,  W.  Va.,  about 
12  miles  above  the  mouth. 

RECORDS  AVAILABLE— Discharge  complete  from  June  2,  1907, 
to  September  30,  1914. 

DRAINAGE  AREA— 750  square  miles. 

GAGE — A  standard  chain  gage  is  attached  to  the  bridge.  The  eleva- 
tion of  zero  is  869.91  feet  above  sea  level.  The  length  of  chain 
from  the  bottom  of  the  weight  to  the  marker  is  37.95  feet.  Bench 
Mark  No.  1  is  the  northeast  corner  of  the  left  abutment,  down- 
stream side,  elevation  33.70  feet  above  gage  datum.  Bench  Mark 
No.  2  is  the  northwest  corner  of  the  downstream  end  of  the  pier, 
elevation  33.87  feet  above  gage  datum. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  bridge  at  ordinary  stages,  and  by  wading  200  feet  above  at  low 
stages. 

CHANNEL — The  channel  is  broken  by  one  pier.  Both  banks  are 
high  and  not  subject  to  overflow.  The  bed  is  composed  of  smooth 
rock  and  permanent. 

REMARKS— ^here  is  a  small  dam  located  at  Worthington,  W.  Va., 
about  three  miles  below  the  station,  but  backwater  does  not 
reach  to  the  section.  The  following  data  have  been  furnished 
by  the  United  States  Geological  Survey,'  who  maintain  and  oper- 
ate this  station. 


DISCHARGE  TABLE   FOR   WEST   FORK   RIVER  AT   ENTERPRISE,    W. 

VA.,  FROM  JUNE  2,  1907,  TO  SEPT.  30,  1914. 
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See.  ft 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

D.OO 

.60 

4» 

.10 

2270 

.60 

4860 

.10 

7792 

.10 

.70 

640 

.20 

2862 

.70 

4960 

.20 

7914 

.20 

.80 

698 

.80 

2(66 

.80 

5070 

.80 

8086 

.80 

.90 

64» 

.40 

2552 

.90 

6180 

.40 

8158 

.40 

8.00 

707 

.50 

2660 

8.00 

6290 

.60 

8280 

.60 

.10 

767 

.60 

2750 

.10 

6400 

.60 

8404 

.60 

12 

.20 

829 

.70 

2860 

.20 

6610 

.70 

8628 

.70 

16 

.80 

898 

.80 

2960 

.80 

6886 

.80 

8662 

.80 

20 

.40 

960 

.90 

8060 

.40 

6740 

.90 

8776 

.90 

2& 

.50 

1026 

6.00 

3150 

.50 

6866 

11.00 

8900 

1.00 

SO 

.60 

1004 

.10 

8262 

.60 

6870 

.10 

9026 

.10 

S6 

.70 

1168 

.20 

8856 

.70 

6066 

.20 

»150 

.20 

4S 

.80 

1288 

.80 

8460 

.80 

6200 

.80 

9276 

.SO 

62 

.90 

1304 

.40 

8664 

.90 

6820 

.40 

9400 

.40 

64 

4.0O 

1877 

.60 

3670 

0.00 

6460 

.50 

9526 

.50 

79 

.10 

1461 

.60 

8776 

.10 

6680 

.60 

9660 

.60 

90 

.20 

1628 

.70 

3882 

.20 

e700 

.70 

9776 

.70 

124 

.SO 

1608 

.80 

8988 

.80 

6820 

.80 

9900 

.80 

166 

.40 

1680 

.90 

4094 

.40 

6940 

.90 

10026 

.90 

190 

.50 

1750 

7.00 

4200 

.50 

7060 

1    12.00 

10150 

2.00 

227 

.60 

1840 

.10 

480S 

.60 

7182 

1    18.00 

11460 

.10 

266 

.70 

1922 

.20 

4416 

.70 

7804 

14.00 

127SO 

.20 

807 

.80 

2000 

.80 

4624 

.80 

7426 

15.00 

14100 

.90 

850 

1     .90 

2062 

.40 

4632 

.90 

7548 

16.00 

15450 

.40 

806 

6.00 

2180 

.60 

4740 

10.00 

7670  1 

17.00 

16850 

.50 

441 

» 

1 
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BSTIALA.TED  MONTHLY   DISCHARGE  OF  WEST   FORK  RIVER  AT  EN 

TERPRISE,  W.  VA. 

(Drainage  area  750  8quare  miles). 


SIONTlf. 

Discharge  in  Second-feet. 

Bun*off. 

t 
1 

Maximum.      Minimum. 

1 

Mean. 

Second-feet 

per  square 

mile. 

Depth  in 
inches. 

October 

1913. 

1 

2950                      64 

19100                       79 

8530                     Z86 

5L6 
2610 
1690 

0.688 

3.48 

2.25 

2.81 
2.56 

0.79 

NoTember 

3.^8 

I>eceinber. 

2.59 

January, 

1914. 

9900                     807               2110 

3.24 

Febmary 

19^ 

2120 

2380 
62> 
75.3 
97.2 
23:2 
64.8 

2.67 

March ,     , , 

1090 
767 

2.88                    3.26 

April.     

6200 

3.17 
.833 
.100 
.130 
.296 
.066 

3.r4 

May 

eo>o                  54 
307                     40 
372                     30 
926                     42 
212                      37 

.re 

Jnne - 

.11 

Jaly 

.15 

Anjruat 

8entember. 

.34 
.10 

• 

The  yeai 

19400 

80 

119a 

1.59 

21.63 

TYGART  RIVER. 


''  DESCRIPTION  OF  BASIN. 

The  Tygart,  also  called  Tygart's  Valley  River,  rises  in  the  southern 
part  of  Randolph  County,  W.  Va.,  and  flows  in  a  general  northerly 
direction  to  its  junction  with  th6  West  Fork  River,  near  Fairmount, 
W.  Va. 

Its  length  is  approximately  one  hundred  miles  while  its  drainage 
area,  above  the  mouth,  is  approximately  1,420  square  miles.  The 
elevation  of  the  hills  at  the  source  is  approximately  3500  feet,  while 
at  its  mouth  the  elevation  is  about  860  feet.  In  t&e  upper  portions 
the  country  is  mountainous,  the  slopes  of  the  valleys  steep  and,  in 
many  places,  precipitous  and  the  fall  of  the  stream  is  rapid.  As  the 
river  approaches  its  confluence  with  the  West  Fork  it  flows  through 
a  rolling  country.  There  are  no  lakes,  ponds  or  swamps  on  the 
drainage  area  and  the  flow  is  flashy.  There  are  many  tributaries, 
the  largest  of  which  are  Buchanan  River  and  Middle  Fork  River. 
Its  watershed  is  underlain  by  very  valuable  and  extensive  coal  beds 
and  contains  oil  and  gas  in  abundance.  At  the  headwaters  there 
is  still  some  timber,  but  over  the  general  basin  the  mountains  are 
sparsely  forested.  There  are  several  large  towns  in  the  drainage 
basin,  the  most  important  of  which  are  Grafton  and  Phillipi.    little 
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water  power  has  been  developed  although  the  main  stream  and  its 
tributaries  afford  ample  opportunity. 

The  mean  annual  precipitation  over  this  watershed  is  from  45  to 
50  inches. 

The  discharge  has  been  measured  since  1907,  at  Fetterman  and 
Bellington,  W.  Va. 


OHIO  BASIN— STATION  NO.  21. 


TYGART  RIVER  AT  FETTERMAN,  W.  VA. 


DESCRIPTION  OF  STATION. 

LOCATION— On  iron  highway  bridge  about  1,000  feet  from  B.  &  O. 
Railroad  Station  at  Fetterman,  W.  Va.,  about  18  miles  above  the 
mouth. 

RECORDS  AVAILABLE— Discharge  complete  from  June  3,  1907, 
to  September  30,  1914. 

DRAINAGE  AREA— 1,340  square  miles. 

GAGE — A  chain  gage  is  located  on  the  left  of  the  middle  pier  on  the 
downstream  side.  The  elevation  of  zero  is  957.86  feet  above  sea 
level.  The  length  of  chain  from jthe  bottom  of  the  weight  to  the 
marker  is  36.13  feet.  Bench  Mark  No.  1  is  southwest  comer 
of  lower  right  abutment  of  bridge,  marked  with  black  paint, 
elevation  31.46  feet  above  gage  datum.  Bench  Mark  No.  2  is 
the  northeast  corner  of  upstream  end  of  pier,  elevation  31.44 
feet  above  gage  datum.    The  gage  is  read  by  Joseph  Gerken. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  face  of  right 
abutment,  downstream  side. 

CHANNEL — ^The  channel  is  straight  for  500  feet  above  and  below  the 
station.  Both  banks  are  high  and  not  subject  to  overflow.  The 
bed  is  hard  and  firm. 

REMARKS— The  following  data  bave  been  furnished  by  the  Unite<l 
States  Geological  Survey,  who  maintain  and  operate  this  station. 
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DISCHARGE  TABLE   FOR  TYGART  RIVIiIR  AT   FETTERMAN,    W.   VA., 

FROM  OCT.  1,  1913,  TO  SEPT,  30,  1914. 
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*i 
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1 

ja 

ja 

^ 

A 

ja 

• 

A 

i 

.9 

1 

1 

§ 

A 

.a 

1 

age  helg 

1 

o 

Q 

O 

Q 

o 

O 

a 

O 
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Feet. 

Sec.  ft. 

Feet. 

Bee.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

2.80 

80 

.70 

1160 

.60 

4S80 

.60 

7975 

.40 

11770 

.90 

» 

.80 

1800 

.70 

4660 

.60 

8170 

.60 

11975 

8.00 

41 

.90 

1460 

.80 

4740 

.70 

8866 

.60 

laso 

.10 

81 

5.00 

1610 

.90 

4020 

.80 

8560 

.70 

12%5 

.20 

SI 

.10 

L780 

7.00 

6100 

.90 

8756 

.80 

12590 

.30 

100 

.20 

i960 

.10 

5290 

9.00 

8960 

.90 

12796 

.40 

lie 

.80 

2120 

.20 

6480 

.10 

9150 

11.00 

1800O 

.50 

171 

.40 

2290 

.30 

5670 

.20 

9350 

.10 

13206 

.60 

2U 

.60 

^60 

.40 

58t0 

.80 

9660 

.20 

18412 

.70 

SO 

.GO 

2680 

.60 

606O 

.40 

9750 

.80 

1S618 

.80 

800 

.70 

2800 

.60 

6240 

.50 

9950 

.40 

18824 

.90 

80$ 

.80 

2^/0 

.70 

6480 

.60 

10160 

.50 

14030 

4.00 

w. 

.90 

8140 

.80 

6620 

.70 

10360 

.60 

14286 

.10 

OS 

6.00 

8810 

.90 

6810 

.80 

1065O 

.70 

14442 

.20 

oil 

.10 

8480 

8.00 

7000 

.90 

10760 

.80 

14648 

.SO 

70S 

.20 

8660 

.10 

7195 

10.00 

10950 

.90 

14854 

.40 

800 

.80 

8840 

.20 

7390 

.10 

11166 

12.00 

15060 

.50 

SIO 

.40 

4020 

.80 

7585 

.20 

U860 

.60 

1080 

.00 

4200 

.40 

7780 

.80 

11506 

Note.— The  above  table  la  not  applicable  for  ice  or  obstructed  channel  conditions.  It  is  based 
on  4  discharge  measurements  made  during  Oct.,  1913,  and  Dec,  1914.  and  the  form  of  the  old 
carve,  and  is  fairly  well  defined  between  gage  heights  8.5  feet  and  6.0  feet.  Above  gage  height 
11.9  feet  the  rating  curve  is  the  same  as  that  dated  June  8,  1907,  to  Sept.  30.  1913. 
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ESTIMATED  MONTHLY  DISCHARGE  OF  TYGART  RIVER  AT  FETTER- 
MAN,  W.  VA. 

(Drainage  area  1,S40  square  miles). 


MONTH. 


October,     . 

November, 

December, 

Jananry,     . 
February, 
March,    . . . 
April 

Mv 

June,    

July 

Auipist,     .. 
September, 


1913. 


1914. 


The  year. 


Discharge  In  Second-feet. 

Run-Off. 

Second-feet 

Maximum. 

Minimum. 

Mean. 

per  square 
mile. 

Depth  in 

inches. 

9860 

96 

2S10 

1.7S 

1.98 

39100 

526 

6260 

1                4.67 

6.21 

11400 

1030 

8080 

2.80 

2.65 

13200 

1380 

4270 

8.19 

8.68 

18700 

370 

4140 

3.09 

8.28 

18200 

1030 

4190 

3.18 

8.61 

1               16800 

2630 

7060 

6.27 

6.88 

6620 

220 

1660 

1.28 

1.42 

1610 

81 

274 

0.2M 

0.28 

4740 

lOi 

966 

0.718 

0.82 

1090 

M 

847 

0.869 

0.80 

722 

35 

1 

169 

0.126 

0.14 

39100 

86 

1 

2880 

2.U 

15^.14 

Note.— Monthly  means  obtained  by  assuming  that  rating  table  holds  for  discharges  below  gage 
height  3.6'  but  dally  discharges  below  gage  height  3.5'  will  not  be  published  unless  rating  cur>'e 
is  checked  by  measurement  below  tliat  stage. 


CHEAT  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Cheat  River,  or  its  uppermost  branch,  the  Shavers  Fork,  rises 
in  the  northern  part  of  Pocahontas  County,  W.  Va.,  and  flows  in  a 
general  northwesterly  direction  to  its  mouth  in  the  Monongahela 
River,  at  Point  Marion,  Fayette  County,  Pa.,  about  90  miles  below 
Pittsburgh,  Pa.,  a  distance  of  approximately  157  miles,  4  miles  of 
which  is  in  Pennsylvania.  It  drains  an  area  of  approximately  1,427 
square  miles,  of  which  98  lie  in  Pennsylvania.  The  source  is  in  the 
point  of  coalescence  of  Back  Allegheny  Mountain  and  Cheat  Moun- 
tain, at  elevation  of  approximately  4500  feet,  from  which  it  falls 
to  elevation  780  feet  at  its  mouth,  the  total  fall  being  3720  feet,  or 
at  the  rate  of  2o.6  feet  ])er  mile.  The  river  proper,  which  is  formed 
by  the  junction  of  Shavers  Fork  an<l  Dry  Fork,  at  Parsons,  W.  Va., 
is  at  elevation  1625  feet,  and  has  a  slope  of  approximately  11  feet  per 
mile  to  its  month,  a  distance  of  alioiit  78  miles.  The  drainage  basin 
of  Shaveis  Fork  is  vcjy  l<Mig  aiMJ  iiarroNV,  while  tliat  of  Dry  Fork 
is  notably  fan-shajjcd.  The  headwaters  of  this  river  lie  in  a  rough, 
monntainons  region,  many  of  the  valleys  being  in  deep  gorges,  with 
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swiftly  flowing  mountain  streams.  The  Cheat  Kiver,  from  the  source 
of  Shavers  Fork  for  half  its  length,  lies  in  a  narrow  steep  sided  and 
uncultivated  gorge,  with  the  mountain  slopes  heavily  timbered. 
Above  Parsons,  W.  Virginia,  for  a  distance  of  a  few  miles,  the  valley 
opens  out  with  the  stream  flowing  through  low  bottom  land  or  flood 
plains.  Below  this  point  for  a  distance  of  9  miles  it  passes  through 
a  steep-sided,  broad  valley,  wth  cultivated  and  unusually  level  bot- 
toms, the  course  of  the  stream  being  very  tortuous.  From  this  point 
to  Mount  Chateau,  W.  Va.,  there  are  numerous  small  patches  of  cul- 
tivated bottom  land,  while  below  this  point  the  river  then  enters 
Pennsylvania  through  another  gorge,  which  extends  to  its  mouth. 

Owing  to  the  fact  that  the  basin  of  this  stream  is  long  and  narrow, 
being  100  miles  in  length  by  about  14  miles  in  width,  together  with 
other  topographical  features,  conducive  to  the  same  result,  the  Cheat 
River  has  a  rapidly,  fluctuating  discharge,  rising  quickly  in  great 
floods,  and  reducing  rapidly  thereafter. 

•Approximately  three-fourths  of  the  entire  drainage  area  is  re- 
ported to  be  forest  covered  and  coal  is  rained  over  a  large  portion 
of  this  watershed.  There  are  very  few  towns  of  importance  in  thit* 
drainage  basin,  the  largest  being  Rowlesburg  and  Parsons,  W.  Va., 
and  Point  Marion,  Pa.,  which  latter  community  uses  this  stream  as 
a  source  of  domestic  water  supply. 

The  mean  annual  precipitation  over  this  watershed  is  from  ap- 
proximately 40  to  45  inches. 

The  discharge  has  been  measured  since  July,  1899,  at  Ice's  Ferry, 
near  Morgantown,  W.  Va. 


OHIO  BASIN-STATION  NO.  22. 


CHEAT  RIVER  NEAR  MORGANTOWN,  W.  VA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  highway  bridge  at  Uneva,  W.  Va.,  10  miles  above 

the  mouth  of  the  river. 
RECORDS  AVAILABLE— Discharge    complete    from    July    8    to 

December  30,  1809;  July  1  to  December  29,  1900;  August  21, 

1902  to  December  31,  1905 ;  and  November  18, 1908  to  September 

30,  1914. 
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DRAINAGE  ARIOA— 1,380  square  miles. 

GAGE — ^A  standard  chain  gage  is  attached  to  the  bridge.  The  length 
of  chain  from  the  bottom  of  the  weight  to  the  marker  is  40.73 
feet.  The  elevation  of  zero  is  arbitrary.  Bench  Mark  No.  1  is 
a  mark  on  face  of  sandstone  rock  in  edge  of  bank  beside  road, 
20  feet  downstream  and  30  feet  back  from  gage,  elevation  21.13 
feet  above  gage  datum.    The  gage  is  lead  by  C.  F.  Baker. 

DISCHARGE  MEASUREMJ^NTS— Taken  from  the  upstream  side 
of  the  bridge,  or  by  wading  during  low  water. 

CHANNEL  AND  WINTER  FLOW— Tlie  channel  is  probably  per- 
manent. Ice  forms  sometimes  to  a  thickness  of  several  inches, 
and  large  ice  jams  may  affect  the  relation  of  gage  height  to 
discharge  during  short  pei  iods  in  December,  January  and  Febru- 
ary. 

REMARKS — The  following  data  have  been  furnished  by  the  United 
States  Geological  Survev: 


DISCHARGE   TABLE    FOR   CHEAT    RIVER    NEAR   MORGANTOWN.    W. 

VA.,  FOR  1912,   1913  AND  1914. 
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Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

Feet. 

Sec.  Ft. 

1.50 

115 

.40 

JBSO 

.80 

8680 

.20 

18220 

.10 

S7910 

.00 

140 

.60 

1780 

.40 

9040 

.80 

18780 

.20 

28420 

.70 

166 

.00 

1966 

.60 

9660 

.40 

192(0 

.80 

28990 

.80 

190 

.70 

2200 

.60 

10060 

.50 

19760 

.40 

29440 

.90 

220 

.80 

2460 

.70 

10570 

.60 

2OS0O 

.50. 

29950 

2.00 

255 

.90 

2710 

.80 

11080 

.70 

20770 

.60 

80460 

.10 

290 

4.00 

800O 

.90 

11580 

.80 

21280 

.70 

80970 

.20 

880 

.10 

8800 

6.00 

12100 

.90 

21790 

.80 

31480 

.90 

875 

.20 

86» 

.10 

12610 

8.00 

22800 

.90 

31990 

.40 

425 

.80 

89«0 

.20 

13120 

.10 

22810 

10.00 

32SO0 

.50 

480 

.40 

4320 

.80 

18680 

.20 

2.-'320 

11.00 

87600 

.00 

545 

.60 

4700 

.40 

14140 

.80 

28880 

12.00 

42700 

.70 

826 

.60 

6110 

.60 

14660 

.40 

24340 

13.00 

47800 

.80 

710 

.70 

1     5550 

.60 

16160 

.50 

24860 

14.00 

52900 

.90 

806 

.80 

6020 

.70 

16670 

.60 

25860 

lo.OO 

58000 

8.00 

915 

.90 

6500 

:ll 

16180 

.70 

25870 

.10 

1046 

5.00 

1     7000 

16690 

.80 

28380 

.20 

1185 

.10 

7510 

7.00 

17200 

.90 

26890 

.90 

1840 

.20 

8020 

1 

.10 

17710 

9.00 

27400 

Note:  This  table  has  been  revised  above  gage  height  4.2  and  l8  based  on  discharge  meaanre- 
menta  22  to  25.  This  table  applies  to  all  years  1902-14  with  prwer  change  of  gage  heights  1902-00 
bj  carve  of  relation  as  explained   In  1910-11  report  of  Water  Snpplj  Commission. 
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ESTIMATED   MONTHLY   DISCHARGE    OF    CHEAT    KIVER    NEAR    MOR 

GANTOWN,  W.  VA. 

(Drainage  area  i,S80  square  miles). 


MONTH. 

Discharge  in  Second-feet. 

Run-Off. 

Mazlmnm. 

Minimum.        Mean. 

1 

Second-feet 
per  square 
mile. 

Depth  in 
inches. 

Dotobcr 

1913. 

14600 
39600 
12100 

21800 

452                  8180 

805                 6620 

1520                 8080 

1260                   5260 

2.80 
4.80 
a.23 

3.81 
8.67 
4.43 
6.74 
1.81 
.454 
.877 
.489 
.245 

2.65 

November. 

5.86 

December.    . 

2.67 

JftnnArT 

1914. 

4.39 

February,     . 
March 

22800  1                  710                  5060 
18700  1                  980  1                6120 
22300  1                2580  !                930O 

3.82 

5.11 

ADrll 

7.52 

May 

Jnne      

16200 
1960 

425                   2500 
290                    627 

2M 
.51 

July 

5550 

832                  1210 

1.01 

^nffUflT.    -  -  -  - 

1520  1                  272                    675 
915                   227  j                 388 

.56 

September, 

,27 

•  r 

The  ye 

39600 

227                  3650 

1 

2.64 

33.86 

DUNKARD  CREEK. 


DESCRIPTION  OF  BASIN. 

Dunkard  Creek,  a  tributary  of  the  Monongaliela  River  in  Monon- 
gahela  County,  West  Virginia,  and  Greene  County,  Pennsylvania, 
drains  an  area  of  approximately  235  square  miles,  of  which  125 
square  miles  lie  in  Pennsylvania.  Rising  in  two  forks,  Pennsylvania  * 
and  West  Virginia  forks,  the  former  heading  in  the  south  central 
l-art  of  Greene  County,  and  the  latter  in  the  western  part  of  Monon- 
gahela  County,  W.  Virginia,  which  join  on  the  Pennsylvania- West 
Virginia  line,  the  stream  follows  a  general  easterly  direction  through 
a  rolling,  well  settled,  farming  country,  piactically  deforested,  with 
many  turns,  crossing  and  recrossing  the  state  line  to  its  mouth,  three 
miles  below  Point  Marion,  Pennsylvania.  The  distance  from  the 
forks  to  the  mouth  is  about  36  miles. 

The  West  Virginia  Fork  rises  at  an  elevation  of  about  1300  feet, 
and  the  Pennsylvania  Fork  at  an  elevation  of  about  1400  feet.  The 
junction  lies  at  an  elevation  of  075  feet,  and  the  mouth  at  an  eleva- 
tion of  800  feet.  The  forks  have  an  approximate  slope  of  30  feet  per 
mile,  but  from  the  junction  to  the  mouth  it  is  only  5  feet  per  mile. 
The  principal  tributaries  are  Pennsylvania  and  West  Virginia  forks. 
There  are  only  a  few  small  villages  and  one  borough  in  this  basin, 
none  of  which  use  the  water  of  this  stream  for  domestic  supply.  This 
creek  in  the  fall  of  1908  was  absolutely  dry  at  a  point  a  short  dis- 
tance above  its  mouth. 


.'^24 


The  mean  auuiial  precipitation  over  tliis  watei\she<l  i.s  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  October  14,  1909,  at  "Bob- 
town,"  about  two  miles  above  the  mouth. 


OHIO  BASIN— STATION  NO.  23. 


DUNKARD  CREEK  AT  "BOBTOWN/*  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  covered  wooden  bridge,  about  2  miles 

above  the  mouth  of  the  creek. 
RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  October  14,  1909,  to  September  30,  1914. 
DRAINAGE  AREA— 230  square  miles. 
GAGE — ^A  12  foot  staff  gage  is  bolted  to  the  downstream  wing  of  the 

left  abutment.    The  elevation  of  zero  is  arbitrary.    Bench  Mark 

No.  1  is  shelf  on  top  of  second  course  from  bottom,  third  stone 

in  from  face,  left  abutment,  elevation  2.64  feet  above  gage  datum. 

The  gage  is  read  twice  daily  by  Mrs.  Knlow  Stoneking. 
DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 

of  the  bridge  during  floods,  and  by  wading  during  low  stages. 

The  initial  point  for  soundings  is  top  edge  of  bridge  seat,  left 

abutment. 
CHANNEL — The  channel  is  straight  above  and  below  the  station. 

Both  banks  are  high  and  do  not  overflow.     The  bed  is  rocky. 

There  is  a  deep  quiet  pool  under  the  bridge,  with  very  sluggish 

flow  at  low  stages. 

DISCHARGE  MEASUREMENTS  OF  DUNKARD  CREEK   AT   "BOBTOWN," 

GREENE  COUNTY,  PA. 

(Drainage  area  tSO  square  miles). 


No. 

Date. 

Hydrographer. 

• 

§ 
1 

%4 

• 

1 

Remarks. 

1    Width. 

O 

I 

< 

a 

s 

O 

5 

5 

1M4 
July       8 

Wilson  &  Taylor 

1 

1  Feet. 

1         29 

1 

Sq. 
ft. 
16 

1 

Ft. 

per 
;    sec. 
'     0.25 

'  Feet. 
0.78 

1 

Sec. 
'    ft. 
i 

1 

WadiDST  msint  800  ft.  lie- 
low  bridge. 
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YOUGHIOGHENY  RIVER. 


DESCRIPTION  OP  BASIN. 

The  Youghiogheny  River,  the  largest  tributary  of  the  Monongahela 
River,  drains  an  area  of  approximately  1800  square  miles  in  Mary- 
land, West  Virginia  and  Pennsylvania,  of  which  about  1265  square 
miles  lie  in  Pennsylvania.  Rising  near  the  Maryland- West  Virginia 
boundary  line,  in  Preston  County,  West  Virginia,  to  the  north  of 
the  headwaters  of  the  Potomac  River,  and  upon  the  western  side  of 
Great  Savage  Mountain,  its  course  is  almost  due  north,  roughly 
paralleling  the  Monongahela  River,  between  Negro  Mountain,  on  the 
east,  and  Briary  Mountain,  on  the  west,  it  crosses  the  state  line  near 
Watsondale,  at  the  junction  of  Fayette  and  Somerset  counties. 

On  the  upper  reaches  of  this  river  the  grade  is  steep,  but  the  val- 
ley is  open  and  rolling.  It  soon  becomes  more  mountainous,  how- 
ever, and  the  stream  flows  between  high,  steep  hills,  ending  abruptly 
at  the  water's  edge,  the  channel  being  strewn  with  numerous  boulders 
and  large  stones.  The  river  continues  northward  in  this  manner, 
gradually  loosing  its  swiftness,  but  still  retaining  the  hilly  nature, 
to  Somerfleld,  Pa.,  two  miles  above  the  state  line,  where  the  slope 
of  the  stream  is  more  uniform  and  continues  as  such  to  its  junction 
with  the  Casselman  River.  From  Confluence,  where  it  is  joined  by 
its  largest  tributary,*  Casselman  River,  to  its  mouth  the  river  follows 
a  general  northwesterly  direction,  the  valley  being  narrow  and  steep, 
and  to  Bidewell  the  stream  flows  at  a  fairly  uniform  grade,  gradu- 
ally developing  into  rapids  with  the  valley  assuming  a  more  gorge- 
like form.  Just  above  Ohiopyle  the  stream  becomes  very  rapid,  as- 
suming its  greatest  fall  as  it  makes  a  long  loop  around  the  moun- 
tain. Between  Connellsville  and  West  Newton  the  stream  cuts 
through  a  succession  of  ridges,  alternating  with  rolling  country  on 
either  side,  and  from  this  point  to  its  mouth  the  valley  is  wide  and 
rolling. 

The  total  length  of  this  river  is  about  125  miles,  of  which  approxi- 
mately 83  miles  lie  in  Pennsylvania.  The  elevation  of  the  source  is 
approximately  3000  feet,  and  at  the  point  where  the  Youghiogheny 
enters  Pennsylvania  the  elevation  is  1400  feet,  giving  a  slope  of  about 
38  feet  per  mile  in  this  distance.  From  the  state  line  to  Connells- 
ville the  fall  is  at  the  rate  of  approximately  17  feet  per  mile,  and 
from  Connellsville  to  the  mouth,  43  miles,  the  rate  is  3.5  feet  per 
mile.  Between  Ohiopyle  and  Connellsville,  a  distance  of  17.5  miles, 
the  rate  of  fall  is  19  feet  per  mile,  reaching  at  Ohiopyle  Falls  a  rate 
of  over  50  feet  per  mile. 
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The  principal  tributaries  of  the  Youghiogheny  River  in  Pennsyl- 
vania are  Big  Sewickley  Creek,  Indian  Creek  and  the  Casselman 
River.  There  are  many  tributaries  in  Maryland  and  West  Virginia, 
the  principal  being  Bear  Creek,  Deep  Creek,  Little  Youghiogheny  and 
Rhine  creeks. 

The  headwaters  of  this  stream  and  the  basin  of  it  as  far  down  as 
Connellsville  is  sparsely  inhabited  well  covered  with  second  growth 
timber,  with  some  farming  and  coal  mining  carried  on.  From  Con- 
nellsville to  the  mouth  the  watershed  is  densely  inhabited,  especially 
in  the  valleys,  which  are  industrially  very  active,  the  surrounding 
hills  being  practically  deforested,  while  considerable  farming  is  car- 
ried on.  The  region  is  the  center  of  the  vast  bituminous  coal  pro- 
ducing and  coke  making  belt  and  the  streams  are  laden  with  mine 
water  and  sulphur.  Four  large  boroughs  and  many  large  villages 
lie  in  this  area,  some  of  the  communities  obtaining  a  domestic  water 
supply  from   the  stream. 

Navigatioti  on  the  Youghiogheny  River  was  at  one  time  improved 
by  the  construction  of  dams  and  locks,  from  McKeesport,  at  its 
mouth,  to  West  Newton,  19  miles  above.  Since  1868,  however,  this 
navigation  has  been  abandoned,  and  all  dams  and  locks  removed 
from  the  river. 

The  mean  annual  precipitation  over  the  lower  portion  of  this 
watershed  is  from  35  to  40  inches,  tlie  central  portion  from  45  to 
50  inches,  while  the  upper  portion  is  subject  to  a  rainfall  of  from 
40  to  45  inches. 

The  discharge  has  been  measured  at  Friendsville,  Md.,  Confluence, 
Pa.,  and  at  Connellsville,  Pa.,  since  August  17,  1898,  September  15, 
1904,  and  July  22,  1908,  respectively,  the  former,  however,  being 
discontinued  on  December  31,  1904. 


OHIO  BASIN— STATION  NO.  24. 


YOUGHIOGHENY  RIVER  AT  CONFLUENCE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — At  the  highway  bridge  about  one-half  mile  from  th(^ 
railroad  station  at  Confluence,  Somerset  County. 

RECORDS  AVAILABLE— Discharge  complete  from  September  15, 
1904,  to  September  30,  1914. 

DRAINAGE  AREA— 435  square  miles. 
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GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  band- 
rail  of  the  bridge.  The  length  of  chain  from  the  center  of  rivet  to 
the  bottom  of  the  weight  is  25.17  feet.  The  elevation  of  zero  is 
arbitra^J^  Bench  Mark  No.  1  is  a  cross  on  head  of  rivet  in 
bedplate  at  right  abutment  on  downstream  side,  elevation  20.53 
feet  above  gage  datura.  Bench  Mark  No.  2  is  a  cross  on  lower 
chord  of  bridge  under  gage  box,  elevation  20.28  feet  above  gage 
datum.    The  gage  is  read  once  daily  by  Lloyd  L.  Mountain. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
the  bridge.  The  initial  point  for  soundings  is  center  of  bridge 
pin  over  right  abutment  on  upstream  side  of  bridge. 

CHANNEIj — The  channel  is  straight  above  and  below  the  station 
for  200  feet  and  500  feet  respectively.  The  right  bank  is  high 
and  does  not  overflow.  The  left  bank  is  low,  clean,  and  overflows 
during  higli  water.  The  bed  is  rocky,  and  there  is  a  small  cob- 
blestone dam  4  to  6  inches  high  under  bridge. 


DISCHARGE    MEASUREMENTS    OF    YOUGHIOGHENY    RIVER   AT    CON- 
FLUENCE, SOMERSET  COUNTY,  PA. 

(Drainage  area  JiS5  square  miles). 


B 

1 

O 

t^ 

■ 

1 

CI 

4-> 

• 

No.        1)0  ti'. 

Hydro^jiapher. 
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13    July        7 

Wilson  &  Taylor 
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0.92  ,     1  90 

150    Wading  msiiit.  at 

bridge 

24     Sept.     2l' 

Bo  wen  &  Brady,  

174 
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0.63  t     1.65 

59  1  Surf.  mamt. 
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DISCHARGE  TABLE   FOR  YOUGHIOGHENY   RIVER  AT  CONFLUENCE, 

SOMERSET  COUNTY,  FROM  JAN.  1,  1913. 
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.n 

xa 

• 

9> 
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• 
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J3 
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» 
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8« 

1 

Sd 

8« 

60 

C3 
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.P4 

o 

Q 

o 

Q 

O 

P 

o 

Q 

C5 
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Feet. 

Sec.  ft. 

Feet. 

1 

Sec.  ft. 

Pect. 

Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

Sec.  ft. 

1.10 

10 

.20 

2070 

.80 

6870 

.40 

1         10710 

.60 

16060 

.20 

1              15 

.30 

2190 

.40 

6610 

.60 

!         10860 

.60 

15190 

.30 

25 

.40 

2320 

.60 

6660 

.60  1         10990 

.70 

16330 

.40 

40 

.50 

2460 

.60 

6790 

.70 

11180 

.80 

16470 

.50 

56 

.60 

2690 

.70 

6930 

.80 

11270 

.90 

16610 

.60 

75 

.70 

2780 

.80 

7070 

.90 

11410 

14.00 

16750 

.70 

95 

.80 

2870 

.90 

7210 

11.00 

11560 

.10 

16890 

.80 

120 

.90 

8010 

8.00 

7850 

.10 

11690 

.20 

'         16080 

.90 

160 

6.00 

8150 

.10 

7490 

.20 

11830 

.80 

1         16170 

2.00 

180 

.10 

8290 

.20 

7680 

.30 

11970 

.40 

!         16310 

.10 

220 

.20 

3480 

.80 

7770 

.40 

12110 

.60 

16460 

.20 

270 

.80 

3570 

.40 

7910 

.60 

12260 

.60 

1C680 

.30 

820 

.40 

8710 

.50 

8060 

.60 

12890 

.70 

16730 

.40 

880 

.50 

8850 

.60 

8190 

.70 

I^SO 

.80 

16870 

.50 

4oO 

.60 

3990 

.70 

8380 

.80 

12670 

.90 

17010 

.GO 

620 

.70 

4130 

.80 

8470 

.90 

12810 

16.00 

i         17150 

.70 

690 

.80 

4270 

.90 

8610 

12.00 

12930 

.10 

17290 

.80 

870 

.90 

4410 

9.00 

8760 

.10 

18090 

.20 

17480 

.90 

760 

6.00 

4660 

.10 

8890 

.20 

18280 

.30 

17570 

8.00 

840 

.10 

4680 

.20 

9080 

.80 

18870 

.40 

i7no 

.10 

S90 

.20 

4880 

.80 

9170 

.40 

18510 

.50 

17850 

.20 

1020 

.80 

4870 

.40 

9810 

.60 

18660 

.60 

17990 

.30 

1110 

.40 

6110 

.60 

9460 

.60 

18790 

,70 

18180 

.40 

1210 

.30 

5250 

.60 

9690 

.70 

13980 

.80 

18270 

.50' 

1310 

.60 

5890 

.70 

9730 

.80 

14070 

.90 

18410 

.60 

1410 

.70 

6630 

.80 

9870 

.90 

14210 

.70 

1510 

.80 

6670 

.90 

10010 

18.00 

14850 

.80 

1610 

.90 

5810 

!      10.00 

10150 

.10 

14490 

.90 

1720 

7.00 

5950 

.10 

1029V 

.20 

14630 

4.00 

1880 

.10 

6090 

.20 

10430 

.30 

14770 

.10 

UGO 

•», 

6230 

.30 

1057O 

.40 

14910 

1 

1 

Note:    Curve  below  6.0  feet  was  changed  on  account  of  2  measurements  made  in  1912-18;  above 
6.0  feet  it  is  coincident  with  ttiat  formerly  used. 
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ESTIMATED   MONTHLY    DISCHARGE   OF   YOUGHIOGHENY    RIVER   AT 

CONFLUENCE,    SOMERSET  COUNTY,   PA. 

(Drmnage  area  455  square  miles). 


MONTH. 


DUcharge  In  Seconrl-fuet. 


Kun-olf. 


Maximum. 


1»14. 
January 

February,     

March 

April,    

May 

June,   

July 

August.    

September 


Minimum. 


Moan. 


Second -feet 
m.lo. 


5640' 

4380, 

6760 

7760 

3700 

6730 

513 
1330 

2U6 


436 

310 

&0S 

786 

196 

73 

75 

59 

38 


1740 

1400 

2260 

1-600  I 

774  1 

474 

1S4 

229 

8S 


CASSELMAN  RIVER. 


Doi>th  in 
IncboM. 


TO    I 


4.000 
3.21S 
5.172 
5.977 
1.779 
1.090 
0.423 
0.526 
0.202 


4.612 
3.851 
962 
669 
061 
216 
488 
607 


0.225 


DESCRIPTION  OF  BASIN. 

The  Casselman  Kiver,  the  largest  tributary  of  the  Youghiogheny 
River,  drains  an  area  of  api)roximately  578  square  miles,  of  which 
480  lie  in  Pennsylvania  and  98  in  Maryland.  Rising  in  two  branches, 
the  North  and  the  South,  in  Garrett  County,  Marylahd,  which  join  in 
the  above  county  about  four  miles  south  of  the  Mason  and  Dixon 
line,  the  stream  flows  northeasterly  into  Pennsylvania  at  Meyers- 
dale,  Somerset  County,  where  it  turns  northwesterly  to  Rockwood 
and  thence  southwesterly  to  the  Youghiogheny  River,  at  Confluence, 
Somerset  County,  Pa.  The  North  and  South  branches  respectively, 
are  13  and  8  miU»s  lon^,  and  tlie  main  river,  from  the  junction  to 
its  mouth,  is  2.3  miles  in  lengtli.  Its  course  through  Maryland  and 
the  southern  part  of  Somerset  County,  Pa.,  follows  a  fertile, 
rolling  valley,  between  Negro  and  Meadow  mountains,  whose  aver- 
age will  til  is  about  six  miles.  From  Meyersdale  to  its  mouth,  the 
course  of  the  stream  becomes  more  confined,  and  the  valley  is  steep 
and  grows  dee])er  toward  its  mouth.  This  river  has  a  rapid  fall 
throughout  ]>ractically  its  entire  length.  The  principal  tributary 
is  Laurel  Hill  C'l  eek,  which  enters  the  river  just  above  its  confluence 
with  the  Youghiogheny  River.  The  valleys  are  largely  under  culti- 
vation, while  the  hillsides  and  mountain  tops  are  covered  with  second 
growth  timber. 

There  are  numerous  small  boroughs  and  villaiics  in  this  (haiuage 
basin.  Bituminous  coal  is  being  extensively  mined,  and  with  farm- 
ing, is  the  principal  industry.    The  drainage  basin  has  been  virtually 
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deforested,  but  is  rapidly  being  covered  with  second  growth.  A  few 
of  the  tributaries  of  the  Casselman  River  are  used  as  sources  for 
domestic  supply. 

The  mean  annual  precipitation  over  this  watershed  is  between  40 
and  45  inches. 

The  discharge  has  been  measured  from  September  15,  1904,  to 
August  11,  1913,  at  Confluence,  about  one  mile  above  the  mouth,  and 
since  August  25,  1913,  at  Markleton,  Somerset  County. 


OHIO  BASIN— STATION  NO.  25. 


CASSELMAN  RIVER  AT  MARKLETON,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  through-truss,  highway  bridge,  at  B.  &  O. 
Railroad  Station,  Markleton,  Somerset  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  August  13,  1913,  to  December  31,  1913,  and  June  13,  to 
September  30, 1914. 

DRAINAGE  AREA— 365  square  miles. 

GAGE — ^A  chain  gage  is  fastened  to  the  downstream  handrail.  The 
elevation  of  zero  is  arbitrary.  The  length  of  chain  from  the  bot- 
tom of  the  weight  to  the  marker  is  25.38  feet.  Bench  Mark  No.  1 
is  the  outer  downstream  corner  of  right  bridge  seat,  elevation 
20.25  feet  above  gage  datum.  Bench  Mark  No.  2  is  top  of  8th 
course  on  wingwall,  second  stone  in  from  face  of  abutment,  about 
6  inches  from  front  edge  of  stone,  elevation  13.15  feet  above 
gage  datum.    The  gage  is  read  twice  daily  by  C.  O.  Burns. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  center  of  bridge 
pin,  right  abutment,  downstream  side. 

CHANNEL — The  channel  is  straight  above  and  below  the  station  for 
1,200  feet  and  1,500  feet  respectively.    Both  banks  are  high  and 
^do  not  overflow.    The  bed  is  composed  of  gravel  and  boulders. 
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DISCHARGE   MEASUREMENTS    OF   CASSELMAN    RIVER    AT    MARKLE 

TON,  SOMERSET  COUNTY,  PA. 

(Drainage  area  365  square  miles). 


No. 


Date. 


Hydro.rrapluT. 


S3 
*-> 

•3 


2 
3 


1»11 
jQly       6 
Sept.    21 


Wilson  &  Taylor, 
Bowen  &  Brady, 


a 
o 

u 

V 
00 


9t 


• 

>> 

<>• 

■*•* 

c; 

ja 

O 

u 

^■^ 

4< 

o 

> 

A 

a 

a> 

9t 

c« 

6) 

« 

^ 

O 

& 

.a 


Kemarks. 


Feet. 

154 
134 


Sq. 
ft. 

329 
170 


I 


Ft. 
per 
sec. 

0.84 
0.08 


Feet. 

2.90 
1.82 


Sec. 
ft. 

277    0.6  niHmt. 
13    Surf  &.  0.6  msmt. 


DAILY   MEAN   GAGE  HEIGHTS  OF  CASSELMAN  RIVER     AT  MARKLE- 

TON,  SOMERSET  COUNTY,  PA. 


1914. 


DAY. 


JUNE. 


G.  H. 


JULY. 


G.  H. 


AUG. 


G.  H 


SBPT. 


G.  H. 


1. 
2. 
8. 
4, 
5. 

«. 

7. 

I: 

10, 

11. 

12. 
13. 

14. 

16, 

1«. 
17. 

^« 
20. 

21. 
22, 
23. 

a*. 

26, 

26, 
27. 
28. 
2». 
80. 

81. 


3.32 
3.30 
3.06 
2.95 
3.00 

2.92 
2.85 
2.68  , 
2.60 
2.48 

.       2.45 

2.48 
2.52 
2.53 
2.68 

2.90 
2.85 
2.60 
2.48 
2.42 

2.35 
2.22 
2.20 
2.20 
2.20 

2.20 
2.20 
2.20 
2.16 
2.15 

2.13 

2.10 
2.10 
2.10 
2.08 
2.08 

2.07  1 
2.06  I 
2.06 
2.05 
2.06 

2.50 
2.72 
2.75 
2.58 
2.28 

2.19  i 

2.12 

2.a3 

2.05 

2.02 

2.0) 
1.95 
1.91 
1.10 
1.95 

3.1.S 
2.45 
2.20 
2.10 
2.10 

2.0.'.     ... 

2.05 

2.02 

1.97 

1.97 

1.97 

1.97 

2.17 

2.12 

2.12 

2.04 

1.97 

1.9:1 

2.30 

1  97 

2.30 

1.97 

2.20 

1.91 

2.20 

1  92 

2.20 

1.87 

.  1                 2.15 

1.87 

.  '                 2.15 

1.85 

2.15 

1.82 

2.15 

1  8'' 

2.20 

1  82 

2.95 

1  82 

.  ,                3.03 

1.82 

.  1                 3.06 

1  82 

4.65 

1  74 

4.40 

1  77 

7.70 

1.72 

4.50 

1  72 

3  65 

1  72 

1                         1 

Oage   beiffhts   reported    by   observer   previous   to   June   12,    considered   unreliable,    and    therefore 
are  not  published. 
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LAUREL  HILL  CREEK. 


DESCRIPTION  OF  BASIN. 

Laurel  Hill  Creek,  in  Somerset  and  Fayette  counties,  the  princi- 
pal tributary  of  the  Casselman  River,  drains  an  area  of  approxi- 
mately 125  square  miles.  Rising  in  the  southeastern  corner  of  JeflF- 
erson  Township,  Somerset  County,  this  stream  flows  northward  a 
short  distance,  and  then,  describing  a  semi-circle,  turns  southward, 
through  a  hilly  farming  country,  almost  deforested  and  underlain 
with  bituminous  coal,  to  its  mouth  at  Confluence,  a  distance  of  about 
30  miles.  There  are  many  tributaries  to  tliis  stream,  none  of  which, 
however,  drain  an  area  of  more  than  seven  or  eight  square  miles, 
the  watershed  being  an  approximate  parallellogram  seven  miles  in 
width  and  about  17  miles  in  length.  One  borough  and  numerous 
farming  villages  are  located  on  this  basin.  A  few  private  water  sup- 
plies are  obtained  from  this  watershed. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  from  September  15,  1904,  to 
August  11,  1913,  at  Confluence,  near  its  mouth,  and  since  August  12, 
1913,  at  Ursina,  about  3  miles  above  the  mouth. 


OHIO  BASIN— STATION  NO.  26. 


LAUREL  HILL  CREEK  AT  URSINA,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  through-truss,  highway  bridge,  at  Ursina, 
two  miles  above  Confluence,  Somerset  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
from  August  12,  1913,  to  September  30,  1914. 

DRAINAGE  AREA— 122  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  on  tbe  upstream  handrail. 
The  length  of  chain  from  the  bottom  of  the  weight  to  the  marker 
is  18.65  feet.     The  elevation  of  zero  is  arbitrary.     Bench  Mark 
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No.  1  is  on  top  of  the  fourth  stoue  from  the  upstream  corner  of 
the  left  abutment  in  the  ninth  course  down  from  the  top,  eleva- 
tion 5.475  feet  above  gage  datum.  The  gage  is  read  twice  daily 
by  A.  J.  Case. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  and  by  wading.  The  initial  point  for  soundiligs  is 
face  of  right  abutment. 

CHANNEL — The  channel  is  straight  above  and  below  the  station  for 
1,500  feet  and  1,000  feet  respectively.  Both  banks  are  high  and 
not  subject  to  overflow.  The  bed  is  composed  of  gravel  and 
stones. 


DISCHARGE  MEASUREMENTS  OF  LAUREL  HILL  CREEK  AT  URSINA, 

SOMERSET  COUNTY,  PA. 

(Drainage  area  Iftft  square  miles). 
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OHIO  BASIN— STATION  NO.  27. 


YOUGHIOGHENY  RIVER  AT  CONNELLSVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  two  span,  steel,  throngh-truss,  highway  bridge  from 
Connellsville  to  New  Haven. 

RECORDS  AVAILABLE— Discharge  complete  from  July  22,  1908, 
to  September  30,  1914. 

DRAINAGE  AREA— 1320  square  miles. 

GAGE — A  standard  chain  gage  is  bolted  to  the  downstream  hand- 
rail in  the  New  Haven  side.  The  length  of  chain  from  the  bot- 
tom of  the  weight  to  the  marker  is  34.24  feet.  The  elevation  of 
zero  is  860.131  feet  above  sea  level.  Bench  Mark  No.  1  is 
cJiiseled  point  on  projecting  stone  in  retaining  wall  on  New 
Haven  side,  below  bridge,  lowest  point  on  stone.  "B.  M."  chiseled 
into  stone  above,  elevation  864.656  feet  above  sea  level.  Bench 
Mark  No.  2  is  IT.  S.  G.  S.  bronze  tablet  on  upstream  end  of  pier  of 
highway  bridge,  pier  between  B.  &  O.  Railroad  tracks,  elevation 
884.686  feet  above  sea  level.  The  gage  is  read  twice  daily  by 
D.  H.  Flick. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge,  during  extreme  low  water  by  wading  at  section 
600  feet  above  B.  &  O.  pumping  station  (on  right  bank  about 
one  mile  above  bridge).  The  initial  point  for  soundings  in  first 
span  is  point  on  downstream  handrail  directly  above  face  of 
concrete  retaining  wall  at  B.  &  O.  tracks,  in  second  span,  bend 
in  handrail  over  second  pier. 

CHANNEIj — ^The  channel  above  the  station  is  straight  for  ^  mile. 
Below  the  station  it  is  straight  for  600  feat,  A  railroad  bridge 
crosses  the  stream  500  feet  below  the  station.  Both  banks  are 
high  and  not  subject  to  overflow.  The  bed  is  composed  of  rocks, 
gravel  and  mud. 

REMARKS — There  is  a  grist  mill  on  left  bank  above  the  bridge  get- 
ting head  by  means  of  a  loose  stone  wingwall.  Tailrace  comes 
in  100  feet  above  bridge. 
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DISCHARGE   MEASUREMENTS    OF    YOUGHIOGHENY    RIVKU    AT    CON 

NELLSVILLE,  FAYETTE  COUNTY,  PA. 

(Drainage  area  l,StO  square  miles). 


No. 


Date. 


Hydrographer. 


3 
2 


18 
19 
20 
21 
22 


1914 
Jane  24. 
July 
Sept. 
Sept. 
Sept. 


8. 

2, 
11. 
28. 


Feet. 


Kllaworth  &  Adams,..,  234 

Wilaon  &  Taylor,    . . .  |  245 
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Ellsworth,    133 

Bowen  &  Brady 218 
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0.2,  0.6  &  0.8  m«mt. 

810 

0.77 

1.61 

624    0.6  msmt. 

183 

1.83 

0.97 

384    0.2.  0.6  &  0.8  msmt. 

IS 

0.95 

0.71 

145  i  0.2.  0.6  &  0.8  msmt. 

rx)8 

0.17 

0.46 

85 

0.2  &  0.8  msmt. 

DISCHARGE    TABLE    FOR    YOUGHIOGHENY    RIVER    AT    CONNELLS 

VILLE,  FAYETTE  COUNTY,  FROM  JAN.  1,  1914. 
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0.00 

S5 

.70 

1715 

.40 

6590 

.10 

14580 

.80 

25060 

.10 

40 

.80 

1855 

.50 

6820 

.20 

14860 

.90 

2^440 

.20 

60 

.90 

2000 

.60 

7050 

.80 

1520O 

11.00 

25880 

.30 

60 

8.00 

21« 

.70 

7280 

.40 

15550 

.10 

SCSSD 

.40 

75 

.10 

2805 

.80 

7520 

.50 

15920 

.20 

2670 

.60 

90 

.20 

2470 

.90 

7780 

.60 

16290 

.80 

27200 

.60 

115 

.80 

2640 

6.00 

8040 

.70 

16660 

.40 

27fi50 

.70 

140 

.40 

2810 

.10 

8300 

.80 

17080 

.60 

28109 

.80 

180 

.60 

2980 

.20 

8580 

.90 

17400 

.60 

28556 

.90 

220 

.60 

8150 

.80 

8860 

9.00 

17770 

.70 

29006 

1.00 

270 

.70 

8325 

.40 

9150 

.10 

18140 

.80 

2M79 

.10 

826 

.80 

8500 

.60 

9450 

.20 

18610 

.90 

29960 

.20 

880 

.90 

8680 

.60 

9750 

.80 

18890 

12.00 

«M» 

.90 

440 

4.00 

8860 

.70 

10055 

.40 

19270 

.10 

31^0 

.40 

600 

.10 

4040 

.80 

10860 

.50 

19650 
20040 
20440 

.20 

31456 

.50 

670 

.20 

4220 

.90 

10665 

.60 

.80 

S1960 

.60 

640 

.80 

4400 

7.00 

10970 

.70 

.40 

S24S0 

.70 

710 

.40 

4580 

.10 

11280 

.80 

80640 

,             .50 

82950 

.80 

790 

.50 

4770 

.20 

11590 

.90 

21240 

!             .60 

0-4» 

.90 

870 

.60 

4960 

.30 

11910 

10.00 

21640 

.70 

»40S0 

2.00 

960 

.70 

5155 

.40 

12?30 

.10 

22040 

.80 

34O0O 

.10 

1060 

.80 

5350 

.60 

12550 

.20 

22460 

.90 

8S1'^ 

.20 

1146 

.90 

6546 

.60 

12880 

.30 

22800 

18.00 

3S7<» 

.80 

1260 

5.00 

5740 

.70 

13210 

.40 

28270 

.10 

86250 

.40 

IMO 

.10 

6950 

.80 

13540 

.60 

28690 

.20 

S8R50 

.60 

1470 

.20 

6160 

.90 

13870 

.60 

24120 

.60 

1690 

.80 

6S70 

8.00 

14200 

.70 

24560 

Note.— This   table  la  only   applicable  subseqaent   to  Jan.    1,    1914,   and  Is   based   on   5   dlscharr^ 
measurements  made  during  1914,   together  with  former  curve. 
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ESTIMATED  MONTHLY  DISCHARGE  OF   YOUGHIOGHENY    RIVER    AT 

CONNELLSVILLB,  FAYETTE  COUNTY,  PA. 

(Drainage  area  l,StO  square  mUed), 


Discharge  In  Second-feet. 


MONTH. 


Maximum,  i   Minimum. 


1914. 

Jannary,     , 

February,     

March,     

April,      

May 

June,    

July 

August,    «... 

September 


12500 

9900 

18000 

lff700 

9000 

17200 

1660 

906 

874 


1250 

710 

760 

2470 

670 

200 

188 

78 

66 


Kim -off. 


Mean. 


8940 

8120 

5600 

6570 

2140 

1280 

586 

828 

145 


Second-feet 

per  square 

mile. 


2.985 
2.864 
4.242 

i.vn 

1.621 
0.982 
0.406 
0.245 
0.110 


Depth  in 
inches. 


8.442 
2.4«8 

4.890 
5.S58 
1.869 
1.040 
0.468 
0.282 
0.128 


TURTLE  CREEK. 


DESCRIPTION  OF  BASIN. 

Turtle  Creek,  a  tributary  of  the  Monongahela  River  in  Allegheny 
and  Westmoreland  counties,  drains  an  area  of  approximately  145 
square  miles.  Rising  in  the  western  part  of  Westmoreland  County, 
it  flows  in  a  southwesterly  direction  along  the  Allegheny  County 
line  where  it  is  joined  by  its  largest  tributary.  Brush  Creek,  and 
thence  through  Allegheny  County  to  its  mouth,  just  above  Braddock 
Borough,  a  total  distance  of  about  20  miles.  The  basin  is  fan-shaped 
and  the  area  drained  is  a  rolling,  agricultural  country,  only  seven 
per  cent,  being  forested,  the  upper  section  being  entirely  devoted 
to  farming,  whereas  the  lower  section,  along  the  valley,  is  congested 
by  railroads  and  industrial  establishments.  The  entire  watershed  is 
densely  inhabited,  many  large  and  prosperous  boroughs  lying  along 
the  stream.  This  stream  rises  at  an  elevation  of  approximately  756 
feet,  making  the  average  slope  about  25  feet  per  mile,  but  there  are 
numerous  stretches  of  this  stream  which  are  flat,  showing  only  a 
slope  of  from  5  to  9  feet  per  mile.  In  the  lower  section  the  channel  is 
filled  to  a  considerable  depth  with  silt.  Only  one  borough  receives 
a  domestic  water  supply  from  a  tributary  of  Turtle  Creek,  although 
many  manufacturing  establishments  use  the  water  for  industrial 
purposes. 

The  mean  annual  precipitation  over  this  watershed  is  from  35 
t(>  40  inches. 
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^The  discharge  has  been  measured  since  December  1,  1907,  at  East 
Pittsburgh,  about  1^  miles  above  the  mouth  and  since  July  28,  1914, 
above  TraflPord  City.  Its  principal  tributary,  Brush  Creek,  has  been 
measured  since  July  28,  1914,  above  Trafford  City,  near  its  mouth. 


OHIO  BASIN— STATION  NO.  28. 


TURTLE  CREEK  ABOVE  TRAFFORD  CITY,  PA. 


DESCRIPTION  OP  STATION. 

LOCATION — On  highway  bridge,  east  of  Linde  Air  Products  Com- 
pany's factory,  Blackburn  Station. 

BEOORDS  AVAILABLE — ^Discharge  measurements  and  gage  heights 
from  July  28,  1914,  to  September  30,  1914. 

DRAINAGE  AREA— 55  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  side 
of  the  bridge.  The  length  of  chain  from  the  bottom  of  the 
weight  to  the  marker  is  17.62  feet.  The  elevation  of  zero  is 
arbitrary.  Bench  Mark  No.  1  is  on  top  of  projecting  stone  in  left 
downstream  wingwall,  8.1  feet  in  from  angle  of  wingwall  with 
abutment  and  8.2  feet  from  top  of  wall,  elevation  7.91  feet  above 
gage  datum.    The  gage  is  read  twice  daily  by  Frank  L.  Ganz. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  bridge;  low  water  measurements  taken  about  200  feet  above 
bridge.  The  initial  point  for  soundings  is  point  on  downstream 
end  of  bridge  directly  above  top  edge  of  coping  of  left  abut- 
ment. 

CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  250  feet  and  200  feet  respectively.  Both  banks  are  high  and 
do  not  overflow.    The  bed  is  composed  of  gravel  and  hardpan. 

REMARKS — A  railroad  bridge  crosses  the  creek  about  200  feet 
downstream. 
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DISCHARGE  MEASUREMENTS  OF  TURTLE  CREEK  ABOVE  TRAFFORD 

CITY,  WESTMORELAND  COUNTY,  PA. 

(Drainage  area  55  square  miles). 


• 

s 

4J 

No. 

Date. 

Hjdrographer. 

i 

« 
r* 

i 

1 

1 

S 

JS 

Remarks. 

1^ 

•^ 

s 

0 

Q 

• 

I  ***•  [ 

«A4  M 

Feet. 

Sq. 
ft. 

per     Feet. 

flee.  ' 

1 

Sec. 
ft. 

1 

1914 
Sept.  25, 

Bowen  &  Bradj,   ..... 

19 

9.2 

0.37  1 

0.78 

3 

Wading  400^  aboye  gage. 

DAILY  MEAN  GAGE  HEIGHTS  OF  TURTLE  CREEK  ABOVE  TRAFFORD 

CITY,   WESTMORELAND  COUNTY,  PA. 


1014. 


DAY. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16,     

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

n 

•Interpolated. 


JULY. 

AUG. 

SBPT. 

G.  H. 

G.  H. 

G.  H. 

0.60 
.61 

.64 
.60 
.61 

.60 

.61 
.64 
.66 
.60 

.09 

.71 
.71 
.60 
.69 

.71 
•.00 
•.66 
•.68 

.61 

.60 
.00 
.71 
.68 
.61 

.50 
.61 
.62 
.64 
.64 

.50 

0.60 

.00 

68 

.00 

.61 

.00 

.01 

.00 

.00 

.60 

.50 

.50 

.60 

.60 

.61 

.60 

....a....... 

.00 

••••• 

.00 

.60 

.00 

.00 

............ 

.00 

.60 

.01 

.66 

.62 

1      ' 

.68 

0.67 
.61 
.62 

.611 

1 

.61 
.61 
.00 
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BRUSH  CREEK. 


DESCRIPTION  OF  BASIN. 

Brash  Greek,  with  a  total  drainage  area  of  67  square  miles,  rises 
in  the  central  part  of  Westmoreland  County  at  an  elevation  of  1300 
feet  and  flows  in  a  southwesterly  direction  to  its  mouth  at  an  eleva- 
tion of  770  feet  in  Turtle  Creek  at  Traflford  City. 

It  is  20  miles  long,  with  a  pear  shaped  basin,  and  is  the  largest 
tributary  of  Turtle  Creek.  From  near  its  source  to  Jeannette,  the 
slope  is  50  feef  per  mile,  and  then  for  15  miles  to  its  mouth,  its  slope 
is  15  feet  per  mile.  Tt  drains  a  broken  and  hilly  country,  almost 
entirely  deforested,  while  the  main  valley  is  wide  and  contains  many 
flats,  bordered  by  gently  sloping  hills.  The  main  stream  is  polluted 
by  wastes  from  coal  mines,  although  Tinker  Run,  a  tributary,  is  used 
for  water  supply  at  Irwin  and  North  Irwin. 

The  main  valley  is  densely  populated  and  contains  Jeannette,  West- 
moreland City,  Irwin,  North  Irwin,  Larimer  and  Traflford  City.  In 
addition  to  various  industrial  plants,  there  are  extensive  soft  coal 
mines  and  coke  ovens  scattered  through  the  basin. 

The  mean  annual  precipitation  over  this  watershed  is  from  35  to 
40  inches. 

The  discharge  has  been  measured  since  July  14,  1914,  about  one 
mile  above  the  mouth  at  Traflford  City. 


OHIO  BASIN-STATION  NO.  29. 


BRUSH  CREEK  NEAR  TRAFFORD  CITY,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  county  bridge  between  Cavettsville  and  Traflford, 

Westmoreland  Countv. 

I* 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 

from  July  14,  1914,  to  September  30,  1914. 
DRAINAGE  AREA— 56  square  miles. 
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(iAGl!3 — A  staudard  chain  gage  is  fastened  to  tlie  outside  of  the 
downstream  under-rail.  The  length  of  chain  from  the  bottom 
of  the  weight  to  the  marker  is  13.76  feet.  The  elevation  of  zero 
is  arbitrary.  Bench  Mark  No.  1  is  on  top  of  stone  at  end  of  left 
downstream  wingwall  and  is  a  projection  0.3  feet  from  down- 
stream end  at  creek  side  of  stone,  painted  B.  M.,  elevation  10.085 
feet  above  gage  datum.  The  gage  is  read  twice  daily  by  Paul 
Stoy. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  left  abutment, 
downstream  side. 

CHANNEL — ^The  channel  above  the  station  curves  gently  with  a 
riflie  about  50  feet  above.  Below  the  station  it  is  straight  for 
250  feet,  with  a  riffle  200  feet  below.  Both  banks  overflow  at  a 
gage  height  of  approximately  8  feet.  The  bed  is  composed  of 
gravel  and  hardpan. 


DISCHARGE   MEASUREMENTS    OF   BRUSH   CREEK   NEAR  TRAFFORD 

CITY,  WESTMORELAND  COUNTY,  PA. 

(Drainage  area  56  square  miles). 


■ 

1 

• 

^ 

No. 

Date. 

Hjdrograpfaer. 

1 

1 

i$ 

Bemarks. 

. 

^ 

► 

A 

S 

Width 

Area 

1 

1 

Ft. 

Feet. 

Sq. 
ft. 

per 
sec. 

Veet. 

Bee. 
ft. 

mi 

1 1  Sept.  25. 

Bowen  ft  Brady 

46 

82 

0.38 

1.88 
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DAILY  MEAN  GAGE  HEIGHTS    OF    BRUSH    CREEK    NEAR  TRAFFORD 

CITY,  WESTMORELAND  COUNTY,  PA. 


1914. 


DAY. 


1. 
2. 
8. 
4. 
»f 

6, 

I: 

9. 
10, 

11, 
12. 
13. 

14. 

15. 

1«. 

17. 
18. 
19. 
20. 

21. 
22. 
28. 
24, 
25, 

28. 
29. 
30. 

31. 


JULY. 


G.  H. 


1.90 
2.14 

2.00 
1.9S 
1.98 
1.96 
1.94 

1.96 
1.92 
1.90 
2.00 
2.00 

1.94 
1.90 
1.90 
1.88 
1.8< 

1.88 


AUG. 


G.  H. 


1.8& 
1.86 
1.87 
1.88 
1.87 

1.85 
1.84 
1.86 
2.88 
2.60 

2.96 
2.26 
1.90 
1.86 
1.87 

1.86 
1.86 
1.86 
1.80 
1.88 

2.16 
1.98 
1.88 
1.96 
1.90 

1.89 
1.88 
1.92 
2.41 
2.26 

2.04 


SBPT. 


G.  H. 


2.08 
2.06 
2.80 
2.00 
1.97 

1.96 
1.08 
1.87 
1.88 
1.88 

1.89 
1.86 
1.86 
1.86 
1.86 

1.88 
1.86 
1.86 
1.84 
1.86 

1.87 
1.86 
1.86 
1.96 
1.89 

1.86 
1.84 
1.8S 
1.82 
1.88 


OHIO  BASIN— STATION  NO.  30. 


TURTLE  CREEK  AT  EAST  PITTSBURGH,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION— On  Cable  Ave.  Viaduct  from  P.  R.  R.  Depot  to  West- 
inghouse  Works,  East  Pittsburgh,  Pa. 

RECORDS  AVAILABLE— Discharge  complete  from  December  1, 
1907,  to  September  30, 1914. 

DRAINAGE  AREA— 145  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  on  the  outer  side  of  the 
downstream  handrail.  The  length  of  chain  from  the  bottom  of 
the  weight  to  the  marker  is  40.28  feet.  The  elevation  of  zero  is 
722.88  feet  above  sea  level.  Bench  Mark  No.  1  is  top  of  right 
abutment,  downstream  corner,  elevation  746.63  feet  above  sea 
level.  The  gage  is  read  twice  daily  by  employees  of  the  Westing- 
house  Electric  &  Mfg.  Co. 
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DISCHAKGE  MEASUREMEI^TS— Taken  from  the  downstream  side 
of  the  Cable  Ave.  Viaduct.  The  initial  point  for  soundings 
is  point  on  downstream  handrail  directly  above  top  edge  of 
left  bridge  seat  coping. 

CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  1,000  feet,  and  is  walled  in.  There  is  a  low  dam  about  200 
feet  downstream.  Both  banks  are  high  and  do  not  overflow 
except  in  backwater  floods  from  the  Monongahela  River.  The 
bed  is  composed  of  gravel  and  muddy  clay. 

REMARKS — This  station  is  within  reach  of  backwater  floods  from 
the  Monongahela  River. 

DISCHARGE   MEASUREMENTS   OF   TURTLE   CREEK   AT   EAST   PITTS- 
BURGH, ALLEGHENY  COUNTY,  PA. 

(Drainage  area  H5  square  miles). 


1 
1 

• 

1 

^ 

4i 

No. 

Date. 

Hy^lrosrapher. 

L 

Width. 

a 
2 

1 

1 

.9 

Remarks. 

^ 

S 

O 

a 

Pt. 

Feet. 

Sq. 
ft. 

per 
sec. 

Feet. 

Sec. 
ft. 

1914 

15 

July     9. 

WilBon  k.  Taylor.    .. 

83 

85 

0.3S 

1.19 

83 

0.6  mgmt. 

16 

Sept.  26, 

Bowen  ft  Brady,  ... 

..1        56 

1 

45 

0.47 

0.79 

21 

0.6  maint. 

DISCHARGE   TABLE    FOR   TURTLE    CREEK    AT    EAST    PITTSBURGH, 

ALLEGHENY  COUNTY,   FROM  JAN.    1,   19U. 


S 


m 

*i 

*i 

«i 

Xt 

tx 

A 

1 

1 

i 

1 

1 

1 

§ 

1 

» 

1 

3 

1 

1 

1 

§ 

Q 

O 

o 

Q 

O 

Q 

o 

Feet. 

0.00 
.10 
.20 
.80 
.40 
.60 
.60 
.70 
.80 
.90 

1.00 
.10 
.20 
.80 
.40 
.60 
.60 
.70 
.80 
.90 

2.00 
.10 


Sec.  ft. 

Feet. 

Sec.  ft. 

8 

.20 

276 

8 

.to 

ao6 

8 

.40 

88S 

9 

.GO 

870 

10 

.00 

406 

11 

.70 

440 

12 

.80 

476 

1.0 

.90 

616 

20 

8.00 

666 

26 

.10 

666 

to 

.a> 

640 

40 

.80 

686 

60 

.40 

780 

66 

.60 

776 

80 

.60 

826 

100 

.70 

836 

120 

.80 

926 

146 

.90 

976 

170 

4.00 

1026 

196 

.10 

1076 

230 

.29 

1126 

246 

.80 

1180 

Feet. 
.40 
.60 
.60 
.70 
.80 
.90 
6.00 
.10 
.20 
.80 
.40 

.60 
.70 
.80 
.90 
6.00 
.10 
.20 
.80 
.40 
.60 


Sec.  ft. 

Feet. 

Sec.  ft. 

Feet. 

1286 

.99 

8780 

.80 

1290 

.79 

2820 

.90 

1946 

.80 

2910 

9.00 

1400 

.90 

800O 

.10 

1466 

7.00 

8100 

.20 

1610 

.10 

8200 

JO 

1679 

.20 

8800 

.40 

1680 

.80 

8406 

.60 

1680 

.40 

8610 

.60 

1760 

.60 

8616 

.70 

lao 

.60 

8726 

.80 

1876 

.70 

8886 

.90 

1940 

.80 

8946 

10.00 

aoQ6 

.90 

4066 

.10 

2076 

8.00 

4166 

.20 

2160 

.10 

4170 

.80 

ss 

.20 

4876 

.40 

2800 

.80 

4480 

.60 

8880 

.40 

4686 

2466 

.10 

4«90 

2660 

.60 

4786 

2640 

.70 

4800 

\ 

o 

JS 
Q 


Sec.  ft. 
6010 
6129 


6440 


6765 
6815 
606S 


6410 


(jote.— This  table  is  only  applicable  anbaeqiieiit  to  Jan.  1.  1914,  and  is  based  on  2  discharge  meas- 
uremenU  made  in  1914  together  with  former  curre. 
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ESTIMATED   MONTHLY    DISCHARGE    OF    TURTLE   CREEK    AT   EAST 

PITTSBURGH,  ALLEGHENY  COUNTY,  PA. 

(Drainage  area  IJ^  square  miles). 


MONTH. 


DiscbarKe  in  Second-feet. 


January,    . 
February, 
March,     . . . 
April 

May.     

Junf 

July 

August.     . . 
September, 


1S14. 


Maxlmom. 

Minimum. 

Mean. 

535 

132 

286 

G8S 

86 

267 

'                1150 

146 

896 

109O 

195 

38i 

487 

90 

19Q 

257 

27 

68 

145 

80 

54 

182 

20 

49 

70 

20 

87 

Rnn-off. 


Second-feet 

per  nqnare 
mile. 

Depth   in 

Inches. 

1.972 

2.278 

1.772 

1.846 

2.7S1 

3.148 

2.648 

S.966 

1.872 

1.681 

0.469 

0.628 

0.872 

0.429 

0.838 

0.890 

0.265 

0.2M 

Creek  fnwen  Jan.  IS  and  14.  and  dischaige  estimated  from  climatolo^cal  records. 


SHENANGO  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Shenango  River,  which  forms,  with  the  Mahoning  River,  at  a 
point  about  5  miles  south  of  New  Castle,  Lawrence  County,  the  Bea- 
ver River,  rises  in  the  southwestern  part  of  Crawford  County,  Penn- 
sylvania,  about  5  miles  southeast  of  Conneaut  Lake,  in  the  Pymatun- 
ing  Swamp.  The  general  course  of  the  stream  is  southerly  with  nu- 
merous large  sweeps  to  the  east  and  west,  crossing  once  for  a  short 
distance  into  Ohio  but  immediately  returning  into  Pennsylvania. 
The  total  length  from  the  head  of  Pymatuning  Swamp  to  the  junc- 
tion with  the  Mahoning  River  is  approximately  80  miles  and  the 
drainage  area  above  the  mouth  is  1,080  square  miles,  of  which  793 
are  in  Pennsylvania. 

The  main  tributaries  of  the  stream  are  the  Little  Shenango,  which 
Joins  it  at  Greenville,  from  the  east;  Pymatuning  Creek,  from  the 
west,  just  above  Sharpsville;  Big  Yankee  Run,  from  the  west  at 
South  Sharon;  Deer  Creek  from  the  west  just  below  Pulaski;  and 
Neshantiock  Creek,  from  the  east  at  New  Castle,  the  latter  being  by 
far  the  largest,  draining  approximately  LM.*»  square  miles. 

The  upper  portion  of  the  watershed  lies  within  the  once  glaciated 
area  and  the  main  river  and  its  major  tributaries  all  find  their 
sources  in  (».\tensive  swamp  areas,  while  their  valleys  are  broad  and 
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flat.  Descending  the  main  stream,  however,  the  valley  becomes  nar- 
rower and  the  hillsides  more  abrupt  until  near  the  mouth  the  val- 
ley again  becomes  wide  and  flat.  A  large  portion  of  the  watershed 
is  under  cultivation  and  the  timber  areas,  except  in  the  swamps, 
are  not  extensive. 

The  slope  of  the  stream  through  the  swamp,  for  the  first  20  miles 
of  its  course,  is  at  approximately  2  feet  per  mile,  becoming  a  little 
more  rapid  as  it  descends,  its  slope  through  Mercer  County  being 
about  3  feet  per  mile.  The  total  fall  from  its  source  in  Pymatun- 
ing  Swamp,  at  elevation  about  1020  feet,  to  its  mouth,  at  elevation 
about  760  feet,  is  260  feet,  or  at  the  rate  of  3.25  feet  per  mile. 

From  Greenville  northward  the  watershed  is  not  thickly  inhabited, 
but  southward  from  this  point  industries  are  more  or  less  congested 
and  the  valley  is  thickly  populated,  becoming  more  so  as  the  mouth 
is  approached.  The  principal  towns  along  the  main  stream,  going 
southward,  are  Jamestown,  Greenville,  Sharpsville,  Sharon,  8outh 
Sharon,  or  Farrell,  Pulaski  and  !New  Castle,  the  combined  popula- 
tion of  which  is  approximately  75,000.  Some  of  these  towns  obtain 
their  water  supply  from  the  Shenango  River  and  the  stream  is  very 
largely  used  by  the  steel  i)lant8,  railroads  and  other  industries  which 
are  numerous  in  this  valley.  Only  a  small  amount  of  water  power 
is  developed  on  this  stream,  largely  at  grist  and  flour  mills,  the  total 
installation  not  amounting  to  over  600  horsepower. 

The  mean  annual  precipitation  over  the  upper  portion  of  this 
watershed  is  about  40  inches,  decreasing  as  the  mouth  is  approached. 

The  discharge  of  the  stream  has  been  measured  since  September, 
1909,  at  Sharon,  Pa.,  since  January,  1910,  at  New  Castle,  and  at 
Tumerville,  Crawford  County  since  February  1,  1912.  Additional 
stations  were  established  in  September  and  December,  1913,  and 
January,  1914,  on  the  Shenango  Eiver  at  Sharpsville  and  Little 
Shenango  Kiver  at  Salem  and  Greenville  respectivelv. 
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OHIO  BASIN— STATION  NO.  31. 


SHENANGO  RIVER  AT  TURNERVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  single  span,  steel,  through-truss  highway  bridge 
at  Turnepville,  Crawford  County,  the  bridge  having  a  total  span 
of  105  feet. 

RECORDS  AVAILABLE— Discharge  complete  from  February  1, 
1912,  to  September  30,  1914. 

DRAINAGE  AREA— 152  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  downstream  hand- 
rail; the  length  of  chain  is  24.54  feet.  The  elevation  of  zero  is 
970  feet  above  mean  sea  level.  Bench  Mark  No.  1  is  a  chisel  mark 
on  south  end  of  east  abutment,  elevation  987.084  feet  above  mean 
sea  level,  or  17.084  feet  above  gage  datum.  The  gage  is  read 
by  S.  A.  Marvin.  An  automatic  gage  in  connection  with  a  weir 
above  the  bridge  was  established  October  9,  1913,  to  supplement 
the  gage  heights  at  the  highway  bridge  during  low  stages. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  and  by  wading  at  riffle  during  low  stages.  The 
initial  point  for  soundings  is  top  edge  east  abutment,  down- 
stream side. 

CHANNEL— The  channel  is  straight  for  200  feet  above  and  below  the 
station.  The  right  bank  overflows  during  extreme  floods,  while 
the  left  bank  is  high  and  not  subject  to  overflow.  The  bed  is 
composed  of  gravei. 

REMARKS — A  staff  gage,  located  on  the  downstream  side  of  the 
east  abutment  and  graduated  from  0  to  10  feet  is  read  during 
frozen  periods;  the  elevation  of  zero  of  this  gage  is  976  feet 
above  mean  sea  level. 
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DISCHARGE    MEASUREMENTS    OF    SHENANGO    RIVER    AT    TURNER- 

VILLE,    CRAWFORD   COUNTY,   PA. 

(Drainage  area  152  square  miles). 


No.       Date. 


Hydrograpfaer. 


1914 

17 

Mar.    16. 

18 

Mar.    18. 

19 

AiiR.    M. 

20 

Aug.    20. 

21 

Sept.     4, 

' 
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tt 
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X9 

fl 

^ 

a 

V 

JS 

■o 

f. 

Sc 

• 

u 

it 

a 

^ 

< 

S 

re 

5 

B«iiiarkB. 


Feet. 


Munn 105 

Munn.   103 

Munn,   •'>'> 

Munn,    31 

Munn 80 


Sq. 

ft. 

632 

1C9 
100 
12A 


Ft.    I 
per 
sec.    ' 

1.67 
2.19 
0.14 
O.08  ' 
0.^ 


reet. 

Sec. 

ft. 

9.4:i 

1062 

10.26 

1543 

3.90 

15 

3.73 

8 

4.11 

31 

Mamt.  at  riffle. 
Msmt.  at  riffle. 
Msmt.  at  riffle. 


Note.— All  widths,   areas,   infon  velocities,   etc.,   referred  to  section  at  Turnerville  bridgis. 


\ 


DISCHAR(;E     table     for     SHENANGO     river     AT     TURNERVILLE, 

CRAWB'ORD  COUNTY,  FROM  OCT.   1,  1913. 


. 

• 

. 

*•» 

•w 

*j 

■¥^ 

*■> 

n 

XI 

A 

A 

JS 

1 

1 

5 

^ 
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a 

5 

A 

\ 

"55 

XI 

1 

a; 
9 

1 

% 

1 

§ 

W4 

§ 

1 

§ 

w4 

O 

Q 

o 

a 

o 

Q 

O 

1 

o 

Q 

Feet. 

8ec.-ft 

Feet. 

Bee.-ft 

Feet. 

Bec.-ft. 

Feet. 

Sec. -ft. 

Feet. 

!    Sec. -ft. 

.80 

808 

.90 

876 

.60 

1868 

.80 

4050 

.80 

819 

979.00 

9(M 

.70 

1906 

.40 

4177 

t.oo 

00 

.40 

816 

.10 

988 

.80 

1969 

.60 

4809 

.10 

6.6 

.60 

8a 

.20 

968 

.90 

2012 

.60 

4446 

.20 

tt.8 

.60 

888 

.80 

992 

982.00 

2068 

.70 

•     4688 

.80 

M.6 

.70 

886 

.40 

1082 

.10 

2128 

.80 

4725 

.40 

6S.2 

.80 

404 

.60 

1068 

.20 

2187 

.90 

4871 

.50 

74.4 

.90 

428 

.60 

1086 

.80 

2248 

985.00 

6oei 

.00 

97.8 

977.00 

441 

.70 

1118 

.40 

2S11 

.10 

5178 

.70 

128. 

.10 

460 

.80 

1158 

.60 

2877 

.20 

5341 

.80 

in. 

.20 

479 

.90 

1186 

.60 

2445 

.80 

6518 

.90 

180. 

.30 

468 

980.00 

1280 

.70 

2615 

.40 

6691 

t.92 

186. 

.40 

620 

.10 

1265 

.80 

2686 

.60 

5877 

.60 

641 

.20 

12B0 

.90 

2661 

.60 

6069 

.60 

668 

.30 

1826 

968.00 

2789 

.70 

6265 

.70 

684 

.40 

1868 

.16 

2821 

.80 

6467 

.80 

606 

.50 

1400 

.80 

2906 

.90 

6671 

Chain 

Gace. 

.90 

628 

.60 

1488 

.80 

2998 

986.00 

6877 

978.00 

661 

.70 

1476 

.40 

8064 

.10 

7084 

975.40 

J86 

.10 

674 

.80 

1615 

.50 

8179 

.20 

7881 

50 

aoo 

.20 

686 

.90 

1554 

.60 

8277 

.80 

7668 

40 

1            214 

.30 

728 

•981.00 

1698 

.70 

88r7 

.40 

7T89 

.to 

'            288 

.40 

747 

.10 

1638 

.80 

3481 

.60. 

8080 

.80 

848 

.50 

772 

.20 

1675 

.90 

8687 

.60 

8275 

.90 

267 

.60 

796 

.90 

1717 

984.00 

8686 

970.00 

878 

.70 

884 

.40 

1762 

.10 

8811 

.10 

287 

.80 

860 

.60 

"" 

.80 

3928 

*9S1. 00— Table  corrected  for  overPcw. 
fHead  on  weir.     tTop  of  notch. 


Below  975.40  Weir  1b  used  to  determine  discharge. 


80 
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ICE  DISCHARCiE  TABLE  FOR   SHENANOO  RIVER  AT  TURNERVILLE, 
CRAWFORD  COUNTY,   FROM  FEB.   1,  1912,  TO  SEPT.  30,  1914. 
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Si 

JS 

A 

ja 

SI 

1 

1 
1 

1 

J9 

1 

5 

5 

m 

1 

1 

O 

P 

O 

Q 

o 

o 

o 

P 

O 

P 

Feet. 

See.-ft. 

Feet. 

Sec.-ft 

Feet. 

8ee.-ft 

1 

!   Feet. 

Sec.-ft. 

Feet 

Sec.-ft. 

8.00 

1 

.60 

as 

6.00 

188 

!            .60 

477 

9.00 

877 

.10 

.00 

.70 

41 
47 

.10 
.20 

304 
280 

.60 
.70 

601 
626 

.10 
.30 

908 

.20 

989 

.80 

.80 

.90 

60 

.80 
.40 

3f7 
264 

.80 

.90 

660 

675 

.30 
.40 

970 

.40 

1008 

.60 

S.B 

6.00 

68 

.60 

273 

8.00 

600 

.60 

1Q8S 

.00 

.10 

70 

.60 

200 

.10 

636 

.00 

1068 

.TO 

.» 

M 

.70 

309 

.30 

662 

.70 

1101 

.80 

.80 

M 

.80 

329 

.30 

C79 

.80 

1136 

.90 

IS 

.40 

104 

.90 

S49 

.40 

706 

.90 

1189 

4.00 

IS 

.60 

117 

7.00 

389 

.80 

733 

lO.OO 

1308 

.10 

18 

.60 

UO 

.10 

389 

.60 

761 

.20 

B 

.70 

148 

.30 

410 

.70 

780 

.80 

» 

.80 

167 

.SO 

481 

.30 

818 

.40 

tl 

.90 

173 

.40 

■ 

453 

.90 

847 

DAILY  MEAN    GAGE    HEIGHTS    AND    DISCHARGES    OF    SHENANGO 
RIVER  AT  TURNERVILLE,  CRAWFORD  COUNTY,  PA. 


ISIS. 
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2 
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t\  •■:::: 
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7 

8 

9 

18 

11 

12 

13 

14 

It 

16 

17 

18 

15 

20 

a 

22 

2? 

24 

25 

26.     

ri 

28 

2^ V 

30 .*. 

:ti 


DAT. 


■ 

OCT. 

NOV. 

DEC. 

*    1 

G.  H. 

Du. 

it.  H. 

1 

Di8. 

G.  H. 

DiB. 

•73.68 
73.78 
78.77 
74.04 
74.19 

74.04 

78.84 

78.72 

,      ♦73.87 

to.oe 

).ll 
0.12 
0.12 
0.12 
1         0.12 

1         0.11 
0.13 
0.18 
0.13 

0.18 

0.27 
0.32 
0.29 
0.39 
0.35 

0..'i5 
0.55 
0.65 
0.69 
0.68 

0.64 

6 
8 

10 
2»i 
87 

26 

1             " 
'              8 

1       1 

1              8 
9 
9 
9 
9 

R 

9 

10 

10 
16 

30 
88 
83 

r.i 

$6 

86 

SG 

110 

121 

118 

'           106 

1 

0.81  ! 

0.66' 

0.56 

0.56 

0.68 

t0.50 
0.40 
1         0.88 
1         0.45, 
0.56  1 

1         0.62  < 
0.71 
76.46 
79.67 

,      581.58 

•     S81.16  . 
79.61 
78.11 
77.40 
77.04, 

!       76.80 1 
1       76.40 
76.04  , 
75.84  1 
75.52 

0.85 
0,75 
0.66 
0.58 
0.60 
1 

1 

100 
88 

88 

J  1 

58 
49 
64 
88 

103 
136 

346 
1110 
1850 

1600 

1000 

676 

520 

449 

404 
385 
878 
248 
308 

166 

187 

US 

98 

98 

0.58 
0.67 
0.66 
0.64 
0.61 

1         0.46 
'         0.48 
i        0.60 
'         0.06 
,         0.74 

0.81 

0.76 

0.81 

1         0.81 

1         0.83 

0.82 
•    0.88 
0.83 
0.80 
0.68 

!        0.71 
0.68 
0.67 
0.84 

1        0.86 

0.T7 

0.77 

,         0.92 

'         0.80 

1         0.75 

0.69 

99 

01 

36 

84 

77 

84 

>            70 

98 

110 

134 

163 

139 

158 

168 

169 

1 

;     156 

'           159 

169 

151 

118 

ue 
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1          115 

182 
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•  ■       • 

142 
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161 

1           \Ti 

•  •  •  ■ 
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1-9  wtlr  iu  ronstnictioii.    tOi-t.  I^-Nov.  6,   nrtiial  ppadlnp»  on  wpir  Kajw. 

SCorrcrted  for  overflow.  Weir  f^age  used  Oct.  10-Nov.  12,  Nov.  ;6-Dec. 
churKt*  from  relation  curve  between  weir  and  chain  gaRe.  Oct.,  Nov.  nnd  Doe. 
the  year  as  publlabed  In  1913  report  remains  nncbanged. 
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ESTIMATED      MONTHLY      DISCHARGE     OF     SIIENAN(;() 

TURNERVILLE.  CRAWFORD  COUNTY,  PA. 

(Drainage  area  152  9quare  mileaj. 


HIVEK      AT 


MONTH. 


Discbarge  in  Second-feet. 


Maximum. 


January.    . 
February, 
March,    . . . 

April 

May 

Jnno    

July 

Aumist,     . . 
September^ 
October,    . . 
November, 
December, 


al913. 


2300 


5100 
540 

127 

442 

459 

20 

26 

121 

1850 


The  year. 


January,    . 
Fobriiary, 
Marrh,     ... 
April,     .... 

May,     

June 

July,     

AuKUbt,     . . 
September, 


1914. 


1450  I 
99d 
20GO' 
968, 
2170  1 
33, 
64  ' 
26 
30 


Minimum. 


2S0 


...  I 
44; 
22 
14 
24 

8 

7 

6 

49 
64 


106 

86 

26 

181 

25 

5 

4 

4 

6 


Mean. 


1030 

90 

968 

178 

49 

95 

160 

12 

10 

86 

359 

128 


2S8 


400 

217 

461 

516 

401 

18 

18 

10 

11 


Bnn-off. 


Seeond-feet 

per  square 

mile. 


6.776 
0.592 
6.808 
1.171 
0.828 
0.625 
0.987 
0.079 
0.066 
0.237 
2.362 
0.842 


1.697 


Depth   in 
inches. 


7.812 
0.616 
7.267 
1.306 
0.871 
0.688 
1.188 
O.OBl 
0.074 
0.273 
2.685 
0.970 

^.251 


2.681 
1.428 
8.088 
8.895 
2.688 
0.118 
0.118 
0.066 
0.072 


3.102 
1.487 
3.487 
3.78S 
3.042 
0.132 
0.136 
0.076 
0.080 


a— Oct.   1-9  weir  in  construction.    Oct.  9-Nov.  6,   actual  readings  on  weir  gage.    Discharges  from 
relation  curve  between  weir  and   chain  gage.    The  figures  given  for  Oct,    Nov.  and   Dec.,    In  the 


1918  report  have  been  revised. 


LITTLE  SHENANGO  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Little  Shenango  River  rises  in  the  eastern  part  of  Mercer 
County,  Pennsylvania,  about  one  mile  west  of  Sandy  Lake  and  flows 
in  a  westerly  direction  to  its  junction  with  Crooked  Creek  and  thence 
southwesterly  till  it  joins  the  Shenango  River  at  Greenville,  Penn- 
sylvania. 

The  total  drainage  area  of  the  basin  (including  that  of  Crooked 
Creek)  is  107.3  square  miles.  The  total  len<?th  of  the  Little  Shenango 
is  about  18  miles,  and  of  Crooked  Creek  about  nine  miles.  The  por- 
tion of  the  basin  of  the  Little  Shenango  above  its  junction  with 
Crooked  Creek  is  generally  low  and  swamjiy  along  the  banks  of 
tlie  stream,  but  it  is  bordered  by  higher  land  with  steep  side  slopes, 
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the  maximum  width  of  the  basin  being  about  five  miles  and  the  mini- 
mum width  about  three  miles. 

The  basin  of  Crooked  Creek  is  also  low  and  swampy  along  the 
banks  of  the  stream,  but  is  bordered  by  higher  land  with  gentle 
slopes,  the  maximum  width  of  the  basin  being  about  seven  miles  and 
minimum  being  about  five  miles. 

The  lower  basin  of  the  Little  Shenango  has  steep  slopes  down  to 
the  bed  of  the  stream,  the  maximum  width  being  about  two  miles 
and  the  minimum  width  about  one  mile. 

The  basin  is  covered  with  a  scattered  growth  of  woods  and  timber, 
the  greater  portion  of  the  area  being  cleared  for  cultivation  and 
pasture. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  December  19, 1913,  at  Salem, 
and  since  January  1,  1914,  at  Greenville. 


OHIO  BASIN— STATION  NO.  32. 


LITTLE  SHENANGO  RIVER  AT  SALEM,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  highway  bridge  at  Salem,  Mercer  County. 

RECORDS  AVAILABLE — Discharge  measurements  and  gage  heights 
January  1  to  September  30,  1914. 

DRAINAGE  AREA— 52  square  miles. 

GAGE — A  staff  gage  is  attached  to  the  corner  of  the  left  abutment 
looking  downstream  at  upstream  face.  The  elevation  of  zero  is 
arbitrary. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
the  bridge.  The  initial  point  for  soundings  is  face  of  right  abut- 
ment looking  downstream. 

CHANNEIj — The  channel  above  and  below  the  statioif  is  straight  for 
100  feet  and  75  feet  respectively.  The  right  bank  is  about  6  feet 
above  the  zero  of  gage,  while  the  left  bank  is  7  feet  above  the 
zero.    The  bed  is  composed  of  sand  and  clay. 

REMARKS — A  small  run  comes  in  just  above  the  bridge. 
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DISCHARGE    MEASURKMENTS     OF     LITTLE     SHENANGO     RIVER     AT 

SALEM,    MERCER  COUNTY,    PA. 

(Drainage  area  5t  9quare  mUe9j. 


No.       Date. 


I       1914 
1    May    18. 


Hydrographer. 


Mmm, 
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a 
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I 


Remarks. 


Feet. 
42 


Sq. 

ft. 


Ft. 
per 
sec. 


Feet.  1   Bee. 
ft. 


306 


1.58        9.11 


482    Road  overflowed  Irat  would 
not  turn  meter  buckets. 


DAILY    MEAN    GAGE    HEIGHTS    OF    LITTLE    SHENANGO    RIVER    AT 

SALEM,   MERCER  COUNTY,   PA. 


1914. 

JAN. 

1 
FEB. 

MAR. 

APR. 

1 

G.  H. 

MAT. 
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DAY. 
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4.9 
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8.9 
8.2 
8.2 
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2.1 
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OHIO  BASIN— STATION  NO.  33. 


LITTLE  SHENANGO  RIVER  AT  GREENVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — On  third  highway  bridge  over  river  above  its  junction 
with  the  Shenango  River.    It  is  known  as  Quaker  Bridge. 

RECORDS  AVAILABLE— Discharge  complete  from  January  1  to 
September  30,  1914. 

DRAINAGE  AREA— 107  square  mUes. 

GAGE — A  staff  gage  is  attached  to  the  upstream  side  of  the  right 
abutment,  looking  downstream.  The  elevation  of  zero  is  944.50 
feet  above  mean  sea  level.  Bench  Mark  No.  1  is  on  southwest 
corner  of  northwest  wingwall  of  right  abutment  looking  down- 
stream, elevation  958.136  feet  above  mean  sea  level.  Bench 
Mark  No.  2  is  bronze  tablet  of  U.  S.  G.  S.  at  Commercial  Hotel, 
Greenville,  elevation  960.726  feet  above  mean  sea  level.  The 
gage  is  read  by  M.  Loutzenhiser. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  point  for  soundings  is  face  of  abut- 
ment on  left  side  looking  downstream. 

CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  250  feet  and  300  feet  respectively.  Both  banks  are  high 
and  not  subject  to  overflow.  The  bed  is  composed  of  sand  and 
gravel. 
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DISCHARGE     MEASUREMENTS    OF    LITTLE     SHENANGO     RIVER    AT 

GREENVILLE,  MERCER  COUNTY,  PA. 

(Drainage  area  107  square  miles). 


No.  '     Date. 
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3  ,  April      1 
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Wading   above    station. 
Wading   above   station. 


Note— All  widths,  areas,  mean  velocities,  referred  to  regular  gaging  station. 


DISCHARGE    TABLE    FOR    LITTLE    SHENANGO    RIVER    AT    GREEN- 
VILLE,  MERCER  COUNTY,   FROM  JAN.    1,   1914. 
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ESTIMATED    MONTHLY    DISCHARGE    OF    LITTLE    SHENANGO    RIVER 

AT  GREENVILLE,  MERCER  COUNTY,  PA. 

(Drainage  area  107  square  miles). 


Diseharffe  in  Secoad-feet. 


MONTH. 


Maximum.      Minimum. 


Mean. 


I?nn-off. 


Second -feet 

per  fquare 

mile. 


Deptb  In 
inches. 


1914. 

,  January,     

February,    

March 

April 

May,    

June,     

July 

August, 

September,    

Kiver  froxen  Feb.  11  to  March  16. 


1330 
615 

1310 

1560 

81S0 

80 

149 

49 

26 


i 


103 
39 
38 
82 
40 
15 
10 
7 
6 


334 

128 

297 

384 

339 

83 

34 

15 

11 


1.321 
1.196 
2.776 
3.589 
3.168 
O.808 
0.818 
0.140 
0.108 


I 


3.5SS 
1.246 
S.201 
4.0M 
3.663 
0.344 
0.367 
0.161 
0.116 


PYMATUNING'  CREEK. 


DESCRIPTION  OB^  BASIN. 

Pyuiatiniiiig  ("leek  rises  in  the  southwestern  part  of  Ashtabula 
Countv.  Ohio,  about  six  miles  from  the  Pennsylvania  state  line  and 
flows  in  a  southeasterly  direction  for  about  twenty-seven  miles  to 
its  junction  with  the  Shenango  River  about  three  miles  north  of 
Sharpsville,  Mercer  County,  Pennsylvania. 

The  total  drainage  area  of  the  basin  is  175.6  square  miles  having 
a  length  of  about  twenty-seven  miles  and  a  maximum  width  of 
about  eleven  miles.    The  minimum  width  is  about  three  miles. 

The  basin  of  Pymatuning  Creek  is  generally  low  and  swampy 
along  the  banks  of  the  stream,  but  the  flats  are  boidered  by  high 
land  with  steep  slopes  on  the  east  and  by  high  land  with  moderate 
slopes  on  the  west.  The  greater  part  of  the  area  has  been  cleared 
for  cultivation  and  pasture,  although  a  portion  is  covered  with  a 
scattered  growth  of  woods  and  timber.  Pymatuning  Creek  has  a 
quick  runoff  and  the  lower  part  of  the  basin  is,  therefore,  subject 
to  sudden  and  excessive  floods. 

The  mean  annual  precipitation  over  this  watershed  is  from  40  to 
45  inches. 

The  discharge  has  been  measured  since  January  1,  1014,  at  Orange- 
ville,  on  the  Ohio-Pennsylvania  State  Line. 
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OHIO  BASIN— STATION  NO.  34. 


PYMATUNING  CREEK  BELOW  ORANGEVILLE,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — At  first  highway  bridge  over  Pymatuning  Creek  above 
its  junction  with  the  Shenango  River. 

RECORDS  AVAILABLE— Discharge  complete  from  January  1, 1914, 
to  September  30,  1914. 

DRAINAGE  AREA— 170  square  miles. 

GAGE — A  staff  gage  is  fastened  on  the  upstream  side  of  the  west 
abutment.  The  elevation  of  zero  has  been  assumed  100  feet. 
Bench  Mark  No.  1  is  on  bridge  seat  at  angle  in  east  abutment  on 
upstream  side  of  bridge,  elevation  112.96  feet.  Bench  Mark  No. 
2  is  a  large  cut  spike  driven  in  the  side  of  a  large  sugar  maple 
at  high  water  mark  Flood  1913,  about  3.  feet  above  ground,  the 
tree  being  550  feet  east  of  the  bridge  and  on  the  right  side  of 
road,  elevation  115.79  feet.  Bench  Mai'k  No.  3  is  a  large  cut 
spike  driven  in  the  top  of  Cherry  Comer  Fence  Post  about  450 
feet  east  of  bridge  on  left  side  of  road,  elevation  111.31  feet. 
The  gage  is  read  by  C.  I.  Mitcheltree. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge  from  top  of  handrail.  The  initial  point  for  sound- 
ings is  east  end  of  handrail,  downstream  side,  1  foot  west  from 
abutment  face. 

CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  150  feet.  The  right  bank  is  high  and  not  subject  to  overflow. 
The  left  bank  overflows  at  gage  height  5.40  feet.  The  bed  is 
composed  of  gravel. 

REMARKS — The  mill  at  Orangeville  produces  some  fluctuation  in 
flow  particularly  at  low  periods. 
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DISCHARGE     MEASUREMENTS     OF     PYMATUNING     CREEK       BELOW 

ORANGEVILLE,    MERCER   COUNTY,    PA. 

(Drainage  area  170  square  milea). 


Hydrograpber. 
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•Area  below  ice,   water  surf ace-=2.00' ,   ice=0.6'  thick. 

tWldth  at  gage  height  2.00'. 

All  widths,   areas,   mean  velocities  referred  to  regular  gaging  station. 


DISCHARGE    TABLE    FOR    PYMATUNING    CREEK    BELOW    ORANGE 
VILLE,   MERCER  COUNTY,   FROM  JAN.    1,    1914. 
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Sec.-ft. 

0.60 
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.70 

10 

.80 

20 

.90 

80 

1.00 

41 

.10 

52 

.20 

63 

.80 

75 

.40 

87 

.60 

90 

.90 

112 

.70 

126 

.80 

140 

.90 

IM 

2.00 
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Feet. 

.10 

.20 

.80 

.40 

.60 

.60 

.70 

.80 

.w 

3.00 

.10 

.20 

.80 

.40 

.60 

Sec.-ft. 
186 
208 
221 
240 
260 
281 
804 
827 
858 
878 
406 
436 
486 
496 
528 


Feet. 
.60 
.70 
.80 
.90 

4.00 
.10 
.20 
.80 
.40 
.60 
.60 
.70 
.80 
.90 

6.00 


Sec.-ft. 
661 
596 
629 
666 
702 
740 
780 
820 
862 
905 
950 
vVD 
1048 
1092 
1142 


Feet. 
.10 
.20 
.30 
.40 
.50 
.60 
.70 
.80 
.90 
6.00 
.10 
.20 
.80 
.40 
.50 


_     -- ^ 

—    - 

Sec.-ft. 

Feet. 

Sec.-ft. 

1194 

.60, 

241G 

1247 

.70 

2546 

1801 

.80 

2680 

•1368 

.90 

2817 

1418 

7.00, 

2959 

1483 

.10 

8109 

1560 

.20 

8864 

1621 

.80  1 

3425 

1697 

.40 

8601 

1777 

.50 

3789 

1862 

.60 

8984 

1968 

.70 

4194 

2066 

.80 

4418 

2170 

2290 

'Above  gage  height  5.40  Ihesie  values  Inrludc  the  overflow  over  road. 


ICE  DISCHARGE  TABLE  FOR  PYMATUNING  CREEK,  BELOW  ORANG& 
VILLE,   MERCER  COUNTY,   FROM  JAN.    1,   1914. 
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1    Sec.-ft. 
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0 
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47.6 
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248 
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430 
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6 

.40 

66.6 

10 

188.6 

.80 

270 
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460 
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12.6 
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66 

.20 

154 

.90 

L94 

.60 

482 

.90 

19 

.60 

76 

.80 

1        170.6 

3.00 

319 
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1         624 

1.00 

26.6 
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86.6 
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.90 
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ESTIMATED  MONTHLY  DISCHARGE  OF  PYMATUNING  CREEK  BELOW 

ORANGEVILLE,  MERCER  COUNTY,  PA. 

(Drainage  area  170  aquare  tnUeM), 


MONTH. 


DlBcbarse  in  Second-feet. 


Kon-off. 


January,    . 
February, 
March,     . . . 

April 

May 

June 

July 

Augnst,  .  .. 
September, 


1914. 


Mazimam 


1480 
1120 


Mlnimam 


Mean. 


14W 

4070 
76 

212 

e» 

64 


87 
80 
4 
2 
2 
4 


447 
Z14 
627 
G75 
470 
29 
42 

ac 

20 


BecoBd-feet 
per  saoare 


2.62» 
1.269 
S.100 
3.882 
2.766 
0.171 
0.247 
0.153 
0.118 


I 


Depttiin 
Incbea. 


S. 

1.SU 

S.574 
8.778 
8.188 
O.Ul 
0.286 
0.176 
0.132 


Ice  conditions  Jan.   1-21,   Feb.  »-Mar.  16  indnalTe. 


OHIO  BASIN— STATION  NO.  35. 


SHENANGO  RIVER  AT  SHARON,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — At  single  span,  steel,  through-truss  highway  bridge 
at  Chestnut  Street,  Sharon,  Mercer  County. 

RECORDS  AVAILABLE— Discharge  complete  from  August  1, 
1900,  to  September  80,  1914. 

DRAINAGE  ARp]A— 611  square  miles. 

GAGE — A  staff  gage  was  originally  fastened  to  cribbing  on  the  right 
bank  of  tJie  river  about  fifty  feet  above  the  (^hestnut  Street 
bridge.  This  'gage,  however,  was  washe^l  out  by  high  water  and 
since  tlien  the  gage  heiglits  have  been  obtainetl  by  measuring  from 
the  handrail  to  the  water  surface  with  a  steel  tape  and  plumb 
bob.  The  elevation  of  zero  of  the  staff  gage  was  840  feet  above 
mean  sea  level.  Rencli  Mark  No.  1  is  IJ.  S.  G.  S.  bronze  tablet 
on  southeast  abutment  of  Chestnut  Street  bridge,  elevation  855.92 
feet  above  mean  sea  level.  The  gage  heights  are  obtained  by  em- 
ployees of  the  Carnegie  Steel  Co. 

DISCHARGE  MEASUREMENTS— Taken  from  Mill  Street  and 
State  Street  bridges.  The  initial  point  for  soundings  on  the  Mill 
Street  bridge  is  end  of  handrail,  right  side,  looking  downstream 
(measurements  from  upstream  side).  The  initial  point  for  sound- 
ings on  the  State  Street  bridge  is  top  of  left  abutment  (measure- 
ments from  the  downstream  side).     During  former  years  dis- 
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charge  measurements  were  taken  from  the  Carnegie  Plate  Girder 
bridge  and  the  Upper  Wheatland  bridge. 
CHANNEL — The  channel  is  straight  above  and  below  the  station 
for  500  feet.     The  banks  are  approximately  12  feet  above  the 
river  bed.    The  befl  is  composed  of  gravel  and  dirt. 

DISCHARGE   MEASUREMENTS   OF   SHENANGO    RIVER    AT    SHARON, 

MERCER  COUNTY,   PA. 

(Drainage  area  611  square  miles). 


No. 


66 

67 

68 

69 
70 
71 
72 
73 
74 
75 

76 

77 

78 


Date. 


Hydrograpber. 


1 

• 

a 

s 

• 

if 

s 

«4 

"3 

6 

► 

2 

§ 

< 

a 

1914. 


Mar. 

Mar. 

Mar. 

Mar. 
Mar. 
Mar. 
Mar. 
Mar. 
Mar. 
Aug. 

Aug. 

Sept. 

Sept. 


Feet. 

129 

127 

135 

144 

174 

162 

146 

146 

80  I  Mann^   174 

7    Mmm 60 


7  ;  Mann, 

9  j  Mnnn, 

13  I  Mann, 

16    Ferris, 
16    Mann, 

19  {  Mann, 

20  Munn, 
20  ,  Mann, 


86    Mann, 

8    Mann, 

80    Ferria, 


86 
79 
33 


I 


Q 


Remarks. 


Sq. 
ft. 

227 

224 

265 

496 

1582 

754 

553 

571 

20^ 

41 

128 

103 

21 


Ft. 
per 
sec. 

1.11 

1.06 

1.89 

2.91 
1.94 
8.S8 
2.80 
2.90 
2.80 
0.66 

1.46 

1.07 

1.18 


Feet. 

Sec. 

ft. 

3.08 

251 

3.02 

288 

3.42 

?69 

5.20 

1444 

7.27 

8076 

7.37 

2927 

5.71 

1551 

5.84 

1659 

9.84 

5667 

1.87 

27 

2.75 
2.46 
1.88 


I 


Mill  St.   Bridge. 
l.li  second   feet  added   for 
sewer. 
288    1.5  secoud   feet  added  for 

sewer. 
?69    1.7  second  feet  added  for 
sewer 
MiU  St.  bridge. 
State   St.   bridge. 
Mill  St.   bridge. 
Mill  St.   bridge. 
MIU   St.   bridge. 
State  St.  bridge. 
Wading   between  Mill   St. 
and   State   St. 
188    Wading   between   Mill   St. 

and   State  St. 
110    Wading   between   Mill   St. 

and  State  St. 
26    Wading     at     riffle     below 
I     Ghestnnt  St. 


Note:— The   widths,    areas    and    mean    velocities 
Sbenango  Iliver  at   tbe   stations   where   the   meter 
dischargee  referred  to  Chestnut  street  gage. 


are   computed 
measurements 


from    the    cross    section    of    the 
were   taken.     Gage   heights   and 
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DISCHARGE   TABLE   FOR   SHENANGO   RIVER   AT   SHARON,    MERCER 
COUNTY,  FROM  APRIL  1,  1913,  TO  SEPT.  30,  1914. 
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Feet. 

6ec.-ft 

Feet. 

Sec.-ft 

Feet. 

Sec.-ft 

Feet. 

8ec.-ft 

Feei. 

Sec.-ft 

1.70 

18 

.50 

868 

.20 

1766 

.90 

6840 

.60 

11664 

.80 

21 

.60 

911^ 

.80 

2860 

10.00 

6000 

.70 

U796 

.90 

26.4 

.70 

966^ 

.40 

2866 

.10 

eiTO 

.80 

12082 

2.00 

84.6 

.80 

1020 

.60 

806O 

.20 

6840 

.90 

12266 

.10 

46.8 

.90 

1076 

.60 

S146 

.80 

6616 

18.00 

12600 

.20 

6».6 

5.00 

1188 

.70 

8840 

.40 

670O 

.10 

127M 

.80 

76.6 

.10 

1188 

.80 

8840 

.60 

6880 

.20 

12808 

.40 

97.2 

.20 

1261 

.90 

8440 

.60 

7100 

.80 

18202 

.60 

118.8 

.80 

18U 

8.00 

8640 

.70 

7810 

.40 

18486 

.60 

142.6 

.40 

1874 

.10 

8640 

.80 

7620 

.60 

18670 

.70 

166.6 

.60 

im 

.20 

8748 

.90 

7780 

.60 

18904 

.90 

216.8 

.60 

1606 

.80 

8860 

11.00 

7940 

.70 

14188 

8.00 

2tt.8 

.70 

1570 

.40 

8860 

.10 

8160 

.80 

14*72 

.10 

271.8 

.80 

1688 

.60 

4070 

.20 

8880 

.90 

14606 

.20 

801 

.90 

1767 

.60 

4180 

.80 

8600 

14\00 

14840 

.80 

8S1 

6.00 

1777 

.70 

4290 

.40 

8820 

.10 

16074 

.40 

868 

.10 

1860 

.80 

4406 

.50 

9040 

.20 

15808 

.SO 

896 

.20 

1928 

.90 

4626 

.60 

9260 

.30 

15642 

.60 

482 

.80 

2000 

9.00 

4646 

.70 

9480 

.40 

16776 

:70 

472 

.40 

2078 

.10 

4768 

.80 

9700 

.50 

16010 

.80 

6U 

.60 

2167 

.20 

4890 

.90 

9980 

.60 

16244 

.90 

6» 

.60 

2289 

.80 

6016 

12.00 

10160 

.70 

16478 

4.00 

606 

.70 

2821 

.40 

6146 

.10 

10694 

.80 

16712 

.10 

66S 

.80 

2406 

.60 

6280 

.20 

10628 

.90 

16046 

.20 

702 

.90 

2491 

.60 

6418 

.80 

10862 

16.00 

>      17180 

.80 

768 

7.00 

2578 

.70 

6660 

.40 

11096 

\ 

.40 

806 

1 

.10 

2670 

.80 

6680 

.60 

11880 

1 
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ESTIMATED     MONTHLY      DISCHARGE      OF     SHENANGO     RIVER    AT 

SHARON,  MERCER  COUNTY,  PA. 

(Drainage  area  611  square  mileaj. 


MONTH. 


Discharge  in  Second-feet. 


Maximum 


ains. 


April 

MAJ 

June 

July 

August, 

S«?ptember, 

October, 

N«>veni!>er, 

I>eccmber, 


January, 
February, 
Marvli,    ... 

Api^ll 

Ml./ 

June,    

July 

Ausnst. 
September, 


1914. 


1920 
468 

678 
77 
48 

528 
4680 


4210 

3680 

6480 

4780 

9080 

266 

444 

217 

106 


Minimum 


Mean. 


196 
91 
46 
66 
20 
22 
88 
148 
2E6 


319 

167 

201 

428 

124 

68 

84 

24 

24 


640 

218 

167 

267 

40 

SI 

127 

1060 

426 


1840 

641 

1660 

2060 

1490 

119 

117 

71 

46 


Run-off. 


Second-feet 

per  square 

mile. 


I 


1.0*7 
0.867 
0.267 
0.487 
0.065 
0.061 
0.206 
1.718 
0.696 


2.193 
1.049 
2.687 
8.866 
2.489 
0.196 
O.IM 
0.U6 
0.076 


Depth  in 
Inches. 


1.168 
0.412 
0.287 
0.604 
0.075 
0.067 
0.240 
1.917 
0.802 


2.628 
1.002 
2.925 
8.744 
2.812 
0.218 
0.220 
0.184 
0.064 


I 


n  Data  published  in  1913  report  superseded  from  April  1  due  to  change  In  rating  table. 


OHIO  BASIN—STATION  NO.  36. 


SHENANGO  RIVER  AT  NEW  CASTLE,  PA. 


DESCRIPTION  OF  STATION. 

liOCATION — At  West  Washington  Street  bridge  over  Shenango 
river,  at  Xew  rastle. 

KECORDR  AVAILABLE— Discharge  complete  fioni  January  1, 
1010,  to  September  30,  1914. 

DRAINAGE  AREA— 797  square  miles. 

GAGE — A  chain  gage  is  attached  to  the  bridge.  The  length  of  chain 
from  the  bottom  of  tlie  weight  to  the  marker  is  26.28  feet.  The 
elevation  of  zero  is  7S7  feet  above  sea  level.  Bench  Mark  No.  1 
is  top  coping  northwest  corner,  south  end  of  north  wingwall 
of  east  abutment  of  West  Washington  Street  bridge  over  Shen- 
ango  river,  elevation  797.49  feet  above  sea  level. 
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DlS(mARGE  MEASUliEMENTK— Taken  from  the  upstream  side  of 

the  bridge.     The  initial  point  for  soundings  is  in  line  with  top 

of  west  face  of  east  abutment. 
CHANNELr-The  channel  is  straight  for  200  feet  above  and  700  feet 

below  the  station.     The  right  bank  is  high  and  not  subject  to 

overflow.    The  left  bank  is  a  high  railroad  embankment  and  over- 
•  flows  at  extreme  floods.    The  bed  is  composed  of  rock  and  gravel 

and  is  x>ermanent. 
KEMARKB— The  gage  readings  from  August  26,  1912  to  July  15, 

1914,  were  taken  by  measuring  from  a  tack  set  in  bridge  floor 

at  elevation  809.67  feet  above  sea  level. 


DISCHARGE 


MEASUREMENTS     OF     SHENANGO     RIVER 
CASTLE,   LAWRENCE  COUNTY,  PA. 

(Drainage  area  797  square  miles). 


AT     NEW 


No.  ■     Date. 


1 
2 
3 
4 
5 


1913. 
Mar.    10, 
Mar.    25, 
Feb.      2, 


Hydrographer. 


Woolcock, 
Woolcock, 
Woolcock, 
Feb.  17,  I  Woolcock, 
Feb.  21,  I  Woolcock, 
Feb.    22,     Woolcock, 


7     Nov.    14, 
1914. 


Woolcock , 


s 

Mar. 

3, 

Munn,    . 

s 

Mar 

12. 

Muuii 

10 

Mar. 

15. 

FerriH. 

11 

Mar. 

16, 

Ferris, 

12 

Mar 

17 

Munn 

13 

Mar. 

IS, 

Ferris, 

14 

Mar. 

19, 

FerriP, 

ir 

Mar. 

20, 

Ferris, 

16 

Mar. 

21, 

Ferris, 

17 

May 

13, 

Ferris, 

IS 

AUff. 

6, 

Hasltim, 

19 

Aug. 

25, 

Brown, 

ao 

Aug. 

1:6. 

Brown, 

21 

Sept. 

23. 

Munu.     . 

•2i 

Sopt. 

28. 

Munn. 

23 

Sept. 

29., 

Ferria,    . 

24  I  Oct.      5,  I  Munn, 


5 

2 


• 

a 

o 

• 

• 

s 

>j 

• 

^ 

** 

• 

s 

» 

« 

• 

^ 

9 

> 

^ 

1 

a 

1 

172 
174 
207 


12J0 

216 

214 

•A3 

195 

224 

43 

65 

90 

4.'. 

45 

31 

32 


Bemarks. 


Feet. 

Sq. 

ft. 

205 

789 

232 

3211 

211 

1334 

167 

371 

168 

478 

185 

540 

220 

1516 

587 

626 

lOJ.' 

•  •  .  •  • 

1517 
144K 
1271 
11:3 

19S5 
40 
77 
115 
35 
33 
28 


Ft. 

per 

sec. 

8.78 

6.97 

3.29 

0.78 

1.10 

1.39 

3.78 


0.63 
0.68 
2.39 

«  •  •  •  • 

3.51 
2.36 
2.16 
.02 
.13 
.47 
.32 
.61 


1. 

1. 

4. 

1. 

1. 

2.31 

1.17 

1.00 

0.89 


24       0.75    787.99 


Feet 

791.11 

801.31 

792.5 

788.53 

788.83 

790.17 

793.86 


789.12 

789.31 

791.80 

798.41 

794.18 

793.55 

792.97 

792.59 

790.91 

796.10 

788.2 

788.56 

788.95 

788.17 

788.07 

788.03 


Bee. 
11. 
2792 

22380 

4389 

271 

525 

750 

6736 


377 

429 

2400 

5428 

8412 

2752 

1173 

964 

8870 

53 

116 

266 

41 

33 

25 


0.6 
0.6 
0.6 
0.6 
0.6 

o.e 

0.6 


method, 
method, 
method, 
method, 
method, 
method, 
method. 


18 


Washiu^rton 

Washington 

W^Bsh.ngtou 

Unri*llable. 

Washing  ton 

WaHhington 

Washington 

Wa^hington 

W'ashington 

Washington 

Black 

Black 

Block 

Black 

Black 

Wading 

works. 
Wading       below 

works. 


St. 
St. 
St. 

St. 

St. 

St. 

St. 

St. 

St. 
bridge, 
bridge, 
br.'dge. 
bridge, 
bridge, 
below 


Kert'on. 
Koctlon. 
section. 

section, 
section, 
section, 
sect  on. 
8(*ct1on. 
section. 


water 
water 
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DISCHARGE  TABLE  FOR  SHENANGO  RIVER  AT  NEW  CASTLE,   LAW- 
RENCE COUNTY,   FROM  JAN.    1,    1910. 
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X3 

A 

a 

ja 

V 

ja 

M 

• 

0) 

39 

■ 

i? 

• 

• 

u 

• 

"3 

M 
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M 

"S 

M 

.a 

ST 

.a 
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JS 

Ki 
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» 
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0) 

ft 

9 
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S» 

U 

§ 

s 

M 

Si 

S? 

60 

ta 

^m 

m 

m 

W4 

tS 

m^ 

« 

«iH 

CJ 

Q 

O 

5 

O 

o 

O 

Q 

o 

Q 

Feet. 

Sec.ft. 

Feet. 

Sec.ft. 

Feet. 

Sec.ft. 

Feet. 

Sec.ft. 

Feet. 

Sec.ft. 

787.60 

0 

790.30 

966 

792.80 

8668 

795.40 

7540 

798.00 

i3o:o 

787.70 

1.1 

790.30 

1040 

792.90 

3692 

796.50 

TlTfy 

798.10 

13310 

787.80 

4.5 

i      790.40 

1116 

793.00 

8818 

795.60 

7900 

798.20 

13560 

787.90 

10.5 

790.50 

1196 

793.10 

8946 

796.70 

8090 

798.30 

13810 

7S8.00 

19.6 

790.60 

1276 

798.20 

1           4076 

795.80 

8280 

798.40 

14060 

788.10 

81.7 

790.70 

1360 

793.30 

4209 

795.90 

8480 

798.50 

14310 

788.20 

46.6 

790.80 

1447 

798.40 

4344 

796.00 

8670 

798.60 

14370 

788.80 

64.6 

790.90 

1536 

798.50 

4482 

796.10 

8870 

798.70 

14830 

788.40 

86.0 

791.00 

16.?8 

798.60 

4622 

796.20 

9O70 

796.80 

15090 

788.60 

111.2 

791.10 

1728 

793.70 

'           4764 

796.30 

9270 

798.90 

15350 

788.60 

140 

791.20 

1820 

798.80 

4908 

796.40 

94S0 

799.00 

16610 

788.70 

172 

701.80 

1920 

798.90 

6056 

796.50 

96S0 

799.10 

15880 

788.80 

207 

791.40 

2023 

794.00 

5206 

796.60 

9690 

789.20 

161.'i0 

788.90 

246 

791.50 

20126 

794.10 

6360 

796.70 

10110 

799.30 

16420 

789.00 

288 

791.60 

2280 

794.20 

6610 

796.80 

10320 

799.40 

16700 

789.10 

S32 

791.70 

2386 

794.30 

1           6660 

796.90 

10540 

799.50 

16970 

780.20 

377 

791.80 

2442 

794.40 

1           6820 

797.00 

10750 

799.60 

17SS0 

789.80 

424 

791.90 

2548 

794.60 

5960 

.    797.10 

10980 

750.70 

175S0 

780.40 

474 

792.00 

3656 

794.60 

6150 

797.20 

11200 

799.80 

17820 

789.60 

526 

792.10 

2764 

794.70 

1           6810 

797.30 

U420 

799.90 

1810O 

780.60 

1       581 

702.20 

2874 

794.80 

6480 

797.40 

11650 

800.00 

18390 

789.70 

1       638 

792.80 

2965 

794.90 

6650 

757.50 

11880 

789.80 

i       699 

792.40 

1           3097 

795.00 

6820 

797.60 

vnd(S 

789.90 

762 

702.50 

8212 

796.10 

7000 

797.70 

irK>o 

790.00 

,       827 

792.60 

3328 

796.20 

7170 

797.80 

125S0 

790.10 

896 

793.70 

3447 

796.80 

7350 

797.90 

12830 
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ESTIMATED   MONTHLY   DISCHARGE  OF   SHENANGO    RIVER  AT   NEW 

CASTLE,   LAWRENCE  COUNTY,  PA. 

(Drainage  area  797  square  miles). 


MONTH. 


Discharge  In  Second -feet. 


Januarj, 
February , 
Marcb,   . . . . 

April 

May 

June 

July.     

August,    . . . 
September, 
October,    . . 
November, 
December, 


Maximum.  <  Minimum. 


I 


1910. 


The  year, 


33S0 

a060 

12100 

3180 

2910 

1(60 

182 

71 

350 

888 

1780 

5360 

12100 


128 
424 
284  I 
203 

242 ; 

73 

71 

32 

18 

91 
901 
359 


Mean. 


18 


1130 

1150 

8010 

736 

8a( 

3S1 

108 

49 

127 

260 

1010 

1070 

819 


Run-off. 


Second-feet 

per  square 

mile. 


1.418 
1.443 
3.777 
0.923 
1.009 
0.478 
0.129 
0.061 
0.159 
0.826 
1.267 
1.343 

1.028 


Dcf'th  In 
Inches. 


1.G36 
'1.503 
4. 354 
1.C80 
1.163 
0.534 
0.149 
0.070 
0.17S 
0.3r6 
1.414 
1.548 

13. 9M 


1911. 


January,  . . 
February,  . 
March,    — 

April 

May 

June,   

July 

August,    . . . 
Soptember, 
October,    . . 
November, 
D«»c'c>mber, 


6680 

406 

4060 

581 

1760 

454 

3020 

834 

1310 

45 

1330 

47 

621 

41 

3170 

47 

lOSOO 

242 

5200 

469 

!                3130 

449 

am 

526 

The  year. 


January,    . . 
February,    . 

March 

April 

May 

June 

Jaly 

August,    . . . 
September, 
October,    . . 
November, 
December, 


1912. 


The    year,     

4     1913. 


January,  . . 
February,  . 
March,  . . . . 
April 

May 

June,   

July 

August.    ... 

September, 

October,    . . 

November, 

December, 


The  year. 


January,  ., 
February,  . 
March,   .... 

i£S]' .::::: 

June 

July 

August,  ... 
September, 


1914. 


10800 


3420 
4370 

Toao 

6750 

3020 

724 

888 

7030 

1890 

530O 

973 

1900 


702G 


S090 

3210 
38600 

2900 
632 
424 
981 
238 
128 
743 

5840 
737 


38600 


4860 

4920 

5850 

6410 

8770 

359 

593 

250 

163 


I 


41 


391 
292 
675 
490 
230 
114 

84 
117 

67 

48 
182 

91 


67 


762 

120 

464 

254 

84 

65 

11 

8 

80 

24 

215 

405 


3 


575 

271 

242 

682 

172 

80 

63 

89 

23 


2700 
1650 
883 
1410 
466 
195 
111 
271  ! 
1410  I 
1800 
1390 
1770  I 

1170' 


938 

1090 

3010 

2S60 

715 

262 

240 

710 

420 

1260 

486 

496 

1010 


3660 
517 

5480 
869 
261 
164 
386 
96 
103 
236 

1420 
519 

1140 


1720 

lOlA 

1960 

2860 

1810 

171 

159 

98 

70 


3.3S8 
2.070 
1.108 
1.769 
0.572 
0.245 
0.139 
0.840 
1.769 
2.258 
1.744 
2.221 


1.469 


1.177 
1.368 
8.777 
3.20O 
0.897 
0.829 
0.801 
0.891 
0.527 
1.581 
0.610 
0.622 


1.273 


4.580 
0.649 
6.876 
1.090 
0.327 
0.206 
0.422 
0.120 
0.129 
0.296 
1.783 
0.661 


1.427 


2.158 
1.287 
2.447 
3.588 
2.271 
0.216 

o.aoo 

0.128 
0.068 


3.908 
2.156 
1.278 
1.974 
0.669 
0.274 
0.160 
0.892 
1.974 
2.604 
1.945 
2.660 

19.882 


1.367 
1.4  if. 
4.364 
3.670 
1.084 
0.367 
0.847 
1.027 
0.688 
1.823 
0.681 
0.717 

17.341 


6.280 
0.676 
7.937 
1.216 
0.377 
0.230 
0.486 
0.13S 
0.144 
0.341 
1.988 
0.760 

19.553 


2.488 
1.819 
2.821 
4.003 
2.618 
0.240 
0.2S1 
0.142 
O.OM 
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NESHANNOCK  CREEK. 


DESCRIPTION  OF  BASIN. 

Neshannock  Creek,  the  largest  tributary  of  the  Bhenango  River, 
drains  approximately  245  square  miles  iu  Mercer  and  Lawrence  coun- 
ties. Rising  in  and  passing  through  numerous  extensive  swamp 
areas,  in  the  central  and  eastern  parts  of  Mercer  County,  its  two 
branches,  Otter  and  Mill  creeks,  join  near  Mercer  Borough,  and  the 
main  stream  then  follows  a  general  southerly  direction  for  about  23 
miles  to  its  mouth  at  New  Castle,  Lawrence  County,  the  general  out- 
line of  the  watershed  being  pear  shaped.  The  upper  sections  of  this 
stream  in  Mercer  County  flow  through  a  deforested,  rolling  country, 
in  which  farming  and  some  bituminous  coal  mining  is  carried  on. 
The  stream  is  sluggish  in  its  upper  portions,  and  the  basin  is  covered 
to  a  great  depth  by  deposits  of  glacial  drift,  but  upon  entering  Law- 
rence County,  it  becomes  a  rapid  stream,  with  numerous  falls,  flowing 
through  a  narrow  gorge  with  high,  steep  walls  of  sandstone.  From 
Hope  Mills,  Mercer  County,  (elevation,  1107  feet)  to  New  Castle, 
(elevation,  799  feet),  a  distance  of  20  miles,  the  rate  of  fall  is  about 
15  feet  per  mile.  The  chief  tributaries  are  Otter,  Mill  and  Little 
Neshannock  creeks.  Numerous  boroughs,  farming  and  mining  vil- 
larges  lie  in  this  basin,  but  the  stream  is  not  used  for  domestic  water 
supply,  and  only  to  a  limited  extent  for  industrial  purposes  by  plants 
in  the  vicinity  of  its  mouth. 

The  mean  annual  precipitation  over  this  watershed  is  from  3^  to 
45  inches. 

The  discharge  has  been  measure<l  since  August  9,  1909,  at  New 
Castle,  Pennsylvania,  near  the  mouth,  and  since  January  If,  1914,  at 
Eastbrook,  about  6  miles  above  the  mouth. 
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OHIO  BASIN— STATION  NO.  37. 


/■ 


NESHANNOCK  CREEK  AT  EAST  BROOK,  PA. 


DESCRIPTION  OF  STATION. 

LOCATION — ^On  single  span,  wood  and  steel,  through-truss,  highwa}^ 
bridge  at  East  Brook  Station,  Lawrence  County. 

RECORDS  AVAILABLE] — Discharge  measurements  and  gage  heights 
from  January  19,  1014,  to  September  30,  1914. 

DRAINAGE  AREA— 230  square  miles. 

GAGE — A  standard  chain  gage  is  fastened  to  the  upstream  side  of 
the  bridge.  The  length  of  chain  from  the  bottom  of  the  weight  to 
the  marker  is  32.83  feet.  The  elevation  of  zero  is  arbitrary. 
Bench  Mark  No.  1  is  a  nose  or  projection  on  face  of  left  abut- 
ment, bottom  of  eleventh  course  down  from  bridge  seat,  elevation 
10.78  feet  above  gage  datum.  The  gage  is  read  twice  daily  by 
F.  C.  Reynolds. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side 
of  the  bridge.  The  intial  point  for  soundings  is  left  face  of 
wooden  end  post  on  left  upstream  side. 

CHANNEL— The  channel  is  straight  for  400  feet  above  and  200  feet 
below  the  station.  Both  banks  are  high  and  not  subject  to  over- 
flow.   The  bed  is  composed  of  rock  and  gravel. 


DISCHARGE    MEASUREMENTS    OF    NESHANNOCK     CREEK   AT   BAST 

BROOK,    LAWRENCE    COUNTY,    PA. 

(Drainage  area  iSO  square  miles). 


f 

• 

a 

• 

if 

■ 

No. 

Date. 

Hydrograpber. 

^ 

^ 

"S 

X3 

^ 

Remarks. 

d 

d 

.9 

s 

Wld 

< 

2 

S 

c 

^ 

£ 

Ft. 

• 

Feet. 

Sq. 

per 

Feet. 

Sec. 

1914. 

ft. 

sec. 

ft.    1 

1 

June     22 

Bowen  &  Taylor 

97 

130 

1.31 

1.82 

170    0.6 

meftsarement. 

2 

Aug.     24 1  Ho0iBer   A    Brady,    . . 

72 

81 

0.93 

1.40 

75    0.6 

1 

measureraont. 
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DAILY    MEAN    GAGE    HEIGHTS    OF    NBSHANNOCK   CREEK    AT    EAST 

BROOK,   LAWRENCE  COUNTY,   PA. 


1. 

2. 
1. 
■1. 
5, 

C, 
7. 
8, 
9. 
10. 

31, 
li. 
12. 
14. 
15. 

16, 
17. 
13. 
19. 
20, 

22, 
28. 
£4. 
26. 

27, 
28. 
29, 
80, 

81. 


1914. 


DAY. 


JAN. 


FBB. 


I    G.  H.       O.  H. 


2.10  < 
2.17  : 

3.00 
2.66 
2.84 

2.42 
t2.80 

2.88 
8.32 
4.26 
4.31 
3.74 
8.25 


t2.9e 
2.66 
2.46 
2.67 

t2.33 

2.17 
2.13 

n.i8 

1.57 
1.86 

1.86 
1.56 
l.&a 
1.66 
tl.71 

1.76 
1.84 
1.94 
1.87 
1.90 

1.84 
tl.86 
1.87 
1.84  I 
1.77 

1.78  I 

1.88 

1.90 


I 


MAB. 


G.  H. 


r2.06 
2.11 
2.11 
2.06 
2.06 

a.06 
1.98 
t2.06 
1.96 
1.96 


APR. 


G.  H. 


2.70 
8.22 
8.16 
2.74 
t2.63 

2.8) 
8.2i 

S.S9 
4.78 
3.22 


1.96  ■ 
1.96' 
2.<M  I 
2.70  ' 
t3.46  I 

4.24 
4.32 
4.67 
4.11 
2.94  I 


MAY. 


G.  H. 


2.28 
2.22 
X2.22, 
2.22 
3.0? 

2.84 
2.7a 
2.60 
3.40 
t2.89 


2.93 

8.88 

$2.62 

5.72 

2.82 

5.96 

2.30 

8.60 

8.01 

3.23 

2.88 

3.07  1 

3.07 

t2.62| 

8.09 

t3.02 

2.94 


2.16 
2.04 
2.00 


JUNE. 


G.  H. 


1.57 
1.57 
1.59 
1.91 
2.17 

2.13 
U.88 
1.63 
1.67 
1.58 

1.51 
1.4S 
1.45 
tl.44 
1.48 


1.42 
11.47 

81.57 
1.62  I 


2.Z7 

2.48 

1.92 

81.67 

{2.18 

2.22 

1.88 

1.81 

2.08 

2.15 

1.84 

1.65 

2.02 

2.oe 

tl.80 

1.49 

2.11 

1.98 

1.76 

1.45 

2.46 

t3.24 

1.66 

1.44 

2.80 

3.08 

1.68 

1.42 

5.04 

2.78 

1.96 

tl.60 

t3.96 

2.66 

1.77 

1.84 

2.66 

2.42 

1.70 

1.21 

2.88 

JULY. 


G.  H. 


1.22 
1.27 
1.31 
1.25 
}1.2S 

1.22 
1.19 
1.19 
1.21 
1.26 

1.81 
tl.27 
1.23 
1.82 
t.69 

1.73 
1.68 
1.45 
tl.SS 
1.20 

1.24 
1.23 
1.22 
1.21 
1.21 

tl.22 
1.28 
1.24 
1.21 
1.22 
1.17 


AUG.  !   SEPT. 


G.  H.    :  G.  H. 


1, 
U 
1. 
1. 
1. 


16  I 
10  I 
06  ' 

oe 

09  ! 


1.07 
1.06 
1.10 
tl.84 
1.28 

1.82 
1.42 
1.39 
1.34 
1.29 

tl.90 
1.80 
1.22 
1.18 
1.18 

1.20 
1.22 
tl.82 
1.42 
1.54 

1.46 
1.84 
1.82 
1.54 
tl.56 
1.46, 


1.86 

1.84 
1.80 
1.48 
1.27 

n.as 

1.24 
1.16 
1.14 
1.18 

1.16 
1.17 

ti.is 

1.19 

i.aa 

1.13 

1.11 

1.12 

1.14 

tl.20 

1.06 
1.04 
1.00 
1.02 
1.04 

l.OL 

i.oe 

1.02 
0.98 


'Creek  froxen  Mar.  1-15  inclosiTc. 


tEstlmated. 


(Interpolated. 


MAHONING  RIVER. 


DESCRIPTION  OF  BASIN. 

The  Mahoning  River,  the  largest  tributary  of  the  Beaver  Kiver, 
draining  an  area  of  approximately  1,062  square  miles,  rises  in 
Columbiana  and  Stark  counties,  Ohio,  and  flows  in  a  northeast 
direction  a  considerable  distanice  to  north  of  Warren,  Trumbull 
County,  Ohio,  where  the  river  turns  and  flows  southeast,  crossing 
the  Pennsylvania-Ohio  state  line  into  Lawrence  County,  Pa.,  at  a 
point  about  7  miles  south  of  the  northwest  corner  of  Lawrence 
County.  From  this  point  the  river  continues  in  a  general  south- 
easterly flirection  for  a  distance  of  approximately  lOJ  miles  to  its 
confluence  with  the  Shenango  River,  about  3  miles  below  New  Castle, 
Pa.,  to  form  the  Beaver  River.     The  Mahoning  River  in  its  last  ?A) 
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miles  has  a  moderate  slope  of  about  3  feet  per  mile,  and  carries  a 
considerable  volume  of  water.  The  averagie  width  of  the  river  in 
Pennsylvania  is  300  feet,  the  valley  being  skirted  by  low  hills,  the 
stream  flowing  between  low,  cultivated  meadows  and  bottom  lands. 
The  watershed  is  well  populated,  the  largest  towns  in  Ohio  being 
Warren,  Girard  and  Youngstown,  while  Mahoningtown  is  the  largest 
town  in  Pennsylvania.  In  Ohio  there  is  considerable  waterpower 
developed  on  this  stream,  but  little  or  none  in  Pennsylvania.  It  is 
proposed  by  the  Lake  Erie  and  Ohio  River  Ship  Canal  to  slack  water 
up  the  river  to  Niles,  Ohio,  approximately  28  miles  above  its  mouth. 

The  mean  annual  precipitation  over  this  watershed  is  approxi- 
mately between  35  and  40  inches. 

The  discharge  of  this  river  was  measured  at  Youngstown,  Ohio, 
from  May  23,  1903,  to  July  23,  1906,  and  since  August  12,  1914,  at 
Lawrence  Junction,  Lawrence  County,  Pa. 


OHIO  BASIN— STATION  NO.  38 


MAHONING  RIVER  AT  LAWRENCE  JUNCTION,  PA. 


DESCRIPTION  OF  STATION . 

LOCATION — On  Borough  Line  Bridge  over  river  which  is  the  first 
highway  bridge  above  the  mouth  of  Mahoning  and  about  ^  mile 
above  same. 

RECORDS  AVAILABLE — Discharge  measurements  from  March  10, 
1914,  and  daily  discharge  from  August  12,  1914,  to  September 
30,  1914. 

DRAINAGE  AREA— 1,070  square  miles. 

GAGE — A  chain  gage  is  attached  to  the  downstream  side  of  the  brid|2:e. 
The  elevation  of  zero  is  760  feet.  New  Castle  City  datum.  Bench 
Mark  No.  1  is  square  cut  in  bri(ige  seat,  south  side,  east  end  of 
bridge  next  to  Pennsylvania  Railroad  or  on  the  left  hand  side 
looking  downstream,  elevation  776.179  feet.  New  Castle  City 
datum.    The  gage  is  read  by  C  O.  Brest. 

DISCHARGE  MEASUREMENTS— Taken  from  the  downstream  side 
of  the  bridge.  The  initial  ])oint  for  soundings  is  extreme  east 
end  of  handrail. 

CHANNETi-— The  channel  above  and  below  the  station  is  straight 
for  I  mile.  Both  banks  are  subject  to  overflow  at  gage  height 
11.0  feet.    The  bed  is  composerl  of  sand  and  gravel. 
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DISCHARGE  MEASUREMENTS  OF  MAHONING  RIVER  AT  lAWRENCE 

JUNCTION,  LAWRENCE  COUNTY,  PA. 

(Drainage  area  1,070  aquare  miles). 


No. 


Date. 


1»14. 
Mar.     10 


Hydrograpber. 


• 

a 

o 

t 

• 

y 

•r* 

♦* 

O 

A 

^ 

o 

tl 

a 

^ 

1 

"3 

2 

a 

s 

§ 

JA 
S 

< 

s 

o 

Q 

Feet. 


1  Mar.  10    Miinn,   206 

2  Mar.  17    Ferris 274 

3  Mar.  IK    Haalam.     274 

4  Mar.  19  ,  Ilaslam 246 

5  Mar.  20  |  Ferrla "37 

6  I  May  14     FerrlB t4(5» 

7  '  Auk.  19    Brown INO 

8  .Sept.  23  :  Muiin,    176 

9  Sept.  2$|Muiin '  172 


Sq. 
ft. 

520 
2165 
1714 
1066 

962 

taosi 

188 
179 
167 


Pt. 

per 
sec. 
0.74 
4.81 
2.97 
2.04 
1.68 
•1.97 
0.42 
0.41 


Feet. 

763.9 

770.46 

768.80 

766.42 

765.9 

7TO.83 

762.21 

762.16 


Remarks. 


0.36    762.09 


Sec. 
ft. 
383 
9841  I 
6094  I 
2221 
1617 
•15074    •Overflow. 

79    Wading   l)e1ow   station. 

73    WadiniE   below  station. 

61  I  Wadlnff  below  station. 


Note:— All  widthn,  areas,  mean  velocities  referred  to  regular  section. 
•Overflow  meaMircd  and  Included.     Overflow  discharge  231.56  sec.   ft. 
^Overflow  area  -216.63  so.  ft.     Total  area  3081.06  sq.  ft.     Channel  2814.43  sq.  ft. 
flncludes  widtb  of  overnow=l%  ft. 


DISCHARGE   TABLE    FOR    MAHONING    RIVER    AT    f^WRENCE    JUNC- 
TION,  LAWRENCE  COUNTY,  FROM  AUGUST  12,  1914. 


m 

. 

«J 

** 

** 

*•* 

«.» 

ja 

ja 

J3 

.a 

d 

1 

1 

1 

• 

if 

.a 

§ 

helg 

9 

3 

.e 

1 

§ 

§ 

1 

§ 

1 

1 

OB 

oc 

O 

a 

O 

Q 

O 

Q 

O 

^ 

:r 

Q 

reel. 

Sec. -ft. 

Feet. 

Sec. -ft. 

1 

Feet. 

Sec.-ft. 

70.00 

0 

.10 

443 

.20 

8069 

.10 

4.0 

.20 

486 

.30 

3187 

.20 

8.5 

.30 

628 

.40 

8319 

.80 

IS 

.40 

672 

.50 

3455 

.40 

18 

.50 

620 

.60 

3594 

.60 

23 

.eo 

6«» 

.70 

3736 

.60 

29 

.70 

722 

.80 

8879 

.70 

36 

.80 

780 

.90 

4026 

.80 

42 

.90 

842 

768.00 

4176 

.90 

49.6 

766.00 

906 

.10 

4328 

762.00 

57 

.10 

972 

.30 

4484 

.10 

65 

.20 

1045 

.80 

4646 

.20 

76 

.30 

1118 

.40 

4820 

.30 

86 

.40 

1104 

.60 

4996 

.40 

96 

.50 

12r74 

.60 

6180 

.60 

106 

.60 

1859 

.70 

6366 

:oo 

118 

.70 

1446 

.80 

6654 

.70 

181 

.80 

1636 

.90 

6746 

.80 

144 

.90 

1632 

769.00 

604S 

.90 

159 

768.00 

1730 

.10 

6146 

763.00 

175 

.10 

1830 

.20 

6866 

.10 

192 

.20 

1930 

.80 

6676 

.20 

210 

.30 

2081 

.40 

6808    ' 

.30 

220 

.40 

2134 

.60 

7084 

.40 

260 

.60 

2240 

.60 

7260 

.60 

273 

.60 

2860 

.70 

7506 

.00 

287 

.TO 

2460 

.80 

7746 

.70 

323 

.80 

2674 

.90 

7387 

.80 

351 

.90 

2690 

1   770.00 

8280    1 

.90 

381 

767.00 

2810 

'     .10 

8474 

764.00 

414 

.10 

2934 

.20 

8718 

Feet. 
.30 
.40 
.60 
.60 
.70 
.80 
.90 

771.00 
.10 
.20 
.30 
.40 
.60 
.60 
.70 
.80 
.90 

772.00 
.10 
.20 
.30 
.40 
.60 
.60 
.70 
.80 
.90 

778.00 
.10 
.20 
.30 


Sec. -ft. 
8962 
9206 
9450 
9094 
9938 
10182 
10424 
10670 
10914 
111S8 
11408 
lliMO 
11880 
121M 
12378 
12628 
12866 
13110 
1SSB4 
13696 
18842 
14086 
14830 
14574 
14818 
16068 
16888 
15680 
16794 
16088 
16282 


Feet. 
.40 
.50 
.60 
.70 
.80 
.90 

774.00 
.10 
.30 
.30 
.40 
.60 
.60 
.70 
.80 
.90 

775.00 
.10 
.20 
.30 
.40 
.60, 
.60 
.70 
.80 
.90 

776.00 


Sec.-ft. 
10686 

^t:   I) 

17014 
17268 
17508 
17746 
17990 
18234 
18478 
18728 
18966 
19210 
19664 
19696 
19942 
20186 
20480 
20874 
208IS 
21168 
21406 
21660 
21894 


22626 
22870 
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DAILY    MEAN    GAGE    HEIGHTS    AND    DISCHARGES    OF    MAHONING 
RIVEB  AT  LAWRENCE  JUNCTION,  LAWRENCE  COUNTY,  PA. 


1. 

2, 
3. 
4. 
5, 

6. 
7. 
8. 
9. 
10, 

U. 
12. 
13, 
14. 
15. 

16. 
17. 
18, 
19. 
20. 

21. 
22. 
23, 
24, 
25. 

28. 

28, 
29, 
30. 
31, 


1914. 


DA7. 


AUGU6T. 


G.  H. 


761.94 


I 


762. 2& 
762.09 

762.08 
762.03 
762.74 
762.88 
762.85 

763.04 
768.08 
762.68 
763.00 
762.47 
762.44 


Dl8. 


8BPTBUBSB. 


52  ; 


80 
64 

64 

59 

136 

166 

151 

181 
189 
12S 
176 
lOS 
99 


O.  H. 


763.62 
763.49 
763.74 
764.22  i 
768.42  , 

76t.0&i 

763.64  1 
763.29 
768.82  I 
768.44  1 

762.36 
762.26 
762.16 
762.24 
762.15 

762.20 
762.20 
762.27 
762.18 
788.  OS 

761.85 
768.16 
762.16 
768.30 
762.00 

768.00 
762.00 
768.06 
761.96 
761.94 


Dia. 


120 
270 
334 

4M 
264 

184 

124 

84 

86 

99 

90 

80 
71 
79 
70 

76 
76 
82 
74 
«l 

46 
70 
70 
76 
58 

58 
68 
61 
66 
52 


ESTIMATED  MONTHLY  DISCHARGE  OF  MAHONING  RIVER  AT   LAW- 
RENCE JUNCTION,  I^WRENCE  COUNTY,  PA. 

(Drainage  area  1,070  square  miles). 


MONTH. 


September, 


1914. 


Discharge  In  Second-feet. 


Maximum 


Minimum 


494 


46 


Mean. 


Run-off. 


114 


Seoond-feet 

ptf  square 

mile. 


0.107 


Depth  in 
inches. 


0.120 


82 


884 


SLIPPERY  ROCK  CREEK. 


DESCRIPTION  OF  BASIN. 

Slippery  Bock  Creek,  the  largest  tributary  of  Connoquenessing 
Greek,  drains  approximately  403  square  miles  in  Butler,  Mercer  and 
Lawrence  counties.  Several  branches  rise  in  the  north  central  por- 
tion of  Butler  County,  and  come  together  to  form  the  main  stream 
near  Branchton,  Butler  county.  The  main  stream  flows  in  a  general 
southwesterly  direction  following  a  tortuous  course,  its  total 
length  being  approximately  43  miles.  In  the  central  section  of  the 
stream  the  valleys  are  broad  and  largely  cultivated,  as  are  the  hills, 
the  current  being  sluggish  and  flowing  between  gently  sloping  banks, 
with  wide  plains  bordering  it  on  either  side.  After  the  stream 
enters  Lawrence  County,  the  broad  valleys  contract  to  a  "narrow 
gorge,  and  the  low  sloping  banks  are  replaced  by  high  cliffs  of  massive 
sandstone,  and  the  hitherto  gently  flowing  streams  become  a  rapid 
torrent. 

The  elevation  of  the  stream  at  its  source  is  approximately  1400 
feet  above  mean  sea  level  and,  at  Kiesters,  14  miles  below,  the  eleva- 
tion is  1150  feet,  producing  a  slope  of  18  feet  per  mile.  Prom  Kiesters 
to  Kennedy's  Mill,  elevation  1,040  feet,  the  stream  flows  through  a 
gently  sloping  vaUey  for  a  distance  of  17  miles,  having  a  slope  of  ap- 
proximately 6  feet  per  mile.  After  leaving  Kennedy's  Mill,  the  creek 
enters  the  gorge  which  continues  almost  to  its  mouth,  (elevation  580 
feet)  a  distance  of  approximately  12  miles,  with  a  slope  of  approxi- 
mately 39  feet  per  mile. 

The  only  tributary  of  any  importance  is  Muddy  Creek,  which  enters 
it  from  the  east  in  Butler  County,  although  there  are  many  small 
tributaries  entering  it  in  Lawrence,  Butler  and  Mercer  counties. 

The  domestic  water  supply  for  Ellwood  City  and  vicinity  is  ob- 
tained from  Slippery  Eock  Creek  at  its  mouth.  The  water  power  of 
the  creek  is  used  by  numerous  grist  mills. 

The  mean  annual  precipitatioD  over  the  headwaters  of  the  stream 
is  from  40  to  45  inches,  and  over  the  lower  reaches  from  35  to  40 
inches. 

The  discharge  has  been  measured  since  January  1,  1912,  near  Wur- 
temberg,  approximately  2  miles  above  the  mouth. 
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OHIO  BASIN-STATION  NO.  39. 


SLIPPERY  ROCK  CREEK  AT  WURTEMBERG,  PA, 


DESCRIPTION  OF  STATION. 

LOCATION — On  the  highway  bridge  crossing  Slippery  liock  Creek  at 
the  north  end  of  Wnrtemberg,  Lawrence  County. 

RECORDS  AVAILABLE — Discharge  complete  from  January  1, 
1912,  to  September  30,  1914. 

DRAINAGE  AREA-^00  square  miles. 

GAGE — A  chain  gage  is  attached  to  the  bridge.  The  length  of  chain 
from  the  bottom  of  the  weight  to  the  marker  is  35.96  feet.  The 
elevation  of  zero  is  817.63  feet  above  sea  level.  Bench  Mark  No. 
1  is  TJ.  S.  G.  S.  B.  M.  on  top  of  upstream  right  wingwall  near 
end  of  abutment,  aluminum  tablet  stamped  "851  ADJ  1903," 
elevation  850.231  feet  above,  sea  level.  The  gage  is  read  twice 
daily  by  Jacob  Boots. 

DISCHARGE  MEASUREMENTS— Taken  from  the  upstream  side  of 
the  bridge.  The  initial  point  for  soundings  is  west  end  of  the 
north  guard  rail. 

CHANNEIi — The  channel  is  straight  and  uniform  for  one-half  mile 
above  and  six  hundred  feet  below  the  station.  Both  banks  are 
abrupt.    The  bed  is  composed  of  gravel. 


DISCHARGE  MEASUREMENTS    OF    SLIPPERY  ROCK  CREEK  AT  WUR- 
TEMBERG,  LAWRENCE  COUNTY,  PA. 

(Drainage  area  J^OO  square  miles). 


No.  '     Date.    I 


-  -m 

. 

•     •               ■    ; 

Hydrographer. 

Width. 

< 

b 

\ 

• 

i 

1 

• 

0 

Bamarka. 

19U. 

2Q  ,  Jane     28  ^  Bowen  &  Taylor, 
21  I  Aug.     24  I  Hoimer  &  Brady, 


: 

Pt. 

F<M't. 

.Sq. 

per 

e'eet. 

Sec. 

ft. 

.S«'C. 

ft. 

221 

288 

0.97 

2.78 

278 

0.6  measurement. 

->.> 

79 

0.94 

2.16 

74 

0.»  maaaoTCOMBt 
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DISCHARGE  TABLE  FOR  SLIPPERY  ROCK  CREEK  AT  WURTEMBERG, 

LAWRENCE  COUNTY,  FROM  JAN.  1,  1912. 
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at 

o 
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Feet. 
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Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

Feet. 

Sec.-ft. 

2.00 

20 

.10 

SIO 
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1700 
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.10 
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.90 
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ESTIMATED   MONTHLY  DISCHARGE  OF  SLIPPERY    ROCK   CREEK   AT 

WURTEMBERG,    LAWRENCE    COUNTY,    PA. 

(Drainage  area  kOO  square  miles). 


January,    . 

Febroaiy* 
March.     ... 

pt- .:::: 

June 

July 

August,    . . 
September, 


MONTH. 


ini. 


Dlacharge  In  Second-feet. 

Run-Off. 

1 

Second-feet 

,  Maximum 

Minimum 

Mean. 

per  square 

Depth  in 

' 

mile. 

inches. 

S860 

407 

1480 

8.675 

4.12S 

S170 

716 
llfiO 
1900 

1.790 
2.875 
4.760 

1.864 

406O 

s.n4 

5600 

816 

6.800 

6S70 

214 

1060 

2.626 

t.0» 

»14 

60 

IM 

0.460 

0.514 

S27i                  26 

67 

0.168 

O.IM 

77 

21 

88 

O.005 

O.UO 

190 

20 

48 

0.120 

0.184 

Greek    froaen    Feb.    11    to  Mar.    16    inclusire,    and    discharge    estimated    from    cllmatological 
records. 
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Darby  Creek — Description  of  Basin,  74 

Darby  Creek  at  Lansdowne,  Fa. 

Description  of  Station,   75 

Discharge,    76 

Delaware  River— Description  of  Basin,  ■ 26 

Delaware  River  at  Port  Jervis,  N.  Y. 

Description  of  Station, 28 

Discharge,    29 

Delaware  River  at  RiegelsviUe,  N.  J. 

Description  of  Station,   56 

Discharge,     57 

Delaware  River  (East  Branch)— Description  of  Basin , 5 

Delaware  River  (East  Branch)  at  Fish  Eddy,  N.  T. 

Description  of  Station,   5 

Discharge, 6 

Delaware  River  (West  Branch) — Description  of  Basin , 9 

Delaware  River  (West  Branch)  at  Hale  Eddy,  N.  T. 

Description  of  Station,  ' 10 

Discharge,    11 

Discharge  Measurements  (Miscellaneous),  389 

Driftwood  Branch,  Sinnemahoning  Creek — Description  of  Basin, 146 

Driftwood  Branch,  Sinnemahoning  Creek  at  Sterling  Run,  Pa. 

Description  of  Station,   146 

Discharge,     147 

Dnnkard  Creek — Description  of  Basin,  323 

Dnnkard  Creek  at  "Bobtown,"  Greene  Co.,  Pa. 

Description  of  Station,   324 

Discharge,    324 

Bast  Branch ,  Delaware  River— Description  of  Basin ,  5 

East  Branch,  Delaware  River  at  Fish  Eddy,  N.  Y. 

Description  of  Station ,   5 

Discharge,    6 

Fishing  Creek— Description  of  Basin,  121 

Fishing  Creek  at  Bloomsburg,  Pa. 

Description  of  Station,  122 

Discharge,    12a 

Frankstown  Branch ,  Juniata  Rivera-Description  of  Basin,  191 

Frankstown  Branch,  Juniata  River  at  Huntingdon,  Pa. 

Description  of  Station,   192 

Discharge,    193 

French  Creek— Description  of  Basin 267 

French  Creek  at  Carlton,  Pa. 

Description  of  Station,   268 

Discharge,     269 

French  Creek,  North  Branch— Description  of  Basin,  259 

French  Creek,  North  Branch  at  Kimmeytown,  Pa. 

Description  of  Station,   260 

Discharge, 260 

Juniata  River— Description  of  Basin , 203 
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Juniata  River  at  Newport,  Pa. 

Description  of  Station,   204 

Discharge,    206 

Juniata  River,  Frankstown  Branch— Description  of  Basin, 101 

Juniata  River,  Frankstown  Branch  at  Huntingdon,  Pa. 

Description  of  Station,  192 

Discharge,  193 

Juniata  River ,  Raystown  Branch— Description  of  Basin, 183 

Juniata  River,  Raystown  Branch,  at  Sazton,  Pa. 

Description  of  Station,   184 

Discharge,    185 

Kettle  Creek— Description  of  Basin,  149 

Kettle  Greek  at  Leidy,  Pa. 

Description  of  Station,   149 

Discharge,  150 

Kinzua  Creek — Description  of  Basin,  241 

Kinzua  Creek  at  Dewdrop,  Pa. 

Description  of  Station,   242 

Discharge ,    242 

Kishacoquillas  Creek— Description  of  Basin,  195 

Kishacoquillas  Creek  at  Kulps,  Pa. 

Description  of  Station 196 

Discharge,    196 

Kiskiminitas  River — Description  of  Basin ,    306 

Kiskiminitas  River  at  Avonmore,  Pa. 

Description  of  Station ,    308 

Discharge,  : 308 

Lackawanna  River — Description  of  Basin,  115 

Lackawanna  River  at  Moosic,  Pa. 

Description  of  Station,   116 

Discharge,    116 

Lftckawaxen  River — Description  of  Basin,   13 

Lackawaxen  River  at  Hnwley,  Pa. 

Description  of  Station,   14 

Discharge,    15 

Lackawaxen  River  at  Rowlands,  Pa. 

Description  of  Station ,  22 

Discharge,     23 

Laurel  Hill  Creek — Description  of  Basin 334 

Laurel  Hill  Creek  at  Ursina,  Pa. 

Description  of  Station,  334 

Discharge,    335 

Lehigh  River — Description  of  Basin ,   49 

Lehigh  River  at  Bethlehem,  Pa. 

Description  of  Basin 62 

Discharge,  53 

Lehigh  River  at  Tannery,  Pa, 

Description  of  Station ,  50 

Discharge 61 

Little  Schuylkill  River — Description  of  Basin,    65 
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Little  Schuylkill  River  at  Molino,  Pa. 

Description  of  Station,  66 

Discharge,   66 

Little  Shenango  River— Description  of  Basin,   354 

Little  Shenango  River  at  Greenville,  Pa. 

Description  of  Station,   357 

Discharge,     358 

Little  Shenango  Kiver  at  Salem,  Pa. 

Description  of  Station,   355 

Discharge,    356 

Lycoming  Creek — Description  of  Basin ,    170 

Lycoming  Greek  near  Trout  Run,  Pa. 

Description  of  Station,    171 

Discharge,     172 

McMichaels  Creek— Description  of  Basin,    45 

McMichaels  Creek  near  Stroudsburg,  Pa. 

Description  of  Station,   46 

Discharge,     46 

Mahoning  Creek — Description  of  Basin ,   287 

Mahoning  Creek  at  Furnace  Bridge  (Dee),  Armstrong  Co.,  Pa. 

Description  of  Station,   288 

Discharge,     288 

Mahoning  River — Description  of  Basin,   380 

Mahoning  River  at  Lawrence  Junction,  Pa. 

Description  of  Station,   381 

Discharge,    382 

Mehoopany  Creek — Description  of  Basin , 106 

Mehoopany  Creek  near  Mehoopany,  Pa. 

Description  of  Station ,   107 

Discharge,     107 

Miscellaneous  Discharge  Measurements,    389 

Monocacy  River— Description  of  Basin,   227 

Monocacy  River  near  Frederick,  Md. 

Description  of  Station,   228 

Discharge,  «  229 

Moshannon  Creek — Description  of  Basin,   143 

Moshannon  Creek  at  Winbume,  Pa. 

Description  of  Station,   144 

Discharge,  144 

Neshannock  Creek— Description  of  Basin,   378 

Neshannock  Creek  at  East  Brook,  Pa. 

Description  of  Station,  379 

Discharge,     379 

North  Branch  French  Creek— Description  of  Basin,  259 

North  Branch  French  Creek  at  Kimmeytown,  Pa. 

Description  of  Station,    260 

Discharge ,   260 

North  Branch  Susquehanna  River — Description  of  Basin,  83 

North  Branch  Susquehanna  River  at  Conklin,  N.  Y. 

Description  of  Station,   84 

Discharge,  85 
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North  Branch  Susquehanna  River  at  Danville,  Pa. 

Description  of  Station,  125 

Discharge,     128 

North  Branch  Susquehanna  River  at  Towanda,  Pa. 

Description  of  Station,   98 

Discharge,    98 

North  Branch  Susquehanna  River  at  Wilkes-Barre,  Pa. 

Description  of  Station,   118 

Discharge,    118 

Oil  Creek — Description  of  Basin,  255 

Oil  Greek  at  Rouseville,  Pa. 

Description  of  Station,   256 

Discharge,    257 

Perkiomen  Greek — ^Description  of  Basin,  70 

Perkiomen  Greek  at  Graters  Ford,  Pa. 

Description  of  Station,  70 

Discharge,     71 

Pine  Greek — Description  of  Basin ,   106 

Pine  Greek  at  Waterville,  Pa. 

Description  of  Station 167 

Discharge,     168 

Pocono  Greek — Description  of  Basin ,   41 

Pocono  Greek  near  Stroudsburg,  Pa. 

Description  of  Station,   42 

Discharge,    43 

Pymatunlng  Greek — Description  of  Basin,   960 

Pyma tuning  Greek  below  Orangeville,  Pa. 

Description  of  Station,   361 

Discharge,    362 

Raystown  Branch  Juniata  River — Description  of  Basin, 183 

Raystown  Branch  Juniata  River  at  Saxton,  Pa. 

Description  of  Station,   184 

Discharge,    185 

Rattlesnake  Brook— Description  of  Basin, 24 

Rattlesnake  Brook  at  Spring  Brook,  Pike  Co.,  Pa. 

Description  of  Station,   25 

Discharge,    25 

Red  Bank  Greek — ^Description  of  Basin,   283 

Red  Bank  Greek  at  St.  Charles,  Pa. 

Description  of  Station ,    284 

Discharge,     284 

Sandy  Creek— Description  of  Basin,  276 

I  Sandy  Greek  at  Sandy  Lake,  Pa. 

Description  of  Station,   277 

Discharge ,    278 

Schuylkill  River— Description  of  Basin,   61 

Schuylkill  River  at  Conshohocken,  Pa. 

Description  of  Station,   72 

Discharge,    73 

Schuylkill  River  at  Reading,  Pa. 

Description  of  Station,    67 

Discharge,  68 
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Schuylkill  River  at  Schuylkill  Haven,  Pa. 

Description  of  Station,   63 

Discharge 64 

Schuylkill  (Little)  River— Description  of  Basin,   65 

Schuylkill  (Little)  River  at  Molino,  Pa. 

Description  of  Station,    66 

Discharge,    66 

Shenango  River—Description  of  Basin,   348 

Shenango  River  at  New  Castle,  Pa. 

Description  of  Station,   369 

Discharge,    370 

Shoiango  River  at  Sharon,  Pa. 

Description  of  Station,   364 

Discharge,    366 

Shenango  River  at  Tumerville,  Pa. 

Description  of  Station 350 

Discharge 351 

Shenango  (Little)  River— Description  of  Basin,   354 

Shenango  (Little)  River  at  Greenville,  Pa. 

Description  of  Station,   357 

Discharge,  .'.  358 

Shenango  (Little)  River  at  Salem,  Pa. 

Description  of  Station,   356 

Discharge,    356 

Sinnemahoning  Creek,  Driftwood  Branch— Description  of  Basin, 146 

Sinnemahoning  Creek,  Driftwood  Branch,  at  Sterling  Run,  Pa. 

Description  of  Station,   146 

Discharge,  147 

Slippery  Rock  Creek — Description  of  Basin,  384 

Slippery  Rock  Creek  at  Wurtemberg,  Pa. 

Description  of  Station,    385 

Discharge,    385 

Spring  Creek— Description  of  Basin,   159 

Spring  Creek  near  Belief onte.  Pa. 

Description  of  Station,   160 

Discharge,     161 

Stony  Creek— Description  of  Bnsin,  298 

Stony  Creek  at  Johnstown,  Pa. 

Description  of  Station,   299 

Discharge,    300 

Sugar  Creek — D<»scription  of  Basin,   272 

Sugar  Creek  at  Wyattville,  Pa. 

Description  of  Station,    273 

Discharge, 274 

Susquehanna  River— Description  of  Basin,  180 

Susquehanna  River  at  Hurrisburg,  Pa. 

Description  of  Station,    •. 212 

Discharge,  213 

Susquehanna  River  at  Selinsgrove,  Pa. 

Description  of  Station,   182 

Gage  Heights,    183 

Susquehanna  River,  North  Branch— Description  of  Basin,   83 
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Susquehanna  River,  North  Branch,  at  Conklin,  N.  Y. 

Description  of  Station,   &4 

Discharge,    85 

Susquehanna  River,  North  Branch,  at  Danville,  Pa. 

Description  of  Station ,   125 

Discharge,     126 

Susquehanna  River,  North  Branch,  at  Towanda,  Pa. 

Description  of  Station,   98 

Discharge,  98 

Susquehanna  River,  North  Branch,  at  Wilkes-Barre,  Pa. 

Description  of  Station,    118 

Discharge, 118 

Susquehanna  River,  West  Branch— Description  of  Basin, 132 

Susquehanna  River,  West  Branch,  at  Bower,  Pa. 

Description  of  Station,   133 

Discharge,    134 

Susquehanna  River,  West  Branch,  at  Clearfield,  Pa. 

Description  of  Station ,  137 

Gage  Heights,    138 

Susquehanna  River,  West  Branch,  at  Lewisburg,  Pa. 

Description  of  Station,    179 

Gage  Heights,   180 

Susquehanna  River,  West  Branch,  at  Renovo,  Pa. 

Description  of  Station 1.52 

Discharge,     152 

Susquehanna  River,  West  Branch,  at  Williamsport,  Pa. 

Description  of  Station,   173 

Discharge,     174 

Swatara  (Big)  Creek — Description  of  Basin ,  » 220 

Swatara  (Big)  Creek  at  Jonestown,  Pa. 

Description  of  Station,   221 

Discharge,    221 

Tionesta  Creek— Description  of  Basin,  252 

Tionesta  Creek  at  Butler  Bridge,  Forest  Co.,  Pa. 

Description  of  Station,   253 

Discharge,    254 

Towanda  Creek—Description  of  Basin,   100 

Towanda  Creek  at  Monroeton,  Pa. 

Description  of  Station ,    100 

Discharge,    101 

Tunkhannock  Creek — Description  of  Basin,  109 

Tunkhannock  Creek  at  Dixon,  Pa. 

Description  of  Station, 109 

Discharge,    110 

Turtle  Creek — Description  of  Basin,   340 

Turtle  Creek  at  East  Pittsburgh,  Pa. 

Description  of  Station,  345 

Discharge,  346 

Turtle  Creek  above  Trafford  City,  Pa. 

Description  of  Station,    341 

Discharge,     342 


